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GENERAL  REPORT. 


In  accordance  with  the  provisions  of  chapter  211  of  the  Acts  of  1905, 
the  following  report  of  the  work  of  the  several  departments  of  the  State 
Board  of  Health  is  presented  for  the  fiscal  year  ended  Nov.  30,  1910, 
on  which  date  the  Board  was  constituted  as  follows :  — 

Henbt  p.  Walcoit,  M.D.,  of  Cambridge,  Chairman, 


HiBAM  F.  MnuB,  A.M.,  C.E.,  of  Lowell. 
RoBBBT  W.  LoTXTT,  M.D.,  of  Bostoo. 
GsRABD  C.  ToBET,  EsQ.,  of  Wareham. 


Jamss  W.  Hull  of  Pittsfield. 

Hon.  Chablbs  H.  Portbb  of  Quincy. 

JnuAN  A.  Mbad,  M.D.,  of  Watertown. 


On  April  13,  1910,  the  Legislature  passed  the  following  act  relative  to 
the  sale  of  cocaine,  representing  practically  a  codification  of  the  previ- 
ously existing  laws  concerning  cocaine,  with  additions  suggested  by  the 
experience  of  other  States.  The  bill  represented  efforts  made  in  con- 
ference between  the  secretary  of  the  Board,  representatives  of  the  whole- 
sale and  retail  druggists  and  a  representative  of  the  Watch  and  Ward  So- 
ciety. Under  this  law  a  large  number  of  prosecutions  have  been  brought, 
especially  by  agents  of  the  Watch  and  Ward  Society.  There  is  every 
reason  to  believe  that  the  law  has  been  very  much  strengthened  and 
that  the  unlawful  sale  of  cocaine  has  been  considerably  decreased. 

Acts  op  1910,  Chapter  387. 

An  Act  relative  to  the  Sale  op  Cocaine. 
Ve  it  enacted,  etc.,  as  follows: 

Section  1.  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
manufacture  any  so-called  catarrh  powder  or  catarrh  cure,  or  any  patent  ur 
proprietary  preparation  containing  cocaine,  or  any  of  its  salts,  or  alpha  or 
beta  eucaine,  or  any  of  their  salts,  or  any  synthetic  substitute  for  them. 

Section  2.  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to  sell 
or  to  expose  or  offer  for  sale  or  to  give,  deliver  or  exchange  any  cocaine,  or 
any  alpha  or  beta  eucaine,  or  any  synthetic  substitute  for  them,  or  any 
preparation  containing  the  same,  or  any  salts  or  compounds  thereof,  except 
upon  the  written  prescription  of  a  physician,  dentist  or  veterinary  surgeon 
registered  under  the  laws  of  the  state  in  which  he  resides;  the  original  of 
which  prescription  shall  be  retained  by  the  druggist  filling  the  same  for  a 
period  of  at  least  two  years  and  shall  not  again  be  filled,  except  upon  the 
written  order  of  the  original  prescriber,  and  shall  at  all  times  be  open  to 
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written  order  of  the  original  prescriber,  and  shall  at  all  times  be  open  to 
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inspection  by  the  officers  of  the  state  board  of  health,  the  members  of  the 
state  board  of  registration  in  pharmacy  and  its  authorized  agents,  and  by 
the  police  authorities  and  officers  of  cities  and  towns.  But  no  practitioner  of 
veterinary  medicine  shall  prescribe  any  of  the  above  mentioned  substances 
for  the  use  of  any  human  being. 

Section  3.  It  shall  be  unlawful  for  any  physician  or  dentist  to  prescribe, 
sell  or  give  away  any  cocaine  or  its  salts,  or  any  alpha  or  beta  eucaine  or 
their  salts,  or  any  synthetic  substitute  for  them,  or  any  preparation  contain- 
ing the  same,  or  any  salts  or  compounds  thereof,  to  any  person  known  to 
such  physician  or  dentist  to  be  an  habitual  user  of  those  drugs. 

Segtiok  4.  Any  manufacturer  or  jobber  of  any  or  aU  of  the  articles  men- 
tioned in  section  two  of  this  act,  any  wholesale  druggist,  or  any  registered 
pharmacist  may  sell  any  article  mentioned  in  said  section  two  to  any  such 
manufacturer,  jobber,  wholesale  druggist,  or  to  any  pharmacist,  physician, 
veterinarian  or  dentist,  registered  under  the  laws  of  the  state  in  which  he 
resides,  or  to  any  incorporated  hospital,  but  only  upon  a  written  order  duly 
signed  by  such  manufacturer,  jobber,  wholesale  druggist,  registered  pharma- 
dst,  registered  physician,  registered  veterinarian,  registered  dentist,  or  the 
superintendent  of  such  incorporated  hospital,  which  order  shall  show  the 
article  or  articles  ordered  and  the  date  of  delivery.  The  said  order  shall  be 
kept  on  file  in  the  laboratory,  warehouse,  pharmacy  or  store  from  which  it 
was  filled  by  the  proprietor  thereof,  or  his  successor,  for  a  period  of  not 
less  than  two  years  from  the  date  of  delivery,  and  shall  at  all  times  be  open 
to  inspection  by  the  officers  of  the  state  board  of  health,  the  members  of  the 
state  board  of  registration  in  pharmacy  and  its  authorized  agents,  and  by  the 
police  authorities  and  officers  of  cities  and  towns;  and  such  order  shall  not 
contain  any  articles  not  mentioned  in  section  two  of  this  act. 

Section  5.  Whoever  violates  any  provision  of  the  foregoing  sections  shall 
be  punished  by  a  fine  of  not  less  than  fifty  nor  more  than  one  thousand  dol- 
lais,  or  by  imprisonment  for  not  more  than  one  year  in  a  county  jail  or 
house  of  correction,  or  by  both  such  fine  and  imprisonment. 

Section  6.  Whoever,  not  being  a  registered  physician,  registered  dentist, 
or  registered  veterinary  surgeon,  or  manufacturer  or  wholesale  or  retail 
dealer  in  drugs  shall  have  in  his  or  her  possession  any  cocaine,  alpha  or  beta 
eucaine,  or  any  synthetic  substitute  for  them,  or  any  preparation  containing 
the  same,  or  any  salts  or  compounds  thereof,  except  by  reason  of  a  prescrip- 
tion of  a  registered  physician,  registered  dentist  or  registered  veterinary 
surgeon,  shall  be  guilty  of  a  misdemeanor,  and  upon  conviction  thereof  shall 
be  punished  by  a  fine  of  not  more  than  one  hundred  dollars  or  by  imprison- 
ment of  not  more  than  six  months,  or  by  both  such  fine  and  imprisonment 
The  provisions  of  this  section  shall  not  apply  to  any  person,  firm  or  corpora- 
tion while  transporting  any  of  the  above  mentioned  articles  from  or  to  any 
manufacturer  or  jobber,  wholesale  druggist,  registered  pharmacist,  regis- 
tered physician,  registered  veterinarian,  registered  dentist  or  incorporated 
hospital  or  to  persons  who  may  have  the  above  mentioned  articles  in  their 
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possession  in  connection  with  the  enforcement  of  the  provisions  of  this  act 
or  with  the  trial  of  cases  arising  thereunder. 

Sechok'  7.  If  a  person  makes  complaint  under  oath  to  a  police,  district  or 
municipal  court,  or  to  a  trial  justice  or  justice  of  the  peace  authorized  to 
issue  warrants  in  criminal  cases,  that  he  has  reason  to  believe  or  does 
believe  that  cocaine  or  alpha  or  beta  eucaine,  or  any  synthetic  substitute  for 
them,  or  any  preparation  containing  the  same,  or  any  salts  or  compounds 
thereof  are  kept  or  deposited  by  a  person  named  therein  in  a  store,  shop, 
warehouse,  building,  vehicle,  steamboat,  vessel  or  place,  other  than  by  a  manu- 
facturer or  jobber,  wholesale  druggist,  registered  pharmacist,  registered  ph3rBi- 
eian,  r^^tered  veterinarian,  registered  dentist,  employees  of  incorporated 
hospitals  or  those  who  are  entitled  by  law  to  have  possession  of  any  of  the 
above  mentioned  articles,  such  court  or  justice,  if  it  appears  that  there  is 
probable  cause  to  believe  that  said  complaint  is  true,  shall  issue  a  search  war- 
rant to  a  sheriff,  deputy  sheriff,  city  marshal,  chief  of  police,  deputy  marshal, 
police  officer  or  constable  commanding  him  to  search  the  premises  in  which  it 
hi  alleged  that  such  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  substitute 
for  them,  or  any  preparation  containing  the  same,  or  any  salts  or  compounds 
thereof  are  kept  or  deposited,  and  to  seize  such  cocaine,  alpha  or  beta  eucaine, 
or  any  synthetic  substitute  for  them,  or  any  preparation  containing  the  same, 
or  any  salts  or  compounds  thereof  and  securely  keep  the  same  until  final 
action,  and  to  arrest  the  person  or  persons  in  whose  possession  it  is  found, 
together  with  all  persons  present,  and  to  return  the  wan*ant  with  his  doings 
thereon  as  soon  as  may  be  to  a  court  or  trial  justice  having  jurisdiction  in 
the  place  in  which  such  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  sub- 
stitute for  them,  or  any  preparation  containing  the  same,  or  any  salts  or  com- 
pounds thereof  are  alleged  to  be  kept  or  deposited. 

Section  8.  If,  after  such  notice  as  the  court  or  trial  justice  shall  order, 
it  appears  that  the  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  substitute 
for  them,  or  any  preparation  containing  the  same,  or  any  salts  or  compounds 
thereof,  seized  according  to  the  provisions  of  section  seven  of  this  act,  was, 
at  the  time  of  making  the  complaint,  in  the  possession  of  the  person  alleged 
therein  in  violation  of  law,  the  court  or  trial  justice  shall  render  judgment 
that  such  and  so  much  of  the  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic 
substitute  for  them,  or  any  preparation  containing  the  same,  or  any  salts  or 
compounds  thereof,  so  seized  as  was  so  unlawfully  kept,  shall  be  forfeited 
to  the  commonwealth,  and  shall,  by  the  authority  of  the  written  order  of  the 
court  or  trial  justice,  be  forwarded  by  common  carrier  to  the  state  board  of 
health,  which  upon  receipt  of  the  same,  shall  notify  said  court  or  justice 
thereof.  The  said  board  shall  sell  the  same,  and  after  paying  the  cost  of  the 
transportation  of  the  said  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  sub- 
stitute for  them,  or  any  preparation  containing  the  same,  or  any  salts  or 
compounds  thereof,  it  shall  pay  over  the  net  proceeds  to  the  treasurer  and 
receiver  general. 

Section  9.    It  shall  be  the  duty  of  the  state  board  of  health  to  cause  the 
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prosecution  of  all  persons  violating  the  provisions  of  this  act,  but  no  prose- 
cutions shall  be  brought  against  any  wholesale  or  retail  druggist  for  the  sale 
or  for  the  gift  or  the  exchange  of  any  patent  or  proprietary  preparation  con- 
taining cocaine  or  alpha  or  beta  eucaine,  or  any  synthetic  substitute  for  them, 
unless  the  said  board  has,  prior  to  such  sale,  gift  or  exchange,  given  public 
notice  in  some  trade  journal  that  the  gift,  sale  or  exchange  of  the  said 
patent  or  proprietary  preparations,  naming  them,  would  be  contrary  to  law. 

Section  10.  The  repeal  of  a  law  by  this  act  shall  not  affect  any  action, 
suit  or  prosecution  pending  at  the  time  of  the  repeal  for  an  offence  com- 
mitted or  for  the  recovery  of  a  penalty  or  forfeiture  incurred  under  any  of 
the  laws  repealed. 

Section  11.  Section  three  and  section  five  of  chapter  three  hundred  and 
eighty-six  of  the  acts  of  the  year  nineteen  hundred  and  six,  and  section  four 
of  the  same  chapter,  as  amended  by  section  two  of  chapter  three  hundred  and 
seventy-five  of  the  acts  of  the  year  nineteen  hundred  and  nine,  and  chapter 
three  hundred  and  seven  of  the  acts  of  the  year  nineteen  hundred  and  eight, 
as  amended  in  section  two  by  section  one  of  chapter  three  hundred  and 
seventy-five  of  the  acts  of  the  year  nineteen  hundred  and  nine,  are  hereby 
repealed.     [Approved  April  13,  1910, 

On  April  22,  1910,  the  Legislature  passed  the  following  act  relative  to 
the  common  drinking  cup :  — 

Acts  of  1910.  Chapter  428. 

An  Act  to  restrict  the  Use  of  Common  Drinking  Cups. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  In  order  to  prevent  the  spread  of  communicable  diseases,  the 
state  board  of  health  is  hereby  authorized  to  prohibit  in  such  public  places, 
vehicles  or  buildings  as  it  may  designate  the  providing  of  a  common  drinking 
cup,  and  the  board  may  establish  rules  and  regulations  for  this  purpose. 

Section  2.  Whoever  violates  the  provisions  of  this  act,  or  any  rule  or 
regulation  of  the  state  board  of  health  made  under  authority  hereof  shall 
be  deemed  guilty  of  a  misdemeanor  and  be  liable  to  a  fine  not  exceeding 
twenty-five  dollars  for  each  offence. 

Section  3.  All  acts  and  parts  of  acts  inconsistent  herewith  are  hereby 
repealed. 

Section  4.  This  act  shall  take  effect  on  the  first  day  of  October,  nineteen 
hundred  and  ten.     [Approved  April  22,  1910. 

As  required  by  this  act,  the  Board,  at  a  meeting  held  on  July  21,  1910, 
made  the  following  regulations  concerning  the  furnishing  of  a  common 
drinking  cup:  — 
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On  and  after  Oct.  1,  1910,  it  shall  be  unlawful  to  provide  a  common 
drinking  cup:  — 

(a)  In  any  public  park,  street  or  way. 

(&)  In  any  building  or  premises  used  as  a  public  institution,  hotel, 
theatre,  public  hall  or  public  school. 

(c)  In  any  railroad  station,  railroad  car,  steam  or  ferry  boat. 

The  regulations  were  published  throughout  the  State,  through  the 
agency  of  the  associated  press,  on  July  26,  1910,  and  there  is  every  rea- 
son to  believe  that  the  law,  together  with  the  regulations  made  under  it 
by  the  Board,  is  being  very  generally  enforced. 

On  June  15,  1910,  the  Legislature  passed  the  following  act  relative  to 
the  liability  of  producers  of  milk :  — 

Acts  op  1910,  Chapter  641. 

An  Act  relative  to  the  Liability  op  Pboducers  op  Milk. 
Be  it  enacted,  etc,  as  follows: 

Section  1.  Section  sixty-two  of  chapter  fifty-six  of  the  Revised  Laws 
is  hereby  amended  by  adding  at  the  end  thereof  the  words:  —  nor  unless 
he  shall  fail  to  bring  the  milk  produced  by  him  to  the  legal  standard 
for  milk  solids  and  milk  fat  within  twenty  days  after  written  notice  has 
been  sent  from  the  ofi&cer  taking  said  sample  that  it  is  below  said  standard. 
At  any  time  after  the  said  period  of  twenty  days  allowed  the  producer  to 
bring  his  milk  to  the  legal  standard  has  elapsed  the  officer  taking  the  first 
sample  may  take  a  second  sample,  and  if  it  shall  be  found  to  be  below  the 
legal  standard  for  milk  solids  and  milk  fat  prosecution  may  follow,  —  so 
as  to  read  as  follows :  —  Section  62.  A  producer  of  milk  shall  not  be  liable 
to  prosecution  for  the  reason  that  the  milk  produced  by  him  is  not  of  good 
standard  quality  unless  such  milk  was  taken  upon  his  premises  or  while 
in  his  possession  or  imder  his  control  by  an  inspector  of  milk,  by  a  collector 
of  samples  of  milk,  or  by  an  agent  of  the  dairy  bureau  or  of  the  state  board 
of  health,  and  a  sealed  sample  thereof  was  given  to  him,  nor  unless  he  shall 
fail  to  bring  the  milk  produced  by  him  to  the  legal  standard  for  milk  solids 
and  milk  fat  within  twenty  days  after  written  notice  has  been  sent  from 
the  officer  tiUdng  said  sample  that  it  is  below  said  standard.  At  any  time 
after  the  said  period  of  twenty  days  allowed  the  producer  to  bring  his  milk 
to  the  legal  standard  has  elapsed  the  officer  taking  the  first  sample  may  take 
a  seeond  sample,  and  if  it  shall  be  f oimd  to  be  below  the  legal  standard  for 
milk  solids  and  milk  fat  prosecution  may  follow. 

Seohon  2.  Section  fifty-seven  of  said  chapter  fifty-six  is  hereby  amended 
by  striking  out  in  the  eighth  line  thereof  the  words  "fifty  dollars  and", 
and  inserting  in  place  thereof  the  words:  —  not  more  than  two  hundred 
dollars  or,  —  and  by  striking  out  in  the  eighth  and  ninth  lines  thereof  the 
words  "  less  than  sixty  nor."     {Approved  June  15,  1910, 
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Under  this  act  76  warnings  have  been  sent  out  for  the  sale  of  milk 
below  the  legal  standard,  but,  although  32  producers  have  been  re-inves- 
tigated subsequent  to  the  twenty-day  warnings,  it  has  not  been  neces- 
sary to  bring  any  prosecution  up  to  the  present  time. 

A  defect  in  this  law  has  been  found  in  the  last  sentence  of  section 
1,  which  states,  "  if  it  shall  be  found  to  be  below  the  legal  standard  for 
milk  solids  and  milk  fat  prosecution  may  follow/*  In  section  56  of 
chapter  56,  Bevised  Laws,  defining  what  shall  be  considered  standard 
milk,  it  is  stated  that  "milk  which,  upon  analysis,  is  shown  to  contain 
less  than  twelve  and  fifteen  hundredths  per  cent,  of  milk  solids  or  less 
than  three  and  thirty-five  hundredths  per  cent,  of  fat,  shall  not  be  con- 
sidered of  good  standard  qualiiy." 

The  effect  of  the  new  law  has  been  to  make  it  necessary  that,  before 
prosecution  can  take  place  for  the  sale  of  substandard  milk,  said  milk 
must  be  below  the  legal  standard  both  for  milk  solids  and  for  milk  fat 
It  is  therefore  desirable  that  legislation  be  enacted  at  the  coming  ses- 
sion to  remedy  this  defect  in  the  law. 

Acts  of  1910,  Chapteb  394. 

An  Act  relative  to  the  Powers  op  the  Food  and  Drug  Inspectors  op 

THE  State  Board  op  Heai/th. 

Be  it  encoded,  etc.,  as  foUowa: 

Inspectors  of  the  state  board  of  health,  appointed  under  the  provisions 
of  section  five  of  chapter  seventy-five  of  the  Revised  Laws,  shall  have,  in 
rtopect  to  milk,  the  power  and  authority  conferred  upon  milk  inspectors 
of  cities  and  towns.    [Approved  April  13,  1910. 

Acts  of  1910,  Chapter  528. 

An  Act  relative  to  the  Adui/teration  op  Food  Products  with  Cane 
Sugar  and  the  Labeling  op  Canned  Goods  or  Dried  Food  Products. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Subdivision  eight  of  section  eighteen  of  chapter  seventy-five 
of  the  Revised  Laws  is  hereby  amended  by  striking  out  the  word  "but",  in 
the  thirtieth  line  of  said  section,  and  inserting  in  place  thereof  the  words :  — 
but  this  paragraph  shall  not  be  construed  as  permitting  the  use  of  cane 
sugar  in  maple  syrup,  maple  sugar,  honey,  cocoa,  or  any  other  food  product 
in  which  the  presence  of  cane  sugar  as  a  preservative  is  unnecessary.  Further- 
more,—  so  as  to  read  as  follows:  —  8.  If  it  contains  any  added  antiseptic 
or  preservative  substance,  except  common  table  salt,  saltpetre,  cane  sugar, 
alcohol,  vinegar,  spices,  or,  in  smoked  food,  the  natural  products  of  the 
smoking  process;  but  this  paragraph  shall  not  be  construed  as  permitting 
the  use  of  cane  stigar  in  maple  syrup,  maple  sugar,  honey,  cocoa  or  any 
other  food  product  in  which  the  presence  of  cane  sugar  as  a  preservative  is 
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unnecessary.  Furthermore,  the  provisions  of  this  definition  shall  not  apply 
to  any  such  article  if  it  bears  a  label  on  which  the  presence  and  the  per- 
centage of  every  such  antiseptic  or  preservative  substance  are  clearly  indi- 
catedy  nor  shall  it  apply  to  such  portions  of  suitable  preservative  substances 
as  are  used  as  a  surface  application  for  preserving  dried  fish  or  meat;  or 
as  exist  in  animal  or  vegetable  tissues  as  a  natural  component  thereof,  but 
it  shall  apply  to  additional  quantities.  Said  definition  shall  not  apply  during 
the  year  nineteen  hundred  and  two  to  goods  which  were  held  in  stock  by 
retail  dealers  prior  to  the  first  day  of  January  in  said  year.  The  provisions 
of  this  and  the  two  preceding  sections  relative  to  food  shall  not  apply  to 
mixtures  or  compounds  not  injurious  to  health  and  which  are  recognized  as 
ordinary  articles  or  ingredients  of  articles  of  food,  if  every  package  sold 
or  offered  for  sale  is  distinctly  labeled  as  a  mixture  or  compound  with  the 
name  and  per  cent  of  each  ingredient  therein. 

Sscnosr  2.  Section  twenty-three  of  said  chapter  seventy-five  is  hereby 
amended  by  striking  out  the  words  ''maple  syrup",  m  the  fifth  line,  the 
word  "  or  *',  in  the  sixth  line,  and  the  words  "  of  the  goods  ",  in  the  eighth 
line,  by  inserting  after  the  word  "  ingredients  ",  in  the  eighth  line,  the  word : 
—  thereof,  —  so  as  to  read  as  follows :  —  Section  23,  All  canned  articles  of 
food  which  have  been  prepared  from  dry  products  and  have  been  soaked 
before  canning  shall  be  plainly  marked  by  an  adhesive  label  having  on  its 
face  the  word  ''  soaked "  in  letters  of  legible  type  not  smaller  than  two  line 
pica.  All  cans,  jugs  and  other  packages  containing  molasses  shall  be  plainly 
marked  by  an  adhesive  label  having  on  its  face  the  name  and  address  of  the 
person  who  made  and  prepared  the  same  with  the  name  and  quality  of  the 
ingredients  thereof  in  letters  of  the  size  and  description  aforesaid. 

Section  3.  This  act  shall  take  effect  on  the  first  day  of  April,  nineteen 
hundred  and  eleven.     [Approved  May  18,  1910. 

Acts  op  1910,  Chapter  416. 

An  Act  relative  to  Prosecutions  under  the  Laws  relative  to  Adulter- 
ated Drugs  and  Food. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  prosecution  shall  be  begun  under  sections  sixteen  to  twenty- 
seven,  inclusive,  of  chapter  seventy-five  of  the  Revised  Laws,  for  the  manu- 
facture, sale  or  offering  for  sale  of  drugs,  unless  the  person  purchasing 
the  drug  or  taking  the  drug  without  purchasing  shall  seal  and  deliver  to 
the  owner  or  person  from  whom  such  drug  is  purchased  or  taken  a  portion 
of  the  drug  so  purchased  or  taken;  and  a  receipt  therefor  shall  be  given 
to  the  collector.  The  drug  so  purchased  or  taken  shall  thereafter  be  ana- 
lyzed or  tested  under  the  direction  of  the  state  board  of  health  for  the 
porpoee  of  determining  whether  it  comes  within  the  provisions  of  the  sections 
above  mentioned. 

Section  2.    If  it  appears  that  any  provision  of  the  said  section  has  been 
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violated,  the  said  board  may  direct  or  authorize  formal  complaint  to  be 
made  to  a  court  or  justice  having  jurisdiction  in  such  eases;  but  no  evidence 
of  the  result  of  said  analysis  or  test  shall  be  received  if  the  collector  refuses 
or  neglects  to  seal  and  deliver  a  portion  of  the  drii^  purchased  or  taken  as 
aforesaid  to  the  owner  or  person  from  whose  possession  it  is  taken.  [Ap- 
proved April  20,  19J0. 

On  May  7,  1910,  the  Legislature  passed  the  following  act,  requiring 
the  State  Board  of  Health  to  make  analyses  of  drugs  and  poisons  in 
certain  cases :  — 

Acts  of  1910,  Chaptbr  495. 

An  Act  to  require  the  State  Board  of  Heai/th  to  hake  Analyses  of 

Drugs  and  Poisons  in  Certain  Cases. 

Be  it  enacted,  etc,  as  follows: 

Section  1.  The  state  board  of  health  shall  make,  free  of  charge,  a  chemi* 
cal  analysis  of  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  substitute  for 
them,  or  any  preparation  containing  the  same,  or  any  salt  or  compound 
thereof,  and  of  any  poison,  drug,  medicine  or  chemical,  when  submitted  to  it 
by  police  authorities  or  by  such  incorporated  charitable  organizations  in  the 
commonwealth,  as  the  state  board  of  health  shall  approve  for  this  purpose: 
provided,  that  said  board  is  satisfied  that  the  analysis  is  to  be  used  for  the 
enforcement  of  law. 

Section  2.  The  said  board  shall  furnish  a  certificate  of  the  result  of  the 
analysis  above  provided  for  to  said  authorities  or  organizations,  and  the 
certificate  shall  be  prima  facie  evidence  of  the  composition  and  quality  of 
the  materials  so  analyzed. 

Section  3.  This  act  shaU  take  effect  upon  its  passage.  [Approved  May 
r,  1910, 

As  a  result  of  the  passage  of  this  act  the  work  of  the  food  and  drug 
department  has  been  considerably  increased,  especially  through  the  activ- 
ities of  the  Watch  and  Ward  Society  in  its  crusade  against  the  illegal  sale 
of  cocaine  and  morphine.  This  work  necessarily  takes  away  from  the  effi- 
ciency of  the  food  and  drug  department  in  its  investigations  of  the  food 
and  drug  situation  in  other  lines. 

Furthermore,  owing  to  the  passage  by  the  Ijegislature  of  chapter  311 
of  the  Acts  of  the  year  1910,  forbidding  food  and  drug  inspectors  to 
receive  court  fees,  an  additional  expense  of  approximately  $1,000  has 
been  placed  upon  this  department  of  the  Board. 

To  cover  these  additional  expenses  it  is  recommended  that  an  in- 
creased appropriation  of  $3,000  be  made  for  the  use  of  the  food  and 
drug  department  of  the  Board. 
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Ophthalmia  Neonatorum. 

On  April  27,  1910,  the  Legislature  passed  the  following  act  for  the 
prevention  of  ophthalmia  neonatorum:  — 

Acts  of  1910,  Chapter  458. 

An  Act  relative  to  the  Prevention  op  Ophthalmia  Neonatorum. 
Be  it  enacted,  etc.,  as  follows: 

SscnON  1.  The  state  board  of  health  shall  furnish,  free  of  cost,  to 
physieians  registered  under  the  laws  of  the  commonwealth  such  prophylactic 
remedy  as  it  may  deem  best  for  the  prevention  of  ophthalmia  neonatorum. 

Section  2.  To  carry  out  the  provisions  of  this  act  there  may  be  ex- 
pending annually  from  the  treasury  of  the  commonwealth  a  sum  not  exceeding 
twenty-five  hundred  dollars.     [Approved  April  27,  1910. 

In  accordance  with  the  requirements  of  this  act  the  Board  distributed 
to  each  registered  physician  in  the  Commonwealth  an  outfit  for  the 
prevention  of  ophthalmia  neonatorum.  This  outfit  consisted  of  a  special 
dropper  containing  about  5  cubic  centimeters  of  a  1  per  cent,  solution  of 
nitrate  of  silver.  This  outfit  has  been  received  with  general  satisfac- 
tion throughout  the  State,  and  should  be  of  great  value  in  the  preven- 
tion of  blindness  due  to  ophthalmia  neonatorum. 

Furthermore,  in  this  campaign  against  ophthalmia  neonatorum  the 
Board  has  been  able  to  accomplish  results  of  considerable  importance 
through  its  State  Inspectors  of  Health.  Whenever  information  comes 
to  a  State  Inspector  of  Health  that  a  case  of  ophthalmia  neonatorum  has 
occurred  in  any  town  in  his  district,  it  is  his  duly  to  investigate  such  a 
case  immediately,  to  see  that  through  the  efiEorts  of  the  attending  physi- 
cian or  the  local  board  of  health  such  measures  are  taken  as  shall  prevent 
the  occurrence  of  blindness  from  this  disease.  It  can  be  stated  that  this 
system,  although  in  use  but  a  short  time,  has,  without  doubt,  prevented 
blindness  in  several  instances. 

Typhoid  Fever. 

At  a  meeting  of  the  Massachusetts  Association  of  Boards  of  Health, 
held  on  Oct.  27,  1910,  a  committee  appointed  to  consider  the  subject  of 
typhoid  fever  in  the  Commonwealth  made  the  following  recommen- 
dation :  — 

To  recommend  that  the  State  Board  of  Health  provide  for  the  physicians 
and  health  officers  of  the  Commonwealth  bacteriological  examinations  of 
blood,  urine  and  feces  for  the  presence  of  typhoid  bacillus. 
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This  recommendation  has  been  duly  approved  by  the  Board,  and  it 
therefore  reconunends  that  in  order  to  carry  out  its  provisions  the  ap- 
propriation for  general  expenses  of  the  Board  be  increased  by  $1,500 
annually. 

Infantile  Pabalysis. 

On  April  21,  1910,  the  Legislature  passed  a  resolve  concerning  infan- 
tile paralysis :  — 

Rbsolvks  of  1010,  Chaptbh  70. 

Resolve  to  PROvmE  fubtheb  fob  an  Investigation  bt  the  State  Boabd 

OF  Health  of  Infantile  Paralysis. 

Resolved,  That  there  be  allowed  and  paid  out  of  the  treasury  of  the 
commonwealth  the  sum  of  five  thousand  dollars,  to  be  expended  under  the 
direction  of  the  state  board  of  health  in  its  investigation  of  the  disease 
known  as  anterior  poliomyelitis  or  infantile  paralysis.  [Approved  April 
21,  1910. 

In  pursuance  of  this  resolve  the  Board  has  continued  the  investigation 
concerning  this  disease.  The  work  was  begun  in  1907  and  has  increased 
annually  in  amount  and  importance.  The  report  for  1909,  the  most 
elaborate  yet  produced,  has  been  received  with  marks  of  unusual  appro- 
bation, not  only  throughout  the  United  States  but  also  in  foreign  coun- 
tries. 

During  1910  the  Board  has  utilized  the  services  of  two  physicians. 
Dr.  Philip  Sheppard  and  Dr.  Thomas  P.  Hennelly,  in  the  investigation 
of  this  disease.  Most  of  their  attention  has  been  devoted  to  the  cities 
of  Springfield  and  Fall  Biver,  where  infantile  paralysis  has  been  espe- 
cially prevalent.  The  reports  of  these  investigators,  together  with  infor- 
mation supplied  by  the  practicing  physicians  throughout  the  State,  have 
been  compiled  and  appear  in  the  Supplement.  The  interest  in  this  dis- 
ease has  become  world-wide,  and  the  Board  considers  it  of  the  greatest 
importance  that  its  investigations  for  the  coming  year  be  very  materially 
broadened  in  their  scope.  It  therefore  recommends  that  there  be  appro- 
priated by  the  Legislature  for  the  investigation  of  infantile  paralvsis  in 
1911  the  sum  of  at  least  $10,000. 

The  reports  upon  the  outbreaks  of  typhoid  fever  in  North  Adams, 
scarlet  fever  in  Boston,  and  smallpox  in  Wakefield,  Reading,  Stoneham 
and  Melrose  will  be  found  in  the  Supplement. 
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Law  relative  to  Inspectors  of  Milk. 

Acts  of  1910,  Chapter  457. 

An  Act  relative  to  Inspectors  of  Milk. 
Be  it  enacted,  etc,,  as  follows: 

Section  1.  No  person  whose  business  is,  in  whole  or  in  part,  the  buying 
or  selling  of  milk,  or  who  is  an  ofScer,  agent  or  employee  of  any  person, 
partnership  or  corporation  engaged  in  the  sale  of  milk  shall  hereafter  be 
appointed  or  reappointed  an  inspector  of  milk. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Approved  April 
27,  1910. 

Sale  of  Morphine  and  Other  Narcotic  Drugs. 

Acts  op  1910,  Chapter  271. 

An  Act  to  regulate  the  Sale  of  Morphine  and  Other  Narcotic  Drugs. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  It  shall  be  unlawful  for  any  person  to  sell,  furnish,  give  away 
or  deliver  any  opium,  morphine,  heroin,  codeine  or  preparations  thereof, 
or  any  salt  or  compound  of  the  said  substances,  except  upon  the  written 
prescription  or  order  of  a  lawfully  authorized  practitioner  of  medicine, 
dentistry,  or  veterinary  medicine,  which  prescription  shall  bear  the  name  of 
the  person  giving  it.  But  the  provisions  of  this  section  shall  not  apply  to 
sales  made  by  any  manufacturer,  wholesale  or  retail  druggist  to  another 
manufacturer,  wholesale  or  retail  druggist;  nor  to  sales  made  to  hospitals, 
colleges,  scientific  or  public  institutions,  or  to  physicians,  dentists,  or  vet- 
erinary surgeons;  nor  to  the  sale  of  cough  remedies  and  other  domestic  and 
proprietary  preparations:  provided,  that  such  preparations  are  sold  in  good 
faith  as  medicines,  and  not  for  the  purpose  of  evading  the  provisions  of 
this  act;  and  provided,  that  such  preparations  do  not  contain  more  than  two 
and  one  half  grains  of  opium,  or  one  third  of  a  grain  of  morphine,  or  one 
fourth  of  a  grain  of  heroin,  or  one  grain  of  codeine  or  their  salts  in  one 
fluid  ounce;  or  if  a  solid  preparation,  in  one  avoirdupois  ounce,  excepting 
liniments  and  ointments  which  are  prepared  for  external  use  only;  nor  to 
preparations  containing  opium  or  any  of  its  salts,  which  are  sold  in  good 
faith,  for  diarrhoBa,  cholera  or  neuralgia;  nor  to  powder  of  ipecac  and 
opium,  commonly  known  as  Dover's  powders;  nor  to  compound  medicinal 
tablets,  pills,  or  powders  containing  not  over  one  twentieth  of  a  grain  of 
morphine,  or  one  twelfth  of  a  grain  of  heroin  or  one  fourth  of  a  grain  of 
codeine,  or  any  of  their  salts  to  each  pill,  powder  or  tablet,  provided,  that 
such  preparations  are  sold  in  good  faith  as  medicines  and  not  for  the  pur- 
pose of  evading  the  provisions  of  this  act. 

Section  2.  It  shall  be  unlawful  for  any  practitioner  of  medicine,  den- 
tistry, or  veterinary  medicine  to  prescribe  for  the  use  of  any  habitual  user 
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of  the  same,  opium,  morphine,  heroin,  codeine,  or  any  salt  or  compound 
of  the  said  substances,  or  any  preparation  containing  any  of  the  said  sub- 
stances or  their  salts  or  compounds;  nor  shall  any  practitioner  of  dentistry 
prescribe  any  of  the  said  substances  for  any  person  not  under  his  treatment 
in  the  regular  practice  of  his  profession;  nor  shall  any  practitioner  of  vet- 
erinary medicines  prescribe  any  of  the  said  substances  for  the  use  of  any 
human  being:  provided,  however,  that  the  provisions  of  this  section  shall  not 
be  construed  to  prevent  any  lawfully  authorized  practitioner  of  medicine 
from  prescribing  in  good  faith  for  the  use  of  any  habitual  user  of  narcotic 
drugs  who  is  under  his  professional  care  such  substances  as  he  may  deem 
necessary  for  his  treatment,  when  such  prescriptions  are  given  in  good  faith 
and  not  for  the  purpose  of  evading  the  provisions  of  this  act. 

Section  3.  Whoever  violates  any  provision  of  this  act  shall  be  deemed 
guilty  of  a  misdemeanor,  and  upon  conviction  thereof  shall  be  fined  not  less 
than  five  dollars  nor  more  than  one  thousand  dollars;  or  shall  be  impris- 
oned in  the  house  of  correction  or  jail  for  a  term  not  exceeding  one  year; 
or  shall  be  punished  by  both  such  fine  and  imprisonment.  [Approved  March 
22,  1910. 

Water  Supply  and  Sewehage. 

The  State  Board  of  Health  presents  herewith  a  report  of  its  doings 
for  the  twelve  months  ended  Nov.  30,  1910,  under  the  provisions  of  laws 
relating  to  the  protection  of  the  purity  of  inland  waters,  as  required 
by  chapter  75,  section  115,  of  the  Revised  Laws. 

The  Board  has  received  during  the  year  139  applications  for  advice 
with  reference  to  water  supply,  sewerage,  sewage  disposal  and  matters 
relating  thereto,  —  a  larger  number  than  in  any  previous  year.  Of  these 
applications,  96  were  in  relation  to  water  supply,  8  to  sources  of  ice 
supply,  26  to  sewerage,  drainage  and  sewage  disposal,  4  to  pollution  of 
streams,  and  5  to  miscellaneous  matters. 

Water  Supplies. 

Public  water  supplies  were  introduced  during  the  year  in  the  towns 
of  Douglas,  Dudley  and  Granville,  and  additions  and  improvements  were 
made  in  many  of  the  existing  systems.  Of  the  354  cities  and  towns 
in  the  State,  192,  containing  by  the  census  of  1910  a  population  of 
3,171,055,  are  provided  with  public  water  supplies.  The  remaining 
towns  — 162  in  number  —  contained  by  the  census  of  1910  a  population 
of  195,361.  These  towns  are  practically  all  of  small  size,  there  being 
only  7,  viz.,  Barnstable,  Blackstone,  Dartmouth,  Sutton,  Templeton, 
Tewksbury  and  Warren,  which  have  a  population  in  excess  of  3,000. 
Of  the  S6  towns  having,  by  the  census  of  1910,  a  population  of  less  than 
1,000,  only  4  have  public  water  supplies.  Of  the  83  towns  having  a 
population  of  between  1,000  and  2,000,  28,  or  about  one-third,  have 
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public  water  supplies;  while  of  the  47  towns  having  between  2,000  and 
3,000  population,  29,  or  nearly  two-thirds,  have  public  water  supplies. 

Water  works  systems  in  Massachusetts  are  in  a  large  majority  of  cases 
owned  by  the  municipality,  or  by  a  fire  or  water  supply  district.  Of 
the  192  cities  and  towns  having  public  water  supplies,  151  are  supplied 
wholly  or  in  part  from  municipal  or  district  works,  while  41  are  sup- 
plied by  water  companies.  There  are  more  than  41  water  companies 
in  the  State,  however,  since  in  a  few  cities  and  towns  having  mimicipal 
works  a  village  or  district  is  supplied  by  a  water  company ;  for  example, 
in  the  town  of  Wareham  the  main  portion  of  the  town  is  supplied  by 
the  Wareham  Fire  District,  while  the  summer  resort  known  as  Onset 
is  supplied  by  a  water  company.  Of  the  41  towns  supplied  wholly  by 
water  companies,  22  have  a  population  of  less  than  3,000,  while  only 
6  have  a  population  in  excess  of  7,000. 

Deficiency  in  Rainfall  and  its  Effect  upon  Public  Water 

Supplies. 

The  year  1910  has  been  marked  by  a  decided  deficiency  in  rainfall, 
which,  on  account  of  the  fact  that  it  has  followed  several  years  of  less 
than  average  precipitation,  has  probably  been  more  seriously  felt  than 
the  years  of  low  rainfall  that  immediately  preceded  it.  There  has  been 
a  deficiency  in  rainfall,  taking  the  State  as  a  whole,  in  every  year  since 
1903.  The  deficiency  was  very  slight  in  1907,  though  during  the  first 
eight  months  of  that  year,  —  up  to  the  end  of  August,  —  the  precipita- 
tion was  less  than  in  a  similar  period  for  many  years.  In  the  years 
1904  and  1906  the  deficiency  was  not  very  serious.  In  the  year  1909 
the  rainfall  in  the  State  as  a  whole  was  but  little  below  the  normal,  but 
was  very  unequally  distributed,  being  in  excess  of  the  normal  in  the 
eastern  and  southeastern  portions  and  much  less  than  the  normal  in  the 
western  parts  of  the  State.  The  years  of  greatest  drought  were  1905 
and  1908,  in  each  of  which  the  deficiency  was  about  7^  inches,  and 
1910,  when  it  has  probably  amounted  to  as  much  as  9  inches. 

The  drought  of  this  year  has  probably  been  more  severe  than  any 
since  the  year  1883.  The  deficiency  of  rainfall  has  not  afiEected  ma- 
terially the  great  storage  reservoirs  of  the  metropolitan  water  works 
system,  which  supplies  water  to  18  cities  and  towns  in  the  metropolitan 
district,  containing  about  one-third  of  the  population  of  the  State  sup- 
plied with  water  from  public  works ;  but  it  has  afiEected  greatly  the  sup- 
plies of  more  than  50  cities  and  towns  outside  of  the  metropolitan 
district,  or  one-third  or  more  of  the  cities  and  towns  having  public  water 
supplies,  including  many  of  the  larger  cities  of  the  State.  In  some 
places  it  has  been  necessary  to  supplement  the  public  water  supply  with 
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water  taken  from  the  nearest  available  stream  or  reservoir,  the  waters 
of  some  of  which  have  been  found  to  be  of  inferior  or  suspicious  quality. 
In  some  cases,  however,  the  necessity  for  introducing  temporary  supplies 
has  been  avoided  by  restrictions  upon  the  use  of  water  from  the  public 
works.  These  restrictions  have  in  some  cases  caused  considerable  annoy- 
ance, but  as  a  rule  the  inhabitants  of  cities  and  towns  supplied  from 
municipal  water  works  systems  were  put  to  little  inconvenience  as  com- 
pared with  the  inhabitants  of  villages  and  districts  where  no  public 
water  supply  is  available,  in  many  of  which  the  scarcity  of  water  for 
domestic  purposes  has  caused  great  hardship. 

Sanitary  Protectiox  of  Sources  of  Water  Supply. 

In  the  year  1908  the  Legislature  enacted  a  statute  entitled  "  An  Act 
to  provide  for  the  protection  of  sources  of  water  supply,*'  authorizing 
cities,  towns  and  fire  districts  duly  established  by  legislative  authority 
to  take  lands  and  certain  other  property  under  certain  conditions,  to 
preserve  the  purity  of  their  water  supplies.  This  act  does  not  include 
the  "water  districts,'*  so  called,  a  number  of  which  have  been  estab- 
lished by  legislative  authority  in  recent  years.  One  of  these  districts 
recently  made  application  to  the  Board,  under  the  statute,  for  authority 
to  purchase  certain  areas  of  land  for  the  protection  of  its  water  supply, 
but  it  was  found  that  the  statute  was  not  broad  enough  to  authorize 
action  by  the  water  district,  though  in  this  case  the  district  now  includes 
all  of  the  populous  areas  of  a  large  town. 

There  appears  to  be  no  reason  why  the  water  districts  should  not  be 
admitted  to  the  same  privileges  as  the  fire  districts.  This  could  be 
done  by  amending  section  1  of  chapter  499  of  the  Acts  of  1908  by  in- 
serting after  the  word  "  towns  *'  in  the  first  line  the  words  "  water  dis- 
tricts/' so  that  section  1  would  read  as  follows :  — 

Section  1.  Cities,  towns,  water  districts  and  fire  districts  duly  established 
by  legislative  authority  may,  with  the  consent  and  approval  of  the  state 
board  of  health,  given  after  due  notice  and  a  hearing,  take,  or  acquire  by 
purchase  or  otherwise,  and  hold  any  lands,  buildings,  rights  of  way  and 
easements  within  the  watershed  of  any  pond,  stream,  reservoir,  well  or  other 
water  used  by  them  as  a  source  of  water  supply,  which  said  board  may 
deem  necessary  to  protect  and  preserve  the  purity  of  the  water  supply. 

Rules  axd  Regulations  for  the  Sanitary  Protection  of  Pubuo 

Water  Supplies. 

Under  the  authority  of  chapter  75,  section  113,  of  the  Revised  Laws, 
authorizing  the  State  Board  of  Health  to  make  rules  and  regulations 
for  the  sanitary  protection  of  public  water  supplies,  the  Board  during 
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the  year  1910  established  rules  and  regulations  for  the  sanitary  pro- 
tection of  the  water  supplies  of  Braintree  (Great  Pond),  Concord 
(Nagog  Pond),  Gardner  (Crystal  Lake  and  Perley  Brook),  Hudson 
(Gates  Pond),  Springfield  (Westfield  Little  River),  Stockbridge  (Lake 
Averic)  and  Russell  (Black  Brook). 

The  cities  and  towns  for  the  protection  of  the  water  supplies  of  which 
mles  and  regulations  have  been  made  and  are  now  in  force  are  the 
following :  — 


Abington  and  Rockland. 

Amherst. 

Andover. 

Attleborough. 

Braintree. 

Brockton  and  Whitman. 

Cambridge. 

Chicopee. 

Concord. 

Danvers  and  Middleton. 

Easthampton. 

Fall  River. 

Falmouth. 

Fitchburg. 

Gardner. 

Greenfield. 

Haverhill. 

Holyoke. 

Hudson. 

Lincoln  and  Concord. 

Lynn. 

Marlborough. 


Maynard. 

Montague. 

Northampton. 

Northborough. 

Norwood. 

Peabody. 

Pittsfield. 

Plymouth. 

Randolph  and  Holbrook. 

Rockport. 

Russell. 

Salem  and  Beverly. 

Springfield. 

Springfield  and  Ludlow. 

Stockbridge. 

Taunton. 

Wakefield. 

Westfield. 

West  Springfield. 

Weymouth. 

Winchester. 

Worcester. 


In  addition  to  the  above,  the  water  supplies  of  the  metropolitan  water 
district,  including  18  cities  and  towns,  are  also  protected  by  such  rules. 

Water  Supply  of  the  City  op  Lynn, 

On  April  7,  1910,  in  response  to  a  communication  from  the  city  of 
Lynn  relative  to  the  improvement  of  the  water  supply  of  that  city,  the 
Board  advised  as  follows :  — 

The  State  Board  of  Health  received  from  you  on  Jan.  26,  1910,  a  com- 
munication stating  that  the  city  government  of  Lynn,  on  Jan.  24,  1910,  ap- 
proved and  endorsed  the  recommendations  of  your  Board  relative  to  the 
treatment  and  purification  of  the  public  water  supply  of  the  city  by  the 
instaUation  of  a  mechanical  filtration  system. 

Yoar  report  of  Jan.  21,  1910,  contains  the  following  reconmiendations :  — 
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With  the  distinct  understanding  that  the  best  ehemical-mechanieal  plant  muat 
for  safety  always  be  under  the  care  of  a  competent  expert,  that  daily  analyses 
must  be  made  of  the  water,  the  best  safeguards  and  checks  against  unskilled 
handling  provided,  and  our  storage  facilities  utilized  to  their  fullest  extent, 
the  following  plan,  combining  long  storage  and  purification  by  chemical- 
mechanical  means,  is  now  recommended.  In  this  plan  it  is  proposed  to  not 
only  filter  all  of  the  water  but  to  improve  the  storage  conditions  by  the  installa- 
tion of  pumps  at  Montrose,  on  the  Saugus  Biver,  and  at  Hawkes  Pond,  dis- 
charging into  the  northern  arm  of  Walden  Pond,  thus  not  only  getting  addi- 
tional storage  and  the  opportunity  of  taking  water  from  Saugus  Biver  at  any 
time,  but  making  it  impossible,  in  any  practicable  way,  for  water  to  reach  the 
filters  until  it  has  been  stored  for  a  long  time. 

If  this  general  plan  is  approved  by  the  council  and  the  State  Board  of 
Health,  as  required  by  the  act,  detailed  plans  will  be  prepared  and  submitted 
to  the  council  and  the  State  Board  for  final  examination  and  approval,  as  the 
act  also  required. 

Without  plans  of  the  work  and  method  of  treatment  it  is  not  practicable 
to  make  accurate  statements  of  the  results,  but  from  experience  and  experi- 
ments made  elsewhere  it  is  probable  that  the  cost  of  maintaining  an  efficient 
plant  will  be  enough  more  than  the  cost  of  maintaining  good  slow  sand 
filters  to  make  the  entire  cost  of  construction  and  maintenance  of  the  chem- 
ical-mechanical filters  greater  than  that  of  the  slow  sand  filters. 

In  the  removal  of  color  the  chemical-mechanical  filter  has  some  advantage, 
but  the  result  from  either  process  with  Lynn  water  would  probably  be  en- 
tirely satisfactory.  In  the  removal  of  disagreeable  tastes  and  odors  a 
chemical-mechanical  filter  would  not  be  as  efficient  as  a  slow  sand  filter. 
With  such  tastes  and  odors  as  have  been  experienced  during  the  past  year 
the  proposed  process  might  be  satisfactory;  but  the  increasing  amount  of 
Saugus  River  water  to  be  added  to  the  reservoirs  is  likely  to  increase  the 
growth  of  organisms  which  produce  the  disagreeable  tastes  and  odors  to  such 
an  extent  that  mechanical  filters  will  not  remove  them. 

The  efficiency  in  removal  of  bacteria  of  the  best  chemical-mechanical 
filters  is  not  as  high  or  as  steady  as  of  the  best  slow  sand  filters. 

Complaints  are  made  of  excessive  corrosion  of  iron  pipes  and  copper  tanks 
in  which  is  used  filtered  water  from  well-managed  chemical-mechanical 
filters,  which  effect  appears  to  be  most  serious  with  soft  dark  waters,  like 
those  of  Lynn.  This  is  thought  to  be  due  to  the  increase  in  carbonic  add 
in  such  waters,  due  to  filtration  with  coagulants. 

With  these  results  we  have  reason  to  expect  active  corrosion  of  steam 
boilers  and  water  containing  so  much  iron  rust  as  to  be  very  objectionable 
for  domestic  use. 

We  find  no  such  general  improvement  in  the  health  of  the  community 
from  using  the  best  regulated  mechanical  filters  as  when  good  slow  sand  filters 
have  been  used. 

While  purification  by  chemical-mechanical  filters  remains  in  its  present 
experimental  condition,  with  very  objectionable  results  anremoved,  we  are 
unable  to  advise  its  adoption  by  the  city  of  Lynn. 
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Subsequently,  on  Oct.  6,  1910,  plans  for  works  for  treating  the  water 
Bupply  of  the  city  of  Lynn  by  chemical-mechanical  filtration  were  sub- 
mitted for  action  by  the  Board,  under  the  provisions  of  chapter  668  of 
the  Acts  of  the  year  1910,  and  on  Nov.  3,  1910,  the  Board  replied  to 
that  application  as  follows:  — 

The  State  Board  of  Health  received  on  Oct.  6,  1910,  plans  and  specifica- 
tions of  a  mechanical  filtration  plant  proposed  for  construction  at  Lynn, 
together  with  copies  of  the  letters  and  communications  of  George  W.  Fuller, 
CJB.,  to  the  engineer  and  water  board  of  the  city  of  Lynn. 

These  communications  do  not  indicate  that  the  engineer,  Mr.  Fuller,  ad- 
vised the  officials  of  Lynn  that  a  mechanical  filter  plant  would  best  serve 
the  city  in  rendering  the  water  supply  satisfactory,  but  that  he  presents 
*'a  statement  containing  the  essential  features  of  a  mechanical  filter  plant, 
for  which  you  instructed  me  to  prepare  plans  and  specifications  in  con- 
formity with  chapter  658  of  the  Acts  of  1910." 

These  plans  as  outlined  present  the  usual  type  of  mechanical  filter  plant 
as  constructed  at  the  present  time,  with  modifications  due  to  this  location 
and  with  the  addition  of  the  recently  discovered  bleaching-powder  treatment. 
They  leave  many  details  of  construction  apparently  to  the  discretion  of 
the  contractor  or  the  mechanical  filter  company  successful  in  its  bid  for 
construction. 

The  mode  of  construction  of  the  apparatus  for  handling  and  filtration, 
by  the  method  decided  upon  by  the  city  of  Lynn,  of  the  public  water  supply 
of  the  city  is  of  much  less  importance  in  the  view  of  the  Board  at  the  present 
time  than  the  probable  quality  of  the  effluent  from  said  filtering  plant. 

The  Board  concludes  from  its  investigations  and  its  experiments  upon 
the  Lynn  water  that  the  proposed  treatment  will  probably  fail  to  remove 
the  objectionable  tastes  and  odors  arising  in  the  Lynn  water  after  Saugus 
River  and  Ipswich  River  waters  are  added.  The  proposed  treatment  is  fur- 
ther likely  to  increase  the  growth  of  organisms  in  the  open  distributing 
reservoir,  and  there  increase  the  disagreeable  tastes  and  odors  of  the  water 
distributed  to  consumers. 

The  experiments  of  the  Board  with  Lynn  water,  treated  as  proposed,  in- 
dicate that  chemical  conditions  will  be  introduced  in  the  water  supplied  to 
consumers  that  will  cause  corrosion  of  metals  or  increase  of  hardness,  or 
both,  to  an  objectionable  degree ;  and  we  find  that  waters  treated  as  proposed 
do  not  cause  the  general  improvement  in  the  health  of  the  community  that 
has  been  experienced  when  good  slow  sand  filters  have  been  used. 

The  treatment  proposed  here  is  an  experiment  like  others  that  have  been 
tried,  but  when  made  with  water  similar  to  that  of  Lynn  we  know  of  no 
cases  where  the  result  has  been  such  that  we  could  advise  the  city  of  Lynn 
to  depend  upon  it  for  producing  a  satisfactory  water  supply. 
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Examination  op  Skwkb  Outlets. 

Under  the  provisions  of  chapter  75,  section  4,  of  the  Bevised  Laws, 
requiring  the  annual  examination  of  all  main  outlets  of  sewers  and 
drains  in  the  cities  and  towns  of  the  Commonwealth  and  the  effect  of 
sewage  disposal,  the  sewer  outlets  of  the  various  cities  and  towns  have 
been  examined  and  chemical  analyses  have  been  made  of  the  effluents 
of  sewage-disposal  systems  and  of  many  of  the  waters  into  which  the 
sewage  is  discharged. 

The  sewage  of  the  city  of  Boston  and  of  the  north  and  south  metro- 
politan sewerage  districts  is  discharged  into  Boston  harbor  at  three  prin- 
cipal outlets,  located,  respectively,  at  Moon  Island,  Deer  Island  and 
Peddock's  Island.  At  Moon  Island  the  sewage  of  the  main  portion  of 
the  city  of  Boston,  amounting  ordinarily  to  about  80,000,000  gallons 
per  day,  is  discharged  in  the  second  and  third  hours  of  each  outgoing 
tide,  being  stored  at  other  times  in  reservoirs  provided  for  the  purpose 
on  Moon  Island.  There  has  been  no  very  decided  change  in  the  quantity 
or  character  of  the  sewage  discharged  at  this  outlet,  and  the  conditions 
about  it  remain  about  the  same  as  in  previous  years. 

The  sewage  of  the  north  metropolitan  district  is  discharged  at  the 
southeasterly  end  of  Deer  Island  at  all  stages  of  the  tide,  and  its  quan- 
tity has  increased  gradually  with  the  growth  of  the  district  since  the 
works  were  established.  The  sewage  is  very  rarely  traceable  by  the  thin 
oily  film  on  the  surface  of  the  water  for  a  distance  of  a  mile  from  the 
outlet,  and  objectionable  odors  are  confined  to  a  limited  area  within  a 
few  hundred  feet  of  it. 

At  Peddock's  Island,  where  the  sewage  of  the  south  metropolitan  sys- 
tem has  been  discharged  in  rapidly  increasing  quantity  since  the  works 
were  completed,  in  1904,  the  effect  of  the  sewage  is  confined  to  the 
immediate  vicinity  of  the  outlet,  and  has  very  little  effect  upon  the 
harbor  water.  This  outlet  is  located  at  the  bottom  of  the  sea,  where 
the  water  is  30  feet  deep  at  low  tide,  and  investigations  during  the  past 
year  indicate  that  the  sewage  is  very  quickly  diluted  by  the  sea  water, 
so  that  at  the  surface  of  the  sea  just  over  the  outlet  the  percentage  of 
sewage  in  the  water,  as  determined  by  chemical  analysis,  is  very  small. 
This  outlet  under  ordinary  conditions  would  be  very  difficult  to  locate 
were  it  not  for  the  fact  that,  like  the  other  outlets,  it  is  a  feeding  ground 
for  large  numbers  of  gulls. 

A  comparative  study  of  these  outlets  indicates  that  the  discharge  of 
sewage  near  the  bottom  of  the  sea  in  deep  water,  especially  where  there 
is  a  considerable  current,  aids  very  greatly  in  its  rapid  dilution  and  in 
the  prevention  of  objectionable  odors. 
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Aside  from  the  city  of  Boston  and  the  metropolitan  districts  there  are 
14  cities  and  towns  in  the  State  which  dispose  of  their  sewage  by  dis- 
charge into  the  sea.  At  New  Bedford  about  two-thirds  of  the  sewage 
of  the  city  is  discharged  into  New  Bedford  harbor  at  numerous  outlets, 
while  the  remaining  portion  flows  into  Clark's  Cove  through  several 
main  outlets  near  the  head  of  the  cove.  The  conditions  at  the  head 
of  Clark's  Cove  are  very  offensive,  and  on  account  of  the  fact  that  the 
district  about  it  is  densely  populated,  the  nuisance  is  a  serious  one  to 
large  numbers  of  people.  The  outlets  into  the  harbor  are  also  in  most 
cases  serious  nuisances.  During  the  year  the  city  has  made  rapid 
progress  in  its  investigations  as  to  an  improved  system  of  sewage  dis- 
posal, and  in  the  latter  part  of  the  year  submitted  to  the  Board  a  plan 
which  provides  for  collecting  the  dry-weather  flow  of  sewage  of  the 
city  and  discharging  it  at  an  outlet  into  the  sea  about  3,000  feet  south- 
east of  Clark's  Point.  The  proposed  outlet  is  located  at  a  point  where 
the  water  is  30  feet  deep,  in  a  tidal  channel  of  large  volume,  where  the 
sewage  will  be  quickly  diffused  in  the  water,  the  conditions  being  quite 
similar  in  many  respects  to  those  at  the  Peddock's  Island  outlet  in  Bos- 
ton harbor.  Until  the  completion  of  these  works  there  is  no  practicable 
way  of  relieving  the  nuisances  caused  by  the  discharge  of  sewage  into 
New  Bedford  harbor  and  Clark's  Cove. 

The  sewage  of  the  city  of  Fall  Biver  is  discharged  at  various  outlets 
into  the  Taunton  River  opposite  the  city.  A  few  of  these  outlets  are 
objectionable  on  account  of  the  fact  that  the  sewage  is  discharged  into 
open  channels  at  a  considerable  distance  from  the  shore,  and  the  odor 
from  these  open  sewer  outlets  is  offensive  in  their  neighborhood.  In 
most  cases  the  sewage  is  discharged  at  the  shore  and  does  not  diffuse 
quickly  with  the  water,  but  moves  slowly  along  in  the  lesser  currents 
on  the  edge  of  the  stream,  and  creates  objectionable  conditions  along  the 
shore.  It  is  probable  that  these  conditions  could  be  greatly  improved 
by  carrying  the  sewer  outlets  into  deeper  water  well  away  from  the  shore, 
where  the  sewage  may  quickly  become  diffused  in  a  large  body  of  water. 

The  sewage  of  the  city  of  Salem  and  town  of  Peabody  is  discharged 
into  Salem  harbor  at  Great  Haste  Island,  about  a  mile  and  a  quarter 
east  of  Winter  Island  and  about  midway  between  the  Marblehead  and 
Beverly  shores.  The  sewage  of  these  municipalities  contains  a  very  large 
quantity  of  manufacturing  waste,  especially  waste  liquids  from  sheep- 
skin and  other  tanneries,  and  the  quantity  of  this  kind  of  waste  is  large 
in  proportion  to  the  population  connected  with  the  sewers.  The  outlet 
is  located  near  the  surface  of  the  sea  at  low  tide,  and  the  sewage  spreads 
to  long  distances  from  the  outlet  before  becoming  diluted  and  thoroughly 
diffused  in  the  sea  water.    In  consequence,  an  offensive  odor  is  notice- 
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able^  sometimes  over  a  wide  area  in  the  neighborhood  of  this  outlet.  To 
prevent  these  objectionable  conditions  it  will  probably  be  necessary  to 
extend  this  outlet  to  deeper  water^  where  the  sewage  will  be  more  quickly 
and  efficiently  diluted  than  is  practicable  with  an  outlet  located  near 
the  surface  of  the  sea^  where  the  tidal  currents  are  slow  and  weak,  as 
is  fhe  case  in  the  neighborhood  of  this  outlet. 

The  sewage  of  Beverly  is  discharged  into  Beverly  harbor  near  the  edge 
of  the  channel  off  Andrews  Court,  close  to  a  populous  shore,  a  part  of 
which,  at  no  great  distance  from  the  outlet,  is  used  as  a  city  playground. 
The  city  has  grown  rapidly  in  recent  years,  increasing  the  quantity  of 
sewage  discharged  at  this  main  outlet,  and  lately  some  of  the  sewage 
from  the  easterly  part  of  the  city  has  been  conveyed  temporarily  to  the 
Andrews  Court  outlet,  pending  the  selection  of  a  plan  for  the  satis- 
factory disposal  of  the  sewage.  A  plan  was  submitted  to  the  Board  on 
Dec.  15, 1908,  providing  for  collecting  the  sewage  from  the  various  parts 
of  the  city,  by  means  of  a  system  of  sewers,  pumping  stations  and  force- 
mains,  into  two  main  sewers  discharging  at  an  outlet  north  of  Great 
Haste  Island  in  Salem  harbor.  The  Board  gave  a  hearing  on  this  ques- 
tion some  time  ago,  but  the  matter  was  postponed,  awaiting  the  results 
of  further  investigations  by  the  city  relative  to  a  general  system  of  sewage 
disposal.  The  conditions  about  the  present  main  outlet  near  Andrews 
Court  are  objectionable.  The  quantity  of  sewage  discharged  here  is 
much  greater  than  formerly  and  seriously  pollutes  the  waters  along  the 
adjacent  shores,  which  are  the  resort  of  large  numbers  of  people  in  the 
summer  season. 

There  are  very  objectionable  conditions  about  the  outlet  of  the  Lynn 
sewage,  which  is  discharged  into  a  small  arm  of  the  harbor  channel, 
whence  it  spreads  over  a  wide  area  of  adjacent  flats,  where  the  sludge, 
decomposing,  produces  a  serious  nuisance. 

The  sewer  outlet  at  Newburyport  and  the  effect  of  the  sewage  dis- 
charged there  is  being  investigated  in  connection  with  the  condition  of 
the  Merrimack  River. 

At  the  remaining  outlets  from  which  sewage  is  discharged  into  the 
sea  the  conditions  remain  about  the  same  as  in  previous  years. 

T7p  to  the  present  time  64  of  the  inland  cities  and  towns  of  the  State 
have  provided  themselves  with  systems  of  sewerage.  Of  these  cities  and 
towns,  14,  including  most  of  the  larger  cities  having  sewer  outlets  into 
inland  waters,  are  located  on  the  two  largest  rivers,  —  the  Connecticut 
and  Merrimack,  —  and  in  practically  all  these  cases  the  sewage  is  dis* 
charged  directly  into  the  streams  without  treatment.  Of  the  remaining 
50  cities  and  towns  situated  on  the  smaller  streams  27  have  constructed 
works  for  purifying  the  sewage  or  subjecting  it  before  discharge  to  some 
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form  of  treatment  for  the  removal  of  organic  matters.  In  the  remain- 
ing 23  cities  and  towns  the  sewage  is  discharged  into  the  streams  without 
any  form  of  treatment,  but  in  5  of  these  works  for  purifying  the 
sewage  or  removing  some  of  the  organic  matter  therefrom  before  dis- 
charge are  now  under  construction. 

The  sewer  outlets  of  these  cities  and  towns  have  been  examined  and 
their  condition  noted,  but  in  most  cases  the  most  important  effect  of 
the  discharge  of  the  sewage  into  the  rivers  of  the  State  is  the  effect 
of  such  discharge  upon  the  general  condition  of  the  stream  rather  than 
the  conditions  immediately  about  the  sewer  outlets.  In  most  cases 
sewer  outlets  discharging  into  the  smaller  rivers  are  located  at  the  edge 
of  the  stream,  and  at  times,  especially  during  periods  of  low  flow,  the 
sewage  does  not  mingle  quickly  with  the  water  but  is  carried  along 
near  the  bank,  where  there  is  frequently  an  accumulation  of  organic 
matter  from  the  sewage,  giving  rise  to  an  offensive  odor.  In  some 
cases  the  sewage  is  discharged  into  a  ravine  or  small  waterway,  whence 
it  flows  to  the  river  through  an  open  channel.  These .  outlets  are  ob- 
jectionable, and  their  condition  could  easily  be  remedied  by  extending 
a  pipe  large  enough  to  convey  the  dry-weather  sewage  to  deep  water 
in  the  stream,  leaving  a  considerable  width  of  water  between  the  bank 
and  the  outlet.  Very  satisfactory  outlets  of  this  kind  have  been  con- 
structed in  some  of  the  rivers,  especially  at  some  of  the  larger  outlets 
in  the  city  of  Springfield. 

Pollution  of  Streams. 

Assahet  River. 

The  Assahet  Biver  has  been  one  of  the  most  seriously  polluted  rivers 
of  the  State,  and  in  past  years  has  been  a  nuisance  at  several  points 
in  its  course,  especially  below  the  sewage  filter  beds  at  Westborough 
and  Hudson,  respectively,  and  below  the  town  of  Maynard,  where  it 
is  grossly  polluted  by  sewage  and  manufacturing  wastes,  chiefly  those 
discharged  from  the  woolen  mills  in  that  town.  The  nuisance  below 
Westborough  has  been  due  to  the  inefiScient  purification  of  the  sewage 
at  the  Westborough  sewage  filtration  area,  caused  chiefly  by  the  dis- 
charge into  the  sewers  of  manufacturing  wastes  from  a  yeast  factory 
containing  yeast  and  alcohol.  The  Board,  acting  under  the  provisions 
of  chapter  433  of  the  Acts  of  the  year  1909,  requested  action  by  the 
Attorney-General  to  prevent  the  discharge  of  these  substances  into 
the  sewers  in  the  town  of  Westborough,  and  in  the  latter  part  of  the 
summer  of  1910  the  operation  of  the  yeast  factory  was  discontinued. 
Since  that  time  the  efficiency  of  the  purification  of  the  sewage  at  the 
Westborough  filter  beds  has  improved  rapidly,  and  the  condition  of 
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the  river  below  the  filter  beds  has  also  shown  a  marked  improvement. 
With  the  increase  in  the  size  of  the  filtration  area,  which  is  now  being 
made  by  the  town,  the  filters  will  no  doubt  be  capable  of  purifying  the 
sewage  satisfactorily  in  the  future,  provided  manufacturing  wastes  of 
kinds  which  interfere  with  the  operation  of  the  works  shall  be  kept 
out  of  the  sewers. 

At  Hudson  a  similar  difficulty  in  the  operation  of  the  filter  beds  was 
caused  by  the  discharge  of  manufacturing  wastes,  chiefly  wool-scouring 
liquors,  from  a  woolen  mill  into  the  town  sewers.  The  area  of  filter 
beds  has  been  enlarged,  and  in  the  summer  of  1909  the  wool-scouring 
waste  was  diverted  from  the  sewers  to  treatment  works  for  the  removal 
of  the  grease,  which  have  been  erected  in  the  neighborhood  of  the  mill. 
Upon  the  removal  of  this  waste  from  the  sewers  the  efficiency  of  the 
purification  of  the  sewage  at  the  filter  beds  has  rapidly  improved. 
The  manufacturing  wastes  which  were  diverted  from  the  sewers  for 
treatment  for  the  removal  of  wool  grease  have  since  then  been  dis- 
charged into  the  stream,  the  condition  of  which  below  the  town  of 
Hudson  is  more  seriously  polluted  than  last  year. 

At  Maynard  the  American  Woolen  Company  and  the  town  of  May- 
nard  were  notified  by  the  Board  late  last  year  of  the  causes  of  the 
serious  nuisance  in  the  stream,  and  the  necessity  for  purifying  the 
sewage  and  manufacturing  wastes  in  order  to  relieve  this  nuisance. 
During  the  past  year  the  woolen  company  has  been  making  investiga- 
tions relative  to  the  suitability  of  certain  areas  of  land  in  the  neighbor- 
hood of  the  village  for  the  purification  and  disposal  of  the  sewage  and 
manufacturing  wastes. 

Blackstone  River. 

In  its  upper  waters  the  Blackstone  Siver  is  very  badly  polluted  by 
wastes  discharged  from  mills  of  various  kinds,  and  immediately  below 
some  of  these  mills  —  especially  in  the  town  of  Leicester  and  the  upper 
part  of  the  city  of  Worcester  —  the  stream  has  in  places  been  offensive 
during  the  past  year.  During  the  past  two  years  chemical  analyses  have 
indicated  a  decided  increase  in  the  pollution  of  the  stream  before  it 
reaches  the  Worcester  sewage  purification  works.  Below  the  purifica- 
tion works  the  condition  of  the  river  has  shown  no  important  changes 
except  at  Uxbridge,  where  there  has  been  a  considerable  increase  in  the 
organic  matter  as  compared  with  previous  years. 

Connecticut  River, 

The  Connecticut  River  has  not  as  yet  shown  any  very  marked  effect 
of  sewage  pollution.  There  are  sewer  outlets  into  the  stream  at  numer- 
ous points  along  its  course,  the  uppermost  being  at  Turners  Palls  near 
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the  northerly  boundary  of  the  State.  The  gi-eatest  quantity  of  sewage 
is  discharged  into  the  stream  at  Holyoke  and  at  Springfield  in  the 
southerly  portion  of  the  State,  but  below  Springfield,  a  short  distance 
from  the  point  where  it  enters  the  State  of  Connecticut,  the  water  shows 
very  little  eflfect  of  pollution.  In  nearly  all  places  where  sewer  outlets 
are  located  at  the  edge  of  the  river,  in  slack  water  or  where  the  current 
is  sluggish,  the  conditions  are  objectionable,  but  in  places  where  the 
outlets  for  the  dry-weather  flow  of  sewage  have  been  carried  well  out 
into  the  stream,  as  in  the  case  of  many  outlets  at  Springfield,  the  sewage 
becomes  thoroughly  mingled  with  the  water  and  no  evidence  of  it  ap- 
pears upon  the  banks.  There  are  several  objectionable  outlets  discharg- 
ing near  the  bank  of  the  river,  one  of  the  most  offensive  being  on  the 
West  Springfield  side,  a  short  distance  below  the  covered  bridge  at 
Springfield.  The  condition  of  the  banks  of  the  river  could  be  ma- 
terially improved  if  the  dry-weather  flow  of  sewage  from  all  the  sewer 
outlets  were  carried  out  into  the  stream,  where  it  would  mingle  quickly 
with  the  water. 

French  River. 

Tlie  French  Biver,  which  is  very  badly  polluted  at  several  points 
along  its  course,  and  especially  at  Webster,  where  it  receives  a  large 
quantity  of  waste  from  a  woolen  mill  in  addition  to  the  sewage  of  the 
town,  has  shown  an  increase  in  the  degree  of  pollution,  as  compared  with 
previous  years. 

Green  River, 

The  Green  River,  formerly  badly  polluted  by  the  sewage  of  the 
town  of  Greenfield,  has  continued  in  much  the  same  condition  as  in 
former  years,  but  the  town  has  begun  the  construction  of  a  sewer  for 
the  removal  of  the  sewage  to  a  place  of  disposal  near  the  point  where 
the  Green  Biver  joins  the  Deerfield  Biver,  and  provision  is  being  made 
in  the  proposed  plan  for  removing  a  portion  of  the  solids  from  the 
sewage  by  screening.  With  the  completion  of  this  work  it  will  be  prac- 
ticable to  prevent  further  nuisance  in  the  Green  Biver  in  the  thickly 
populated  parts  of  the  town. 

Hoosick  River. 

Investigations  have  been  in  progress  during  the  year  upon  the  dis- 
posal of  the  sewage  of  the  city  of  KTorth  Adams,  which  now  grossly 
pollutes  the  Hoosick  Biver  below  that  city,  and  plans  have  been  made 
for  works  for  the  purification  of  the  sewage  of  the  town  of  Adams. 
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the  river  below  the  filter  bed»  has  also  shown  a  marked  improTement. 
With  the  increase  in  the  size  of  the  filtration  area,  which  is  now  being 
made  by  the  town,  the  filters  will  no  doubt  be  capable  of  purifying  the 
sewage  satisfactorily  in  the  future,  provided  manufacturing  wastes  of 
kinds  which  interfere  with  the  operation  of  the  works  shall  be  kept 
out  of  the  sewers. 

At  Hudson  a  similar  difficulty  in  the  operation  of  the  filter  beds  was 
caused  by  the  discharge  of  manufacturing  wastes,  chiefiy  wool-scouring 
liquors,  from  a  woolen  mill  into  the  town  sewers.  The  area  of  filter 
beds  has  been  enlarged,  and  in  the  summer  of  1909  the  wool-scouring 
waste  was  diverted  from  the  sewers  to  treatment  works  for  the  removal 
of  the  grease,  which  have  been  erected  in  the  neighborhood  of  the  mill. 
Upon  the  removal  of  this  waste  from  the  sewers  the  efficiency  of  the 
purification  of  the  sewage  at  the  filter  beds  has  rapidly  improved. 
The  manufacturing  wastes  which  were  diverted  from  the  sewers  for 
treatment  for  the  removal  of  wool  grease  have  since  then  been  dis- 
charged into  the  stream,  the  condition  of  which  below  the  town  of 
Hudson  is  more  seriously  polluted  than  last  year. 

At  Maynard  the  American  Woolen  Company  and  the  town  of  May- 
nard  were  notified  by  the  Board  late  last  year  of  the  causes  of  the 
serious  nuisance  in  the  stream,  and  the  necessity  for  purifying  the 
sewage  and  manufacturing  wastes  in  order  to  relieve  this  nuisance. 
During  the  past  year  the  woolen  company  has  been  making  investiga- 
tions relative  to  the  suitability  of  certain  areas  of  land  in  the  neighbor- 
hood of  the  village  for  the  purification  and  disposal  of  the  sewage  and 
manufacturing  wastes. 

Blackstone  River. 

• 

In  its  upper  waters  the  Blackstone  Siver  is  veiy  badly  polluted  by 
wastes  discharged  from  mills  of  various  kinds,  and  immediately  below 
some  of  these  mills  —  especially  in  the  town  of  Leicester  and  the  upper 
part  of  the  city  of  Worcester  —  the  stream  has  in  places  been  offensive 
during  the  past  year.  During  the  past  two  years  chemical  analyses  have 
indicated  a  decided  increase  in  the  pollution  of  the  stream  before  it 
reaches  the  Worcester  sewage  purification  works.  Below  the  purifica- 
tion works  the  condition  of  the  river  has  shown  no  important  changes 
except  at  Uxbridge,  where  there  has  been  a  considerable  increase  in  the 
organic  matter  as  compared  with  previous  years. 

Connecticut  River. 

The  Connecticut  River  has  not  as  yet  shown  any  very  marked  effect 
of  sewage  pollution.  There  are  sewer  outlets  into  the  stream  at  numer- 
ous points  along  its  course,  the  uppermost  being  at  Turners  Palls  near 
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the  northerly  boundary  of  the  State.  The  greatest  quantity  of  sewage 
is  discharged  into  the  stream  at  Holyoke  and  at  Springfield  in  the 
(southerly  portion  of  the  State^  but  below  Springfield,  a  short  distance 
from  the  point  where  it  enters  the  State  of  Connecticut,  the  water  shows 
very  little  effect  of  pollution.  In  nearly  all  places  where  sewer  outlets 
are  located  at  the  edge  of  the  river,  in  slack  water  or  where  the  current 
is  sluggish,  the  conditions  are  objectionable,  but  in  places  where  the 
outlets  for  the  dry-weather  flow  of  sewage  have  been  carried  well  out 
into  the  stream,  as  in  the  case  of  many  outlets  at  Springfield,  the  sewage 
becomes  thoroughly  mingled  with  the  water  and  no  evidence  of  it  ap- 
pears upon  the  banks.  There  are  several  objectionable  outlets  discharg- 
ing near  the  bank  of  the  river,  one  of  the  most  offensive  being  on  the 
West  Springfield  side,  a  short  distance  below  the  covered  bridge  at 
Springfield.  The  condition  of  the  banks  of  the  river  could  be  ma- 
terially improved  if  the  dry-weather  flow  of  sewage  from  all  the  sewer 
outlets  were  carried  out  into  the  stream,  where  it  would  mingle  quickly 
with  the  water. 

French  River, 

The  French  Biver,  which  is  very  badly  polluted  at  several  points 
along  its  course,  and  especially  at  Webster,  where  it  receives  a  large 
quantity  of  waste  from  a  woolen  mill  in  addition  to  the  sewage  of  the 
town,  has  shown  an  increase  in  the  degree  of  pollution,  as  compared  with 
previous  years. 

Green  Biver. 

The  Green  River,  formerly  badly  polluted  by  the  sewage  of  the 
town  of  Greenfield,  has  continued  in  much  the  same  condition  as  in 
former  years,  but  the  town  has  begun  the  construction  of  a  sewer  for 
the  removal  of  the  sewage  to  a  place  of  disposal  near  the  point  where 
the  Green  River  joins  the  Deerfield  River,  and  provision  is  being  made 
in  the  proposed  plan  for  removing  a  portion  of  the  solids  from  the 
sewage  by  screening.  With  the  completion  of  this  work  it  will  be  prac- 
ticable to  prevent  further  nuisance  in  the  Green  River  in  the  thickly 
populated  parts  of  the  town. 

HoosicJc  River, 
Investigations  have  been  in  progress  during  the  year  upon  the  dis- 
poaa]  of  the  sewage  of  the  city  of  North  Adams,  which  now  grossly 
pollutes  the  Hoosick  River  below  that  city,  and  plans  have  been  made 
for  works  for  the  purification  of  the  sewage  of  the  town  of  Adams. 
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Housaionic  River. 

The  branches  of  this  stream  in  and  about  Pittsfield  for  the  most 
part  show  improvement  in  their  condition  over  earlier  years,  but  below 
the  city  the  river  shows  increasing  evidence  of  pollution.  Farther  down 
stream  its  condition  shows  no  material  change  from  previous  years. 

Merrimack  River, 

This  river  receives  considerable  pollution  from  cities  beyond  the 
limits  of  the  State,  and  a  large  amount  of  pollution  by  sewage  and 
the  wastes  from  manufacturing  in  the  cities  and  towns  along  its  banks 
in  Massachusetts.  Investigations  have  been  carried  on  during  the  year 
to  determine  the  quantity  and  character  of  the  manufacturing  waste 
discharged  into  the  stream,  the  kinds  and  source  of  the  waste  matters 
which  have  the  most  serious  effect  in  the  pollution  of  the  water  and 
the  means  by  which  the  effect  of  these  waste  matters  can  be  removed. 
The  manufacturing  wastes  discharged  into  this  stream  have  been  found 
to  be  very  variable  in  quantity  and  character,  and  during  the  past  year 
in  many  industries  the  amount  of  waste  has  probably  been  somewhat 
limited,  as  compared  with  the  quantities  which  have  been  discharged 
at  other  times.  Numerous  observations  have  been  made  of  the  condi- 
tion of  the  river  at  many  points  within  the  limits  of  the  State  to  deter- 
mine the  effect  of  the  various  pollutions  and  the  condition  of  the  stream 
at  various  points  along  its  course.  The  sewer  outlets  and  the  effects 
of  sewage  disposal  at  points  along  the  river  have  also  been  examined. 
These  investigations  and  the  preparation  of  plans  for  improving  the 
condition  of  the  river  were  in  progress  at  the  end  of  the  year. 

Miller's  River. 

The  condition  of  this  stream  is  not  objectionable  at  any  point  except 
in  the  immediate  neighborhood  of  some  of  the  sewer  outlets,  which  in 
many  cases  discharge  at  the  bank  of  the  river,  where  matters  from  the 
sewage  collect  and  create  objectionable  conditions.  Chemical  analyses 
of  the  waters  of  the  stream  show  an  increasing  effect  of  pollution,  as 
compared  with  previous  years. 

Nashua  River  (North  Branch), 

The  pollution  of  the  north  branch  of  the  Nashua  River  has  been  de- 
cidedly greater  than  in  any  previous  year,  but  under  the  provisions 
of  chapter  461  of  the  Acts  of  the  year  1910  a  sewerage  commission  has 
been  appointed  by  the  city  of  Fitchburg,  and  it  is  understood  that  it 
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is  the  intention  to  begin  the  construction  of  works  for  the  purification 
of  the  sewage  discharged  into  the  stream  early  in  1911. 

Plans  for  the  disposal  of  the  sewage  of  the  town  of  Leominster  were 
made  seTeral  years  ago,  and  it  is  expected  that  the  construction  of  these 
works  will  be  begun  during  the  coming  year. 

Neponset  River. 

At  nearly  all  of  the  factories  and  mills  discharging  manufacturing 
wastes  into  the  Neponset  River  works  for  the  treatment  or  purification 
of  the  wastes  have  either  been  established  or  are  at  present  under  con- 
struction. In  some  cases  these  works  seem  likely  to  provide  for  the 
efficient  purification  of  all  of  the  wastes  now  discharged  into  the  stream, 
while  in  others  the  works  appear  inadequate  for  the  purpose.  One  of 
the  serious  pollutions  still  remaining  is  that  caused  by  the  sewage, 
drainage  and  manufacturing  waste  discharged  through  sewers  and 
drains  into  various  streams  in  the  thickly  populated  portion  of  the 
village  of  Stoughton.  These  pollutions  are  very  difficult  to  prevent 
under  present  conditions,  and  the  treatment  of  manufacturing  wastes 
at  the  factories  in  this  village  would  be  expensive  and  very  likely  ob- 
jectionable. The  best  plan  of  preventing  the  pollution  of  the  tribu- 
taries of  the  Neponset  River  in  this  town  will  be  to  construct  a  system 
of  sewerage  and  sewage  disposal,  as  has  recently  been  done  in  the  town 
of  Norwood,  and  plans  for  such  a  system  have  been  prepared  and  action 
taken  by  the  town  of  Stoughton  to  secure  legislative  approval  of  the 
construction  of  a  sewerage  system.  The  plans  of  the  works  are  satis- 
factory, and  if  the  necessary  legislation  is  obtained,  there  should  be 
no  delay  in  proceeding  with  the  construction  of  such  portion  of  the 
system  as  may  be  needed  for  the  relief  of.  the  pollution  of  the  stream. 

Sudbury  River. 

This  stream  is  badly  polluted  by  foul  wastes  chiefly  from  woolen  mills, 
discharged  at  Saxonville  in  the  town  of  Framingham.  Plans  for  col- 
lecting and  removing  this  waste  from  the  stream  are  now  being  in- 
vestigated. 

Taunton  River. 

The  condition  of  the  Taunton  River  was  examined  during  the  year 
in  connection  with  a  petition  from  the  city  of  Taunton  for  a  further 
extension  of  time  for  the  completion  of  the  sewage-disposal  works  of 
that  city,  including  the  purification  of  the  sewage  and  its  removal  from 
the  river.  The  results  of  this  examination  having  shown  that  the 
stream  is  becoming  seriously  affected  by  the  sewage  discharged  from 
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Taunton  the  Board  has  limited  the  further  extension  of  time,  and 
recommended  the  construction  of  a  disposal  works  in  the  near  future. 

The  Nemasket  Biver  has  been  used  as  a  place  of  disposal  for  the 
sewage  of  the  town  of  Middleborough  for  many  years.  The  river  is  also 
polluted  by  manufacturing  wastes,  and  its  condition  below  the  sewer  out- 
lets during  the  year  1910  has  been  more  objectionable  than  in  any 
previous  year. 

Ten  Mile  River, 

The  Ten  Mile  Biver,  which  flows  through  the  towns  of  Attleborougfa 
and  North  Attleborough  into  the  State  of  Bhode  Island,  has  been  badly 
polluted  by  sewage  discharged  into  the  stream  in  its  course  through  these 
towns;  but  works  for  the  purification  of  the  sewage  of  each  town  are 
now  under '  construction,  which  will  provide  for  the  removal  of  the 
sewage  from  this  stream  and  the  prevention  of  its  further  serious 
pollution  in  the  near  future. 

Ware  River, 

The  condition  of  the  Ware  Biver,  which  is  badly  polluted  at  several 
points  by  sewage  and  manufacturing  wastes,  continues  to  show  increas- 
ing effect  of  the  pollution  discharged  at  Ware,  where  the  condition  of 
the  river  is  rapidly  becoming  very  objectionable. 

At  the  wool-combing  plant  at  Barre,  in  the  upper  waters  of  the  river, 
where  a  serious  nuisance  has  existed  in  past  years  on  account  of  the 
discharge  of  wool-scouring  wastes  into  the  stream,  an  improvement  has 
been  effected  during  the  past  year  by  the  construction  of  works  for  the 
treatment  of  the  wastes  from  this  factory. 

Other  Streams, 

The  examinations  of  the  Quinebaug  Biver  below  Southbridge  show 
no  material  change  in  the  condition  of  that  stream  since  last  year. 

The  condition  of  the  Westfield  Biver  below  the  sewer  outlets  of  the 
town  of  Westfield  has  been  about  the  same  as  last  year.  The  effect  of 
pollution  has  been  more  noticeable  in  the  last  three  years  than  previously. 

Very  little  change  has  been  noted  in  the  condition  of  the  other  rivers 
in  the  State  which  have  been  examined  during  the  past  year. 

Lawrence  Experiment  Station. 

During  the  year  thirty-eight  filters  have  been  in  operation  at  the  Law- 
rence Experiment  Station  in  connection  with  investigations  on  the 
purification  of  domestic  sewage,  seventeen  filters  in  connection  with 
studies  on  the  purification  of  manufactural  wastes,  and  eleven  filters 
in  connection  with  studies  on  different  methods  for  the  purification 
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of  water.  Particular  attention  has  been  paid  during  the  year  to  methods 
of  removing  suspended  matters  from  sewage,  and  also  to  the  effect  of 
the  evenness  of  distribution  of  sewage  upon  trickling  filters,  in  order 
to  show  clearly  the  degree  of  purification  that  can  be  obtained  in  such 
filters  with  even  and  imeven  distribution.  The  efficiency  of  sand  and 
contact  filters  of  different  construction,  etc.,  has  been  studied,  as  during 
previous  years,  and  also  certain  investigations  have  been  made  on  the 
effect  upon  nitrification  in  filters  receiving  domestic  and  manuf actural 
wastes^  of  varying  amounts  of  carbonaceous  matters  of  different  kinds. 

Studies  on  the  purification  of  water  have  been  made  with  both  slow 
sand  and  mechanical  filters,  particular  attention  having  been  paid  to 
a  determination  of  the  effect  of  various  rates  of  operation  and  of  double 
filtration  upon  the  quality  of  the  effluents  from  such  filters.  The  studies 
upon  disinfection  as  applied  to  water  purification,  reported  upon  in 
part  last  year,  have  been  continued,  and  new  studies  have  been  begun 
upon  the  preliminary  clarification  of  water  by  upward  filtration  through 
coarse  materials,  and  of  intermittent  sand  filtration  of  polluted  water 
when  operating  the  filter  in  the  same  manner  as  trickling  sewage  filters. 
A  considerable  portion  of  the  laboratory  work  in  connection  with  the 
investigation  on  the  pollution  of  the  Merrimack  Eiver  by  industrial 
wastes,  ordered  by  the  last  Legislature,  has  been  carried  out  at  the 
experiment  station.  In  this  work,  inspection  of  the  fouling  of  the  banks 
of  the  river  and  boats  by  the  polluted  river  water,  and  studies  on  the 
composition  of  the  wastes  and  deposits  upon  the  shores  and  boats,  have 
been  made  in  order  to  determine,  if  possible,  the  fouling  due  to  mill 
wastes  and  that  due  to  domestic  sewage. 

A  few  years  ago  the  result  of  an  extensive  investigation  made  by  the 
Board  on  the  action  of  different  kinds  of  water  upon  lead,  tin  and 
galvanized  iron  pipes  was  reported.  Recently,  serious  complaint  has 
been  made  in  different  parts  of  the  country  that  waters  which  have  been 
subjected  to  certain  purification  processes  are  made  more  corrosive  in 
their  action  upon  various  kinds  of  pipes,  hot-water  tanks,  boiler  tubes 
and  other  metal  surfaces  with  which  they  come  in  contact.  This  prob- 
blem  is  under  investigation  at  the  station  at  the  present  time,  and 
efforts  are  being  made  to  determine  the  degree  and  cause  of  such  cor- 
rosive action  and  to  devise  means  for  preventing  it  if  possible. 

In  connection  with  the  passage  of  recent  legislation  regulating  the 
amount  of  humidity  in  mills  and  the  quality  of  water  which  may  be 
used  in  humidifiers  in  mills,  an  investigation  of  the  air  in  such  mills 
has  been  began  to  determine  to  what  extent  the  bacterial  content  of  the 
air  is  influenced  by  such  humidifiers  or  by  the  quality  of  water  used 
in  them. 
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Taunton  the  Board  has  limited  the  further  extension  of  time,   and 
recommended  the  constmction  of  a  disposal  works  in  the  near  future. 

The  Nemasket  Biver  has  been  used  as  a  place  of  disposal  for  the 
sewage  of  the  town  of  Middleborough  for  many  years.  The  river  is  also 
polluted  by  manufacturing  wastes,  and  its  condition  below  the  sewer  out- 
lets during  the  year  1910  has  been  more  objectionable  than  in  any 
previous  year. 

Ten  Mile  River, 

The  Ten  Mile  Biver,  which  flows  through  the  towns  of  Attleborough 
and  North  Attleborough  into  the  State  of  Bhode  Island,  has  been  badly 
polluted  by  sewage  discharged  into  the  stream  in  its  course  through  these 
towns;  but  works  for  the  purification  of  the  sewage  of  each  town  are 
now  imder '  construction,  which  will  provide  for  the  removal  of  the 
sewage  from  this  stream  and  the  prevention  of  its  further  serious 
pollution  in  the  near  future. 

Ware  River, 

The  condition  of  the  Ware  Biver,  which  is  badly  polluted  at  several 
points  by  sewage  and  manufacturing  wastes,  continues  to  show  increas- 
ing effect  of  the  pollution  discharged  at  Ware,  where  the  condition  of 
the  river  is  rapidly  becoming  very  objectionable. 

At  the  wool-combing  plant  at  Barre,  in  the  upper  waters  of  the  river, 
where  a  serious  nuisance  has  existed  in  past  years  on  account  of  the 
discharge  of  wool-scouring  wastes  into  the  stream,  an  improvement  has 
been  effected  during  the  past  year  by  the  construction  of  works  for  the 
treatment  of  the  wastes  from  this  factory. 

Other  Streams. 

The  examinations  of  the  Quinebaug  Biver  below  Southbridge  show 
no  material  change  in  the  condition  of  that  stream  since  last  year. 

The  condition  of  the  Westfield  Biver  below  the  sewer  outlets  of  the 
town  of  Westfield  has  been  about  the  same  as  last  year.  The  effect  of 
pollution  has  been  more  noticeable  in  the  last  three  years  than  previously. 

Very  little  change  has  been  noted  in  the  condition  of  the  other  rivers 
in  the  State  which  have  been  examined  during  the  past  year. 

Lawbekcb  Experiment  Station. 

During  the  year  thirty-eight  filters  have  been  in  operation  at  the  Law- 
rence Experiment  Station  in  connection  with  investigations  on  the 
purification  of  domestic  sewage,  seventeen  filters  in  connection  with 
studies  on  the  purification  of  manufactural  wastes,  and  eleven  filters 
in  connection  with  studies  on  different  methods  for  the  purification 
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of  watqr.  Particular  attention  has  been  paid  during  the  year  to  methods 
of  removing  suspended  matters  from  sewage,  and  also  to  the  effect  of 
the  evenness  of  distribution  of  sewage  upon  trickling  filters,  in  order 
to  show  clearly  the  degree  of  purification  that  can  be  obtained  in  such 
filters  with  even  and  uneven  distribution.  The  efficiency  of  sand  and 
contact  filters  of  different  construction,  etc.,  has  been  studied,  as  during 
previous  years,  and  also  certain  investigations  have  been  made  on  the 
effect  upon  nitrification  in  filters  receiving  domestic  and  manufactural 
wastes,  of  varying  amoimts  of  carbonaceous  matters  of  different  kinds. 

Studies  on  the  purification  of  water  have  been  made  with  both  slow 
sand  and  mechanical  filters,  particular  attention  having  been  paid  to 
a  determination  of  the  effect  of  various  rates  of  operation  and  of  double 
filtration  upon  the  quality  of  the  effluents  from  such  filters.  The  studies 
upon  disinfection  as  applied  to  water  purification,  reported  upon  in 
part  last  year,  have  been  continued,  and  new  studies  have  been  begun 
upon  the  preliminary  clarification  of  water  by  upward  filtration  through 
coarse  materials,  and  of  intermittent  sand  filtration  of  polluted  water 
when  operating  the  filter  in  the  same  manner  as  trickling  sewage  filters. 
A  considerable  portion  of  the  laboratory  work  in  connection  with  the 
investigation  on  the  pollution  of  the  Merrimack  River  by  industrial 
wastes,  ordered  by  the  last  Legislature,  has  been  carried  out  at  the 
experiment  station.  In  this  work,  inspection  of  the  fouling  of  the  banks 
of  the  river  and  boats  by  the  polluted  river  water,  and  studies  on  the 
composition  of  the  wastes  and  deposits  upon  the  shores  and  boats,  have 
been  made  in  order  to  determine,  if  possible,  the  fouling  due  to  mill 
wastes  and  that  due  to  domestic  sewage. 

A  few  years  ago  the  result  of  an  extensive  investigation  made  by  the 
Board  on  the  action  of  different  kinds  of  water  upon  lead,  tin  and 
galvanized  iron  pipes  was  reported.  Recently,  serious  complaint  has 
been  made  in  different  parts  of  the  country  that  waters  which  have  been 
subjected  to  certain  purification  processes  are  made  more  corrosive  in 
their  action  upon  various  kinds  of  pipes,  hot-water  tanks,  boiler  tubes 
and  other  metal  surfaces  with  which  they  come  in  contact.  This  prob- 
blem  is  under  investigation  at  the  station  at  the  present  time,  and 
efforts  are  being  made  to  determine  the  degree  and  cause  of  such  cor- 
rosive action  and  to  devise  means  for  preventing  it  if  possible. 

In  connection  with  the  passage  of  recent  legislation  regulating  the 
amount  of  humidity  in  mills  and  the  quality  of  water  which  may  be 
used  in  humidifiers  in  mills,  an  investigation  of  the  air  in  such  mills 
has  been  begun  to  determine  to  what  extent  the  bacterial  content  of  the 
air  is  influenced  by  such  humidifiers  or  by  the  quality  of  water  used 
in  them. 
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At  the  laboratory  for  water  analysiB  at  the  State  House,  the  work 
has  consisted  mainly,  as  in  previous  years,  of  the  examination  of  samples 
of  water  from  the  public  water  supplies  and  the  rivers  in  the  State, 
and  of  the  examination  of  sewage  and  the  effluents  from  sewage  filters 
from  those  cities,  towns  and  public  institutions  which  maintain  some 
system  of  sewage  purification.  A  large  part  of  the  analytical  work  in 
connection  with  studies  on  the  corrosive  action  of  certain  purified  waters 
upon  pipes  has  been  carried  out  at  this  laboratory,  and,  in  addition, 
some  experimental  work  has  been  undertaken  in  order  to  perfect  our 
methods  for  the  determination  of  small  amounts  of  metals  in  water. 
Particularly  it  has  been  sought  to  devise  a  satisfactory  method  for  the 
determination  of  small  quantities  of  tin. 

In  connection  with  the  regular  chemical  analyses  in  this  laboratory, 
a  considerable  amount  of  analytical  work  has  been  done  in  connection 
with  mill  wastes  requiring  special  examinations.  Experiments  are  being 
made  in  this  laboratory,  also,  to  test  the  accuracy  of  the  various  instru- 
ments used  for  measuring  relative  humidity.  This  work,  as  that  at 
the  experiment  station  upon  the  bacterial  contents  of  the  rooms  in 
mills,  is  due  to  the  passage  of  chapter  543  of  the  Acts  of  1910,  which 
limits  the  amounts  of  relative  humidity  allowable  in  textile  factories 
wherein  water  is  introduced  for  humidifying  purposes,  and  places  the 
enforcement  of  the  act  in  the  hands  of  the  State  Board  of  Health. 

On  April  29,  1910,  the  Legislature  passed  the  following  resolve :  — 

RB80LYB8  or  1910,  Chapter  88. 

Resolve  relative  to  Sandy  Pokd  in  the  Tovtn  of  Lincoln. 

Resolved,  That  the  state  board  of  health  be  herd)y  directed  to  examine 
Sandy  pond  in  the  town  of  Lincoln  and  to  ascertain  what  circumstances,  if 
any,  exist  detrimental  to  the  interests  of  the  towns  or  persons  lawfully 
using  said  pond  or  its  waters  by  reason  of  any  excessive  or  unnecessary 
lowering  of  the  water  therein,  and  to  report  to  the  next  general  court,  with 
such  recommendations  as  to  the  regulation  of  the  draft  of  water  from  said 
pond  or  of  the  height  of  the  same,  or  the  establishment  of  a  low-water 
mark,  as  the  Board  may  deem  necessary.     [Approved  April  29,  1910, 

The  report  called  for  follows:  — 

In  accordance  with  the  requirements  of  chapter  88  of  the  Resolves  of  the 
year  1910,  the  State  Board  of  Health  has  examined  Sandy  Pond  in  the  town 
of  Lincoln  to  ascertain  what  circumstances,  if  any,  exist  detrimental  to  the 
interests  of  the  towns  or  persons  using  said  pond  or  its  waters,  by  reason  of 
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any  ezeessive  or  unnecessary  lowering  of  the  water  therein,  and  presents 
herewith  its  report 

Sandy  Pond  is  the  source  of  water  supply  of  the  towns  of  Lincoln  and 
Conoordy  the  former  of  which  had  a  population  in  1910  of  1,175,  and  the 
latter,  6,421.  These  towns  were  authorized  to  take  water  from  Sandy  Pond 
for  domestic  and  other  purposes  by  the  provisions  of  chapter  188  of  the 
Acts  of  the  year  1872,  sections  11  and  12  of  which  are  as  follows:  — 

SicnoN  11.  All  provlBioxiB  of  this  act  eoneeming  the  town  of  Concord,  shall 
apply  to  the  town  of  Lincoln;  and  if,  in  the  future,  the  water  of  said  pond  shall 
prove  insufficient  for  both,  the  town  of  Lincoln  shall  be  first  supplied. 

Section  12.  This  act  shall  be  void,  as  regards  either  town  of  Concord  or 
Ldncoln,  unless  accepted  by  a  majority  of  legal  voters  of  such  town  present  aiid 
▼oting  thereon,  at  a  legal  meeting  held  for  the  purpose  within  one  year  from 
the  time  this  act  goes  into  effect. 

Works  for  supplying  water  to  the  town  of  Concord  were  built  in  1874, 
and  a  system  of  water  supply  was  built  in  Lincoln  in  the  years  1874  and 
1875.  The  town  of  Concord  is  supplied  by  gravity  from  an  intake  at  the 
northerly  end  of  the  pond,  situated  5.5  feet  below  the  former  high-water 
level  and  7  feet  below  the  present  high-water  level,  the  pond  having  been 
raised  by  the  town  of  Concord  about  1.5  feet  several  years  ago.  When  the 
water  fell  to  a  very  low  level,  early  in  the  year  1909,  the  town  of  Concord 
set  up  a  pump  at  the  intake,  and  pumped  water  into  the  intake  gatehouse 
in  order  to  maintain  the  supply  to  the  town. 

In  the  very  dry  season  of  1883  Sandy  Pond  was  drawn  down  considerably, 
and  the  town  of  Concord  obtained  the  right  to  take  water  from  Nagog  Pond, 
in  the  towns  of  Acton  and  Littleton.  The  act  was  accepted  by  the  town 
and  works  were  built  for  introducing  a  gravity  supply  from  that  source  in 
1909,  water  from  Nagog  Pond  being  first  supplied  in  September  of  that 
year.  Nagog  Pond  has  an  area  of  287  acres  and  a  drainage  area,  includ- 
ing the  pond,  of  1.52  square  miles,  and  is  capable  of  supplying  a  much 
larger  quantity  of  water  than  Sandy  Pond. 

The  town  of  Lincoln  obtains  its  supply  by  pumping  from  the  extreme 
southerly  end  of  Sandy  Pond,  and  on  account  of  the  low  level  to  which  the 
water  has  been  drawn  of  late  years  the  intake  has  been  extended,  and 
provision  has  been  made  for  a  further  extension  if  necessary. 

An  examination  of  such  information  as  is  available  as  to  the  con- 
sumption of  water  from  Sandy  Pond  by  Concord  and  Lincoln  indicates  that 
the  amount  used  has  been  increasing  in  recent  years.  Early  in  1908  the 
actual  measurement  of  the  water  drawn  from  the  pond  was  begun  by  the 
town  of  Concord,  and  in  the  latter  part  of  1908  a  Yenturi  meter  was  in- 
troduced by  the  town  of  Lincoln,  to  measure  more  accurately,  than  was 
practicable  by  pumping  records  the  quantity  of  water  supplied  to  that 
town.    From  these  measurements  it  appears  that  the  quantity  of  water  used 
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in  the  town  of  Lincoln  from  May  to  December,  1909,  averaged  173,000 
gallons  per  day,  or  194  gallons  per  inhabitant,  and  the  quantity  used  in  1910 
up  to  the  end  of  November  averaged  194,000  gallons  per  day,  or  165  gallons 
per  inhabitant  In  the  town  of  Concord  the  quantity  of  water  used  in  1909 
n-as  452,000  gallons  per  day,  or  73  gallons  per  inhabitant,  and  in  the  first 
eleven  months  of  1910,  487,000  gallons  per  day,  or  76  gallons  per  inhabitant. 

The  actual  quantity  drawn  from  Sandy  Pond  by  each  town  during  these 
years,  by  months,  so  far  as  is  shown  by  the  records  kept  by  the  towns,  is 
as  follows:  — 


Montr. 


Conoord 
(Gallons). 


Lincoln 
(Gallona). 


If09. 

January, 

February,  .... 
Haroh,  .... 

April 

Kay, 

June, 

July. 

Aucuat,  .... 

September 

October,  .... 
November,  .... 
December, 

Averaie  for  year,    . 

Aveiace  for  eight  montha, 

1910. 

Januar>' 

February,      .... 

March,  .... 

April 

May 

June, 

July 

Aucuat,         .... 

September 

October,        .... 

November,    .... 
Averaie  for  eleven  months, 
AverafB  for  nine  months. 


420,000 
404,000 
496,000 
330,000 
400,000 
438,000 
824,000 
027,000 
S66.O0O> 
108.000 
173,000 
30,000 


391,000 
379.000 


-1 
.1 
.1 
.1 

146.000 
165.000 
230.000 
199.000 
165.000 

m,ooo 

153,000 
159,000 


173.000 


Total 

(Gallons). 


546.000 
603.000 
1.OM.Q00 
826.000 
531.000 
345.000 
326.000 
196.000 


553.000 


36.000 
50.000 
92.000 
40.000 
34.000 
52.000 
61.000 
15.000 
15.000 
16.000 
27,000 


40.000 
33,000 


154.000 
•  i 
.1 

162.000 
173.000 
216.000 
276.000 
209.000 
197.000 
182,000 
175.000 


194.000 


190.000 


202.000 
207.000 
968.000 
837.000 
224.000 
212,000 
196,000 
902.000 


297.000 


*  No  records. 


'  Nacoc  Pond  turned  on  September  15. 
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It  will  be  seen  from  the  above  table  that  the  total  quantity  of  water  drawn 
by  the  town  of  Concord  from  Sandy  Pond,  after  the  supply  from  Nagog 
Pond  became  available,  on  Sept  15,  1909,  was  rapidly  reduced,  and  in  1910 
the  quantity  drawn  from  Sandy  Pond  has  averaged  only  about  40,000  gallons 
per  day.  The  quantity  used  by  the  town  of  Lincoln  has  apparently  amounted 
to  about  194,000  gallons  per  day,  making  the  total  quantity  drawn  from 
the  pond  in  1910  about  234,000  gallons  per  day.  It  has  been  estimated  that 
the  pond  is  capable  of  yielding,  in  a  series  of  dry  years,  about  600,000  gal- 
lons per  day,  so  that  the  rate  of  consumption  of  water  from  the  pond  during 
the  past  year  has  been  a  little  less  than  40  per  cent,  of  the  quantity  that  it 
is  capable  of  yielding  continuously.  Previous  to  September,  1909,  the  two 
towns  together  used  from  Sandy  Pond  a  quantity  amounting  probably  to 
as  much  as  600,000  gallons  of  water  per  day,  and  possibly  more,  and  the 
level  of  the  pond  has  been  gradually  sinking  since  May,  1904,  when  the 
water  last  ran  over  the  dam  at  the  outlet.  The  height  of  water  has  fluctuated. 
with  the  seasons,  rising  in  the  spring  and  falling  during  the  summer  and 
fall  to  a  minimum  level  in  the  late  fall  and  early  winter.  The  maximum 
and  minimum  level  reached  by  the  water  in  each  season  since  water  last 
ran  from  the  outlet  of  the  pond  in  1904  has  been  as  follows:  — 




Kajomvu  H  sight  op  Watbb. 

MiNiMXTif  Hbxoht  or  Watbb. 

Ybax. 

Date. 

Feet  below 
Full  Pond. 

Date. 

Feet  below 
Full  Pond. 

1901. 
1905. 
1905. 
1907. 
1908. 
1900. 
1910. 

May    2.     . 

AprU  14.      . 
June  10, 
June  20, 
May  23. 
May  18. 
June  13, 

0.30' 

1.15 

2.34 

3.52 

2.60 

4.78 

4.00 

Dooember  12,    , 
Deoember  10, 
December  28. 
September  22. 
Febniary      8,  • 
November  18. 
November  21, 

2.10 
4.15 
4.80 
5.73 
0.75 
8.03 
0.85 

1  Above  full  pond. 


*1000. 


Under  present  conditions,  with  the  pond  drawn  down  from  3  to  7  feet 
or  more,  a  large  area  around  the  shores  has  been  exposed  continuously  for 
several  years,  particularly  near  the  upper  end,  where  the  water  at  full 
pond  is  comparatively  shallow.  Examinations  by  the  Board  show  that  an 
extensive  growth  of  weeds  and  grasses,  with  occasional  small  bushes,  has 
sprang  up  upon  the  exposed  shores  of  the  pond,  especially  over  this  shallow 
area,  where  the  soil  consists  largely  of  fine  sand  or  silt.  In  places  where 
the  exposed  areas  are  covered  with  coarse  gravel  the  amount  of  vegetation 
is  less. 

In  the  opinion  of  the  Board  the  contact  of  the  water  with  these  organic 
growths  on  the  shores  and  bottom  of  the  pond  is  likely  to  be  detrimental  to 
its  quality  when  it  again  rises  and  overflows  these  shallow  areas. 
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The  drawing  down  of  the  pond  to  the  low  level  which  it  has  reached  recently 
is  also  objectionable,  in  that  it  reduces  considerably  the  head  available  for 
the  supply  of  the  town  of  Concord  and  increases  the  lift  of  the  pumps  supply- 
ing the  town  of  Lincoln.  Since  September,  1909,  the  town  of  Concord  has 
been  able  to  supply  itself  very  largely  with  water  from  Nagog  Pond,  and 
has  limited  itself  to  a  very  small  draft  upon  Sandy  Pond,  so  that  the  use 
of  the  water  from  the  latter  source  has  been  reduced,  as  already  stated,  to 
less  than  40  per  cent,  of  the  amount  used  in  the  previous  year.  The  capacity 
of  the  pond  in  a  series  of  dry  years  is  probably  more  than  two  and  a  half 
times  the  quantity  drawn  in  1910,  and  under  the  circumstances,  at  the  rate 
at  which  water  has  been  drawn  during  the  past  year,  the  pond  is  certain 
to  fill  rapidly  and  again  overflow  in  the  spring  of  nearly  every  year.  In 
view  of  the  present  very  limited  draft  of  water  from  the  pond  by  the  town 
of  Concord,  it  appears  to  the  Board  unnecessary  to  limit  the  use  of 
water  from  the  pond  while  the  present  reasonable  use  continues.  Thei« 
will,  of  course,  be  an  increase  in  the  requirements  of  the  town  of  Lincoln, 
and  much  more  water  can  be  used,  if  required,  by  the  town  of  Concord  than 
has  been  drawn  in  the  last  few  months;  but  the  town  of  Concord  having^ 
provided  itself  with  an  auxiliary  source  of  water  supply,  there  will  now  be 
no  need  of  drawing  the  water  of  Sandy  Pond  to  the  former  low  levels 
for  a  long  time  in  the  future.  At  some  future  time,  when  it  becomcB 
necessary  to  use  greater  quantities  of  water  from  the  pond,  restrictions 
may  become  necessary  or  desirable,  but  in  the  opinion  of  the  Board  it 
is  not  for  the  best  interests  of  either  town  to  limit  the  quantity  of  water 
that  may  be  drawn  from  the  pond,  or  to  fix  a  low-water  mark,  or  plaee 
other  limit  as  to  the  height  at  which  the  water  must  be  maintained. 

In  view  of  the  dreumstances,  the  Board  finds  no  necessity  at  the  present 
time  for  regulating  the  draft  of  water  from  Sandy  Pond  or  the  height  of 
the  same,  or  for  the  establishment  of  a  low-water  mark. 

Changes  in  Leqiblation  which  affect  the  Work  of  the  Statb 

Inspbctobs  of  Health. 

During  the  legislative  session  of  1910  fhe  following  acts  were 
passed:  — 

1.  Belative  to  the  health  dietricts  and  to  the  inspectors  of  health  of  the 
Commonwealth. 

2.  Belative  to  the  examination  of  police  station  houses,  lock-ups  and 
houses  of  detention;  to  ascertain  the  sanitary  condition  of  such  houses 
and  lock-ups. 

3.  Belative  to  regulating  the  humidity  and  temperature  of  the  atmos- 
phere in  textile  factories. 

4.  Belative  to  trades,  processes  of  manufacture  or  occupations  inju- 
rious to  the  health  of  minors  under  eighteen  years  of  age. 

They  are  as  follows:  — 
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AoTB  or  1010,  Chaftbb  523. 

Ak  Act  helative  to  the  Health  Districts  and  to  the  Inspectors  of 

HeAI/TH    of    the    COMICONWEAI/TH. 

Be  it  encuited,  etc,  as  follows: 

Section  1.  Chapter  five  hundred  and  thirty-seven  of  the  acts  of  the 
year  nineteen  hundred  and  seren  is  hereby  amended  by  striking  out  section 
one  and  inserting  in  place  thereof  the  following:  —  Section  1,  The  state 
board  of  health  shall,  as  soon  as  may  be  after  the  passage  of  this  act, 
divide  the  commonwealth  into  not  more  than  fifteen  districts,  to  be  known 
as  health  districts,  and  the  board  may  from  time  to  time  modify  the  district 
lines  in  such  manner  as  it  may  deem  necessary  or  proper  for  carrjring  out 
tbe  purposes  of  this  act. 

Section  2.  Said  chapter  five  hundred  and  thirty-seven  is  hereby  further 
amended  by  striking  out  section  two  and  inserting  in  place  thereof  the  fol- 
lowing:—  Section  2.  After  the  division  aforesaid  has  been  made  the  state 
l>oard  of  health,  whenever  it  becomes  necessary  to  appoint  or  to  re-appoint 
a  state  inspector  of  health,  shall,  with  the  consent  of  the  governor  and 
council,  appoint  in  each  health  district  one  practical  and  discreet  person, 
learned  in  the  science  of  medicine  and  hygiene,  to  be  state  inspector  of  health 
in  that  district.  Eveiy  nomination  for  such  ofSce  shall  be  made  at  least 
seven  da3rs  prior  to  the  appointment.  A  state  inspector  of  health  thus  ap- 
pointed shall  hold  his  office  for  a  period  of  five  years  from  the  time  of  his 
appointment,  but  shall  be  liable  to  removal  from  office  by  the  state  board 
of  health  at  any  time. 

Section  3.  Said  chapter  five  hundred  and  thirty-seven  is  hereby  further 
amended  by  striking  out  section  six  and  inserting  in  place  thereof  the  fol- 
lowing:—  Section  6.  The  state  board  of  health,  with  the  approval  of  the 
governor  and  council,  shall  from  time  to  time  establish  the  salaries  of  said 
state  inspectors  of  health,  having  regard  in  each  district  to  the  extent  of  terri- 
tory, the  number  of  inhabitants,  the  character  of  the  business  there  carried 
on,  and  the  amount  of  time  likely  to  be  required  for  the  proper  discharge 
of  the  duties.  The  salaries  thus  established  shall  be  paid  from  the  treas- 
ury of  the  commonwealth  monthly.     [Approved  May  13,  1910. 

Acts  or  1910.  Chaftsb  405. 

An  Act  relative  to  the  Dtttiss  of  Inspectobs  of  Heai/th,  and  to  the 

State  Boabd  of  Health. 

Section  1.  The  state  inspectors  of  health,  in  addition  to  the  duties  pro- 
vided for  by  chapter  five  hundred  and  thirty-seven  of  tbe  acts  of  the  year 
nineteen  hundred  and  seven,  shall  annually  make  such  examination  of  police 
station  houses,  lock-ups  and  houses  of  detention  as  in  the  opinion  of  the 
state  board  of  health  may  be  necessary  to  ascertain  the  sanitary  condition 
of  such  houses  and  lock-ups. 
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Section  2.  The  state  board  of  health  shall  make  roles  for  police  station 
houses,  lock-ups  and  houses  of  detention,  regarding  the  care  and  use  of 
drinking  cups  and  of  dishes  used  for  food;  the  care  and  use  of  bedding,  and 
the  ventilation  of  the  buildings.  Such  rules  may  be  general,  or  may  be 
applicable  to  a  single  station  house,  house  of  detention  or  loek-up;  and  m 
copy  thereof  shall  be  sent  by  said  board  to  the  mayor  of  every  city  and  to 
the  selectmen  of  every  town  to  which  the  rules  apply.  It  shall  be  the  duty 
of  the  mayors  of  cities  and  the  selectmen  of  towns  to  which  the  rules  so 
made  apply  to  see  that  the  rules  are  enforced. 

Section  3.  No  station  house,  house,  of  detention  or  lock-up  shall  be  boilt 
hereafter  until  the  state  board  of  health  has  approved  in  writing  the  plans, 
provisions  for  lighting,  heating  and  ventilation  and  the  disposal  of  sewa^, 
and  the  dimensions  and  form  of  construction  of  the  cells. 

Section  4.  In  order  to  carry  out  the  provisions  of  this  act  there  may  be 
expended  from  the  treasury  of  the  commonwealth,  annually,  a  sum  not 
exceeding  eight  hundred  dollars  in  addition  to  the  five  thousand  dollars 
authorized  by  section  seven  of  chapter  five  hundred  and  thirty-seven  of 
the  acts  of  the  year  nineteen  hundred  and  seven. 

Section  5.  This  act  shall  take  effect  upon  its  passage.  [Approved  AprU 
16,  1910. 

Acts  op  1910,  Chapter  543. 

An  Act  relative  to  Regulatino  the  Humiditt  and  Te^cpehatube  or 

THE  Atmosphere  in  Textile  Factories. 

Be  it  enacted,  etc.,  as  foUows: 

Section  1.  In  every  weaving  and  spinning  department  in  a  textile  factory 
wherein  water  is  introduced  for  humidifying  purposes  there  shall  be  pro- 
>nded,  maintained  and  kept  in  correct  working  order,  for  the  purpose  of 
recording  and  regulating  the  humidity  of  the  atmosphere  and  the  tempera- 
ture, at  least  one  set  of  standardized  wet  and  dry  bulb  thermometers,  and, 
if  required  by  a  state  inspector  of  health,  two  sets  of  such  thermometers, 
and  the  following  regulations  shall  be  observed  in  the  use  of  the  thermom- 
eters: (a)  The  thermometers  shall  be  placed  as  directed  or  sanctioned  by 
a  state  inspector  of  health,  and  shall  be  plainly  visible  to  the  workers. 
(b)  The  occupier  or  manager  or  person  for  the  time  being  in  charge  of  the 
weaving  or  spinning  department  in  question  shall  read  the  thermometers 
thrice  in  the  day,  namely,  between  seven  and  eight  o'clock  in  the  forenoon, 
between  t«i  and  eleven  o'clock  in  the  forenoon  and  between  three  and  four 
o'clock,  except  in  rooms  which  are  lighted  by  gas,  and  then  between  four 
and  five  o'clock,  in  the  afternoon  of  every  day  on  which  any  persons  are 
employed  in  any  weaving  or  spinning  department,  and  he  shall  record  the 
readings  of  each  thermometer  in  such  department  at  each  of  the  said  times 
upon  a  form  provided  for  the  purpose,  which,  together  with  the  regulations 
relating  thereto,  shall  be  furnished  by  the  state  board  of  health.  The  records 
of  the  readings  shall  not  be  destroyed  until  they  have  first  been  seen  by 
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the  state  inspector  of  health  in  whose  district  the  factoiy  is  situated,  and 
then  not  Tnthout  his  knowledge  and  consent. 

SscnoN  2.  Section  one  shall  not  apply  to  textile  factories  already 
equipped  with,  or  which  become  equipped  with,  such  a  number  and  type 
%f  standardized  self -registering  hygrometers,  or  psychrcMneters,  or  hygro- 
metric  system,  as  meet  the  approval  of  the  state  board  of  health,  provided 
that  the  manner  of  using  the  same  is  approved  by  the  state,  inspector  of 
health  in  whose  district  the  factory  is  situated,  and  provided  that  the  records 
of  the  readings  from  the  said  hygrometers,  or  hygrometric  system  installed, 
are  not  destroyed  without  the  knowledge  and  consent  of  said  inspector. 

SBcnoxr  3.  Section  one  shall  not  apply  to  textile  factories  the  occupier 
or  manager  or  person  in  charge  of  which  makes  use  of  the  sling  hygrom- 
eter with  the  express  purpose  of  quickly  and  accurately  determining  the 
a<stual  moisture  and  temperature  of  a  weaving  or  spinning  department  as 
frequently  and  in  such  a  manner  as  is  approved  by  the  state  inspector  of 
health  in  whose  district  the  factory  is  situated,  and  provided  that  the  records 
of  the  readings  from  the  use  of  the  said  hygrometer  are  not  destroyed 
without  the  knowledge  and  permission  of  said  inspector. 

SfiCnON  4.  No  owner,  occupier  or  manager  or  person  for  the  time  being 
in  charge  of  a  textile  factory  shall  permit  the  relative  humidity  in  a  weaving 
or  spinning  department  in  the  textile  factory  under  his  control  to  exceed 
the  following  limits : 
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Sscnoxr  5.  Water  used  for  humidifying  purposes  in  a  textile  factory 
shall  be  taken  either  from  a  public  supply  of  drinking  water,  or  from  some 
other  source  of  pure  water,  or  from  a  supply  of  water  which,  although  in 
the  opinion  of  the  state  board  of  health  not  suitable  for  drinking  purposes 
18  sufficiently  free  from  impurities  as  not  to  be  dangerous  to  the  health 
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of  employees  when  used  for  humidifying  purposes;  and  all  ducts  for  the 
introduction  or  distribution  of  humidified  air  shall  be  kept  clean. 

Section  6.  This  act  shall  be  enforced  by  the  state  inspectors  of  health 
under  the  supervision  of  the  state  board  of  health.  Whoever  fails  to  comply 
with  the  provisions  contained  herein  after  being  requested  so  to  do  by  a 
state  inspector  of  health  shall  be  fined  not  more  than  fifty  dollars  for  each 
offence. 

Sectign  7.  To  provide  for  the  expenses  necessary  in  carrying  out  the 
provisions  of  this  act,  in  connection  with  and  in  addition  to  the  duties  pro- 
vided for  by  chapter  five  hundred  and  thirty-seven  of  the  acts  of  the  year 
nineteen  hundred  and  seven,  there  may  be  expended  out  of  the  treasury  of 
the  commonwealth  annually  a  sum  not  exceeding  one  thousand  dollars  in 
addition  to  the  five  thousand  dollars  provided  for  by  section  seven  of  said 
chapter  five  hundred  and  thirty-seven.     [Approved  May  2S,  1910, 

Acts  or  1910,  Chaptsr  404. 

An  Act  relative  to  the  Employment  in  Dangerous  Trades  of  Minors 

UNDER  THE   AgE  OF   EIGHTEEN  YeARS. 

Chapter  five  hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hun- 
dred and  nine  is  hereby  amended  by  striking  out  section  seventy-five  and  in- 
serting in  place  thereof  the  following:  —  Section  75,  The  state  board  of 
health  may  from  time  to  time  upon  the  written  application  of  any  eitixen 
of  the  commonwealth,  or  upon  its  own  initiative,  after  such  investigation  as 
it  considers  necessary,  determine  whether  or  not  any  particular  trade,  process 
of  manufacture  or  occupation,  or  any  particular  method  of  carrying  on  such 
trade,  process  of  manufacture  or  occupation,  is  sufficiently  injurious  to  the 
health  of  minors  under  eighteen  years  of  age  employed  therein  to  justify 
their  exclusion  therefrom,  and  every  decision  so  rendered  shall  be  condu- 
sive  evidence  of  the  facts  involved  therein,  except  so  far  as  the  same  may 
later  be  revoked  or  modified  by  a  subsequent  decision  of  the  board*  Who- 
ever, after  being  notified  that  the  state  board  of  health  has  detennined  that 
a  particular  trade,  process  of  manufacture,  occupation  or  method  is  injurious 
as  above  stated,  employs  therein  a  minor  under  eighteen  years  of  age  shall 
be  punished  by  a  fine  of  not  more  than  two  hundred  dollars  and  not  less 
than  fifty  dollars  for  each  offence,  unless  prior  to  the  time  of  such  employ- 
ment such  determination  shall  have  been  revoked  or  modified  so  as  not  to 
include  the  employment  complained  of.     [Approved  April  16,  1910, 

The  State  Board  of  Health  hereby  declares  the  processes  named  in 
the  schedule  hereunder  to  be  injurious  to  the  health  of  minors  within 
the  meaning  of  chapter  404^  Acts  of  1910,  provided  that  the  law  shall 
not  apply  to  any  factory  wherein  such  special  measures  are  adopted  as 
appear  to  the  State  Inspector  of  Health  to  be  reasonably  practicable  and 
meet  the  necessities  of  the  case :  — 
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I.    Processes  involving  exposure  to  poisonous  dusts  or  substances :  — 

1.  Processes  in  the  manufacture  of  white,  red,  orange  or  yellow  lead. 

2.  Processes  in  the  manufacture  of  lead  pipe,  solder  and  plumbers* 

supplies. 

3.  Cutting  metal  articles  with  a  mixture  of  lead  and  tin,  or  lead  alone. 

4.  Processes  involving  exposure  to  lead  and  the  dust  of  plumbago  in 

dectrotyping. 

5.  Processes  involving  the  handling  of  white  lead  or  lead  monoxide 

(litharge)  in  rubber  factories. 

6.  Lead  paint  grinding. 

7.  Lead  working  in  the  manufacture  of  storage  batteries. 

8.  File  cutting  by  hand. 

9.  Tsrpesettingy  cleaning  or  handling  type  in  printing  offices. 
10.  Glazing  in  pottery  establishments. 

XL     Processes  involving  exposure  to  irritating  dusts :  — 

1.  Processes  involving  exposure  to  the  dust  of  graphite  in  the  manu- 

facture of  stove  polish. 

2.  The  operation  of  bronzing  in  the  lithographing  business,  and  the 

consequent  exposure  to  bronze  powder. 

3.  Cutlery  grinding,  and  grinding  or  polishing  in  the  manufacture  of 

machinery,  machine  parts  and  metal  supplies;  and  grinding, 
glazing  or  polishing  on  emery  or  buffing  wheels. 

4.  Cutting,  boring,  turning,  planing,  grinding,  doming,  facing  or 

polishing  pearl  shell. 

5.  Talc  dusting  in  rubber  works. 

6.  Sorting,  dusting,  cutting  or  grinding  rags. 

m.     Processes  involving  exposure  to  poisonous  gases  and  fumes :  — 

L  Spreading  rubber  on  cloth  and  the  consequent  exposure  to  naph- 
tha in  the  manufacture  of  rubber  goods. 

2.  The  use  of  naphtha  in  cement  work  in  rooms  in  shoe  and  rubber 

factories  which  are  not  provided  with  mechanical  means  of 
ventilation,  where  the  mixture  containing  naphtha  is  allowed 
to  remain  in  uncovered  receptacles. 

3.  Processes  involving  exposure  to  naphtha  in  the  manufacture  of 

japanned  or  patent  leather. 

4.  Exposure  to  escape  of  fumes  or  gases  from  lead  processes. 

IV.     Processes  involving  exposure  to  irritating  gases  and  fumes :  — 

1.  Oassing  in  textile  factories. 

2.  Singeing  in  print  works,  bleaching  and  dyeing  works. 

3.  Dipping  metal  in  acid  solutions. 

V.    Processes  involving  exposure  to  extremes  of  heat  and  other  conditions 
which  promote  susceptibility  to  disease. 
1.  Melting  or  annealing  glass. 
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5.  The  Legislature  of  1910  amended  sections  80  and  82^  chapter  514^ 
Acts  of  1909^  so  that  State  Inspectors  of  Health  now  have  authority  to 
issue  orders  relative  to  water-closets  for  both  sexes  in  factories  in  which 
five  or  more  persons  are  employed^  and  in  factories^  workshops,  mercan- 
tile or  other  establishments  or  offices  in  which  two  or  more  children 
or  women  are  employed. 

The  Supervision  or  the  Business  of  Plumbing. 

Acts  of  1910,  Chaptbr  607. 

An  Act  belative  to  the  Supervision  of  the  Business  of  Plumbing. 
Be  it  enacted,  etc,  m  follows: 

Section  1.  The  compensation  of  the  state  examiners  of  plumbers,  together 
with  the  travelling  and  other  necessary  expenses  of  the  clerk  and  the  travel- 
ling and  other  necessary  expenses  of  the  other  two  state  examiners  to  an 
amount  not  exceeding  in  the  aggregate  five  hundred  dollars  annually  for 
such  expenses  of  said  other  two  state  examiners,  shall,  when  approved  by 
the  chairman  of  the  state  board  of  health  and  by  the  governor  and  council, 
be  paid  from  the  treasury  of  the  conunonwealth. 

Section  2.  Certificates  of  registration  in  accordance  with  the  provisions 
of  section  two  of  chapter  four  hundred  and  fifty-five  of  the  acts  of  the  year 
eighteen  hundred  and  ninety-four  shall  be  issued  to  all  persons  who  have 
been  legally  registered  under  the  provisions  of  said  chapter,  provided  that 
such  persons,  after  notice,  register  anew  with  the  state  examiners  of  plumbers 
on  or  before  the  first  day  of  September,  nineteen  hundred  and  ten. 

Section  3.  So  much  of  chapter  five  hundred  and  thirty-six  of  the  acts  of 
the  year  nineteen  hundred  and  nine  as  is  inconsistent  herewith  is  hereby  re- 
pealed 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Approved  June 
P,  1910. 

At  a  meeting  of  the  State  Board  of  Health  held  on  July  21,  1910,  Mr. 
Charles  B.  Felton  was  reappointed  to  the  State  Board  of  Examiners  of 
Plumbers. 

A  detailed  report  of  the  work  carried  on  by  this  Board  in  1910,  to- 
gether with  recommendations  for  legislation,  appears  in  the  Supplement. 

Proprietary  Medicines. 

During  the  year  6  proprietary  preparations  containing  alcohol,  and 
with  no  statement  as  to  the  amount,  were  advertised  as  unsalable  at 
retail,  under  the  provisions  of  chapter  386  of  the  Acts  of  1906, 
namely :  — 

Dr.  Carpenter's  Equalizing  Drops.  Prepared  and  supplied  only  by  Drs. 
Carpenter  (Drs.  Geo.  C.  and  Mary  A.  Carpenter),  Lowell,  Mas;'. 
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Improved  Son  Cholerine  Mixture.  Prepared  only  by  the  Walker-Bintels 
Drag  Ckmipanyi  52  Temple  Place,  166  Summer  Street,  opposite  Station, 
and  244  Boylston,  comer  Church  Street,  Boston. 

Yino  de  Quina  y  Cacao  del  Dr.  Castillo.    Gutierrez  Hermanos,  Jerez. 

Highland  Malt  £ztract.  The  Springfield  Breweries  Company,  Springfield, 
Mass.,  U.  S.  A. 

Coke  Dandruff  Cure  and  Hair  T<Hiic.^  A.  B.  Bremer  Company,  New  York, 
Chicago. 

Mysterious  Pain  Cure.  Junius  Barnes  and  Son,  Proprietors,  Burling^n, 
Yt     (Also  contained  laudanum.) 

The  following  preparations  were  also  advertised  as  unsalable  at  retail, 
under  the  provisions  of  chapter  386  of  the  Acts  of  1906 :  — 

Gauvin's  Aniseed  Syrup  (Sirop  D'Anis  Gauvin).^  J.  A.  £.  Gauvin,  Dis- 
pensing Chemist,  850  St  Catherine  Street  East,  Montreal;  Branch,  Lowell, 
Mass.  (Contained  morphine,  with  no  statement  as  to  the  percentage  of  mor- 
phine present) 

Kef  aline:  The  Celebrated  Headache  Cure.  Manufactured  by  the  Kef  aline 
Company,  Boston,  Mass.  (Contained  acetanilid,  with  no  statement  as  to  the 
percentage  of  acetanilid  present.) 

Food  and  Dbuo  Insfbction. 

The  number  of  samples  of  foods  and  drugs  collected  and  examined 
during  the  year  ended  Nov.  30^  1910^  was  7^805^  and  the  total  number 
since  the  work  was  begun  in  1882  has  now  reached  198^425. 

During  the  year  257  prosecutions  were  made  in  the  various  courts 
of  the  Commonwealth^  bringing  the  total  number  to  3^829.  The  details 
are  presented  in  the  Supplement 

Inspection  of  Liquobs. 

The  work  of  the  Board  in  connection  with  the  duties  of  the  office  of 
inspector  and  assayer  of  liquors,  transferred  to  the  Board  in  1902^  is 
reported  upon  in  the  Supplement 

Insfbction  of  Daisies. 

During  the  year  ended  Nov.  30^  1910^  2,053  dairies  were  examined 
by  the  Board's  veterinarian^  and  the  attention  of  737  proprietors  and  of 
boards  of  health  of  cities  and  towns^  wherein  the  dairies  were  situated 
or  the  product  thereof  sold^  was  called  to  a  total  of  2^515  objectionable 
conditions. 
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Of  the  total  number  of  dairies  examined^  1^983  were  situated  in 
Massachusetts  and  70  in  the  neighboring  States.  The  details  will  be 
found  in  the  Supplement. 

Reports  upon  Fatality  of  Certain  Diseases,  OfiScial  Returns  of  Deaths 
in  Cities  and  Large  Towns^  the  Vital  Statistics  of  the  State^  the  Pro- 
duction, Distribution  and  Use  of  Diphtheria  Antitoxin  and  Vaccine,  and 
upon  Bacteriological  Diagnosis  are  presented  in  the  Supplement. 

Routine  Work  op  the  Boabd. 

Statistical  Table  for  the  Tear  ended  Nov.  30,  1910. 

Whole  number  of  samples  of  food  and  drugs  examined,  .        .  7,805 

Samples  of  milk  examined  (included  in  the  foregoing),  .        .  5^96 

Number  of  prosecutions  against  offenders  during  the  year,  .  257 

Number  of  convictions  during  the  year, 244 

Amount  of  fines  imposed, $5,395.21 

Number  of  dairies  examined, 2,053 

Number  of  packages  of  antitoxin  of  1,500  units  each  issued 

to  cities  and  towns, 92,623 

Number  of  tubes  of  vaccine  issued  to  cities  and  towns,  .        .  76,690 

Number  of  bacterial  cultures  made  for  diagnosis  of  diphtheria 

in  cities  and  towns, 3,531 

Number  of  examinations  made  for  diagnosis  of  tuberculosis,  .  1,997 

Number  of  examinations  of  blood  made  for  diagnosis  of  mala« 

rial  idfection, 56 

Number    of    examinations    of    blood    made    for    diagnosis    of 

typhoid  fever, 874 

Number  of  nitrate  of  silver  solution  outfits  for  use  in  cases 

of  ophthalmia  neonatorum  sent  to  physicians   (5,278)   and 

boards  of  health  (1,641)  during  the  period  July  to  Nov.  30, 

1910, 6.929 

Number  of  notices  of  cases  of  infectious  diseases  received  and 

recorded  under  the   provisions  of  chapter  75,  section  52, 

Revised  Laws, 50367 

Force  employed  in  general  work  of  Board  at  central  office. 

State  House :  — 

Secretary, 1 

Assistant  to  the  secretary, 1 

Clerks, 7 

Messengen, 2 

Sanitary  inspector  of  dairies, 1 

Total, 'n 
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Foree  employed  for  food  and  drag  inspection :  — 

ChemistB  and  assistants, 4 

Inspectors, 4 

Total, 8 

Foree  employed  at  laboratory  (Bussey  Institation) :  — 

Pathologist, 1 

Expert  assistants, 2 

Stable  helpers, 7 

Total, 10 

Under  the  Provisions  of  Sections  112  to  118  of  Chapter  75,  Revised  Laws, 

Applications  for  advice  from  cities,  towns  and  others :  — 

Relating  to  water  supply, 96 

Relating  to  ice  supply, 8 

Relating  to  sewerage  and  drainage, 26 

Relating  to  pollution  of  streams, 4 

Sfisodlaneous, 5 

Total, 139 


Number  of  samples  of  water,  ice  and  sewage  examined  chemi- 
cally at  the  laboratory.  Room  502,  State  House, 

Number  of  samples  of  water,  ice  and  sewage  examined  micro- 
scopically at  the  laboratory.  Room  502,  State  House,     . 

Number  of  samples  of  water  examined  for  lead,  zinc,  copper, 
etc,  in  connection  with  corrosion  of  pipes  experiments,  . 

Number  of  samples  of  sewage  examined  for  alcohol  in  con- 
nection with  special  investigations, 

Number  of  samples  of  water,  sewage,  ice,  etc.,  examined  chemi- 
cally and  bacterially  at  Lawrence  Experiment  Station,    . 

Number  of  samples  of  water,  sewage  and  ice  examined  bac- 
terially,       

Number  of  samples  of  sand  examined  chemically  and  mechani- 
«ny, 

Number  of  samples  of  sand  examined  chemically  only. 

Number  of  samples  of  sand  examined  mechanically  only,  . 

Number  of  samples  of  air  examined  bacteriaUy, 

Total  number  of  samples 


7,238 

2,463 

124 

47 

3,229 

2,967 

13 

71 

20 

272 

16,444 
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Force  employed  at  Central  office:  — 

Chief  engineer, 1 

Assistant  engineers, 12 

Stenographers  and  clerks, 4 

Messenger, 1 

Force  employed  at  laboratory.  Room  502,  State  House:  — 

Chief  chemist, 1 

Assistant  chemists, 7 

Biologist, 1 

Stenographer  and  clerks, 2 

Force  employed  at  Lawrence  Experiment  Station:  — 

Assistant  chemists, 2 

Bacteriologists, 2 

Other  assistants  and  laborers, 3 

Total  ordinary  force, 


—        18 


11 


36 


The  number  of  applications  for  advice  under  the  provisions  of  the  acts 
relating  to  water  supply  and  sewerage,  received  since  July^  1886,  when 
these  acts  first  went  into  operation^  is  as  follows:  — 


1886, 8 

1887, 22 

1888, 28 

1889, 38 

1890, 23 

1891, 53 

1892, 56 

1893, 51 

1894, 53 

1895, 52 

1896, 65 

1897, 59 

1898, 75 

1899, 79 


1900, 104 

1901, 105 

1902, 93 

1903, 129 

1904, 125 

1905, 105 

1906, 130 

1907, 125 

1908, 134 

1909, 128 

1910, 139 

Total,        ....  1,979 


Appropriations. 

The  appropriations  for  the  year  ended  Nov.  30, 1910,  as  recommended 
by  the  Board  in  the  annual  estimates  made  under  the  provisions  of  chap- 
ter 6,  section  26,  of  the  Revised  Laws,  were  as  follows :  — 
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For  the  general  expenses  of  the  Board, $27,500  00 

For  the  inspeetion  of  food  and  drags, 14,500  00 

For  the  production  and  distribution  of  antitoxin  and  vaccine,  .  20,000  00 

For  the  purity  of  inland  waters, 36,000  00 

For  the  examination  of  sewer  outlets  and  Neponset  River,  .  14,000  00 

For  printing  the  annual  report, 3,000  00 

State  Inspectors  of  Health, 31,800  00 

For  the  prevention  of  ophthalmia  neonatorum,  ....  2,500  00 


Total, $149,300  00 

Expenditures. 

The  expenditures  under  the  different   appropriations  for  the  year 
ended  Nov.  30,  1910,  were  as  follows :  — 

General  Expenditures, 

Appropriation    (including  appropriation   for  investigation  of 
anterior  poliomyelitis  and  appropriation  for  Sandy  Pond, 

Merrimack  River,  etc.), $27,500  00 

Salaries, $14,677  45 

Traveling   expenses, 2,417  OS 

Stationery,  maps  and  blue  prints, 485  88 

Printing, 2,871  99 

Books,  subscriptions  and  binding, 511  78 

Advertising, 98  33 

Express  charges, 113  58 

Extra  services, 745  16 

Meeifenger, 185  80 

Postage  and  postal  orders, 1,282  76 

Telephone  and  telegraph  messages^ 377  05 

Typewriting  supplies, 110  58 

Special  investigations, 316  71 

Sundry  office  supplies, 337  14 

Laboratory  supplies, 315  87 

Labor  and  materials, 38  19 

Miscellaneous, 114  44 

Total, $24,999  79 
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Expenditures  for  the  Prc^duction  and  Distribution  of  Antitoxin  trnd  Vaedne 

for  the  Tear  ended  Nov,  30,  1910. 

Appropriation, $20,000  00 

Salaries, $7,678  15 

Printing, ,        .        .        .  296  16 

Stationery, 52  50 

Laboratory  supplies, 2,862  04 

Laboratory  construction, 1,302  82 

Rent  of  laboratory  and  stable, 2,008  32 

Express  charges, 40  47 

Traveling, .7  66 

Purchase  of  animalsi, 1,663  09 

Board  of  horses  and  horse  shoeing, 71  72 

Services  of  veterinary, 22  00 

Food  for  animals, 3,013  08 

Rental  of  telephone,  messages  and  postage, 163  30 

Extra  services, 149  85 

Ice, 79  20 

Gas,  electric  lighting,  heating  and  water, 357  05 

Miscellaneous, 224  90 

Total, $19,992  31 

Expenditures  under  the  Provieiona  of  the  Food  and  Drug  Acts  for  the  Tear 

ended  Nov.  30,  1910. 

Appropriation, $14,500  00 

Salaries  of  analysts, $5,500  00 

Salaries  of  inspectors, 5,206  05 

Traveling  expenses  and  purchase  of  samples 2,903  06 

Apparatus  and  chemicals, 324  63 

Printing, 52  20 

Services,  cleaning  laboratory, 104  00 

Express  and  telephone, 23  64 

Sundiy  laboratory  supplies, 152  39 

Books,  binding  and  stationery, 27  45 

Extra  services, 182  32 

Advertising, 23  38 

Total, $14,499  12 
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For  eamying  out  the  Provisiona  of  the  Act  to  protect  the  Purity  of  Inland 
Waters,  and  to  require  Consultation  with  the  State  Board  of  Health 
regarding  the  Estdbliehment  of  Systems  of  Water  Supply,  Drainage 
and  Sewerage. 

Appropriation  for  the  year  ended  Nov.  30,  1910,      .        .        .  $36,000  00 

Salaries,  inclnding  wages  of  laborers  at  Lawrence  Experiment 

Station, $30,064  78 

Apparatus  and  materials, 1,592  01 

Rent  of  Lawrence  Exi)eriment  Station, 150  00 

Repairs  and  maintenance,  Lawrence  Experiment  Station,  .  186  00 

Traveling  expenses, 1,057  91 

Express  eharges, 1,725  99 

Books  and  binding, 188  62 

Maps  and  blue  prints, 98  68 

Statimiery,  drawing  materials  and  typewriting  supplies,  .  480  42 

Telephone  and  telegraph  messages  and  postage,  ....  48  65 

Extra  services, 107  57 

Services,  collecting  samples  and  reading  gauges,  ....  19  45 

MiseeUaneous, 279  69 

Total, $35,999  77 

For  the  Examination  of  Sewer  Outlets,  under  the  Provisions  of  Section  4  of 

Chapter  73  of  the  Revised  Laws, 

Appropriation  for  the  year  ended  Nov.  30,  1910,      .        .        .  $14,000  00 

Salaries,  including  wages  of  laborers  at  Lawrence  Experiment 

Station, $10^97  17 

Apparatus  and  materials, 507  30 

Labor, 1  10 

Traveling  expenses, 2,200  68 

Express  chaiges, 146  92 

Telephone  and  telegraph  messages  and  postage,  ....  103  94 

Extra  services, 40  45 

Services,  collecting  samples  and  reading  gauges,  ....  75  85 

Books,  maps,  blue  prints  and  binding, 309  84 

Stationery,  drawing  materials  and  typewriting  supplies,  .  358  77 

Miscellaneous,                        57  63 

Total, $13,999  65 
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Expemen  under  the  Provmone  of  the  Act  to  provide  for  the  Estdbliahw^ent  of 
liealih  Dieiricte  and  the  Appointment  of  Inepeetors  of  Health  (Chapter 
637,  Acts  of  1907;  Chapters  405  and  543,  Acts  of  1910),  for  the  Tear 
ended  Nov.  30, 1910. 

Appropriation:  — 

Halaricii  of  State  Inspectors  of  Health,        ....     f25,000  00 
Other  expenses  necessary  in  carrying  ont  the  provisions  of 
the  health  district  acts, 6,800  00 


Total, $31,800  00 

Rslaries  of  State  Inspectors  of  Health, $25,000  00 


Halarics  of  clerical  and  other  assistants, 

Kxtra  services, 

Travelinfir  expenses,      .... 

Kx  proas  oharfifes, 

Printinir, 

I4ooks  and  stationery,  .... 

Po«taire» 

Typowritinir  supplies  and  typewriting, 

Oflloe  BupplieSf 

Iiabomtory  apparatus,  .... 
Telephone  and  telegraph  n^essages, 
Mai^  and  blue  prints,  .... 
MtM^UaniHuia, 


1.700  00 

531  50 

2,486  78 

38  00 

662  81 

197  95 

503  84 

212  88 

44  95 

74  43 

101  67 

8  05 

70  72 

TotaK $31,633  63 

Tor  x^ftyi^^  omI  the  Prox^ons  of  the  Act  relative  to  the  Board  of  Approval 
of  S¥^t9\i^  Works  tM  the  Watershed  of  the  Charies  River  Baein  by  the 
Cit^  %^^  I^^K^Um  {Chai^er  ST^  of  the  Acts  of  iAK^>, 

.\|^|mHM'iali\>tt  for  the  ynar  wded  Xov.  :X^»  1910»    .  $1,800  00 


SaUri<«« 

SiatHvn^HTY  ai\%<  4r«vii\^  mahMriaK 
Ma(v!t  A»%|  K\)«  prir.t:^  « 
\t*^vtUyrts^\wk        .        .        ^        . 


$1,703  33 
18  25 
20  51 
44  89 
12  91 


T^'**'. 


$1,799  89 
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For  carrying  out  the  Provisions  of  the  Act  relative  to  the  Supervision  of 
the  Business  of  Plumbing  (Chapter  536  of  the  Acts  of  1909), 

Appropriation  for  the  year  ended  Nov.  30,  1910,  $4,400  00 

Salary,  derk, $2,000  00 

Wages,  second  and  third  examiners, 700  00 

Traveling  expenses, 517  14 

Express  charges, 29  66 

Printing, 512  40 

Postage, 420  87 

Books  and  stationery, 85  28 

Plnmbers'  materials, 30  25 

Cleaning, 21  25 

Extra  services, 623  68 

Advertising, 55  20 

Miscellaneous, 5  64 

Total, '  $5,001  37 

For  carrying  out  the  Provisions  of  the  Act  relative  to  the  Prevention  of 
Ophthalmia  Neonatorum  (Chapter  458  of  the  Acts  of  1910) » 

Appropriation,  April  27  to  Nov.  30,  1910, $2,500  00 

Salaries $40  00 

Ophthalmia  neonatorum  outfits, 888  79 

Printing, 43  85 

Postage, 261  57 

Extra  services. 62  08 

Express, 4  50 

Miscellaneous 1  40 

Total, $1,302  19 

HENRY  P.  WALCOTT. 
HIRAM  F.  MILLS. 
EGBERT   W.   LOVETT. 
GERARD   C.   TOBEY. 
JAMES  W.   HFLL. 
CHARLES   H.   PORTER. 
JUI^IAN  A.   MEAD. 

*  This  deficit  of  $601.37  was  duly  allowed  by  the  Governor  and  Cbuncil. 
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Belchertown  (spring). 

Beverly    (United    Shoe    Machinery 
Company). 

Bourne  (Sagamore)    (two). 

Braintree. 

Braintree  (Rioe  &  Hutohins). 

Cambridge  (well). 

Concord. 

Cummington. 

Dalton  (Dalton  Fire  District). 

Danvers   (spring). 

Dartmouth  (wells  at  linooln  Park) 
(two). 

Dracut  (Tyng'a  Pond)  (two). 

^airhaven  (wells). 

Gardner. 

rloucester  (West  .Gloueeater). 
ranviUe. 

eenfield  (Fire  District  No.  1). 
iley  (Hadley  Water  Supply 
imfistrict). 

Hamilton  (well  at  Asbuiy  Grove). 

Hardwick  (GilbertviUe). 

Harvard  (wells)   (two). 

Holyoke  (two). 

Hudson. 

Huntington  (Huntington  Fire  Dis^ 
trict)  (two). 

Hyde  Park  (two). 

Lancaster  (State  Industrial  School 
for  Girls). 

Lexington    (Jefferson   Union   Com- 
pany). 

LowelL 

Lynn  (two). 

hynn    (Creighton  Bros.). 

Lynn  (Springs  in  South  Peabody). 

Med  way  (two). 

Middleborough. 

Newton. 

Norfolk     (American     Felt     Com- 
pany). 

North     Adams     (Barber     Leather 
Company). 


North  Andover    (Davis  &    Furber 
Company). 

Northboroug^    (Whiting   Manufac- 
turing Company). 

Northfield. 

Norton  (wells). 

Palmer  (three). 

Palmer  (springs  in  Three  Rivers). 

Palmer  (Thomdike). 

Peabody. 

Peabody   (spring). 

Pepperell. 

Pittsfield  (four). 

Pittsfield  (Pittsfield  Junction). 

Plymouth. 

Randolph  and  HoJbrook. 

Rockport  (well). 

RusselL 

SaleoiL 

Salem  (spring). 

Salem  (Salem  Laundry  C!ompany). 

Bonih  Hadley   (Fire  District   No. 
2)  (two). 

Spencer. 

Springfield. 

Stoekbridge. 

Stougbton  (Plymouth  Rubber  Com- 
pany). 

Sutton    (Army   and   Navy   Cotton 
Duck  Company). 

Taunton. 

Taunton  (weU). 

Townsend  (well). 

Tyngsboroug^  (Willow  Dale). 

Wakefield. 

Walpole  (F.  W.  Bird  &  Son). 

Westfield    (Westfield   SUte   Sana- 
torium). 

Weston. 

Weston    (Hook  &  Hastings  Com- 
pany). 

Westport    (Westport   Manufactur- 
ing Company)  (two). 
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Ashburnhaxn. 

Coneord. 

Lexington. 

Medford. 

Melrose. 

Newton. 


Ice  Supply. 

Northampton. 

Quincy. 

Salisbury. 

Whitman. 

Wobum. 


Official  communications  were  made  during  the  year  under  general  and 
special  acts  relating  to  sewerage  and  sewage  disposal,  as  follows:  — 


Amherst  (three). 

Attleborough. 

Boston. 

Braintree. 

Broekton. 

Canton  (Plymouth  Rubber  Com- 
pany). 

Dan  vers  (Creese  &  Cook  Com- 
pany). 

Greenfield  (two). 

Hinsdale. 

Holden   (School  building). 

Hyde  Park  (Tileston  &  Hollings- 
worth  Company). 

Leominster. 


Mansfield. 

Marlborough  (two). 

New  Bedford. 

Northampton. 

North    Reading     (North    Reading 

State  Sanatorium). 
Shirley    (F.   D.  Weeks  Extracting 

Company). 
Stoughton. 
Taunton. 

Walpole  (S.  Gray  Company). 
Westborough        (Hickey-Riedeman 

Company)  (two). 
Wrentham     ( W  r  e  n  t  h  a  m    State 

School). 


Danvers. 


Miscellaneous. 

I     Seekonk. 


Water  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  water  supply :  — 


Agawam. 

July  7,  1910. 

To  the  Board  of  Water  Commiasiofiers  of  the  Town  of  Agawam,  Messrs.  Henbt 
E.  BoDUBTHAy  Wn^LiAM  H.  Gbanoeb  and  Dennis  M.  Cbowley. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June 
3^  1910,  the  following  application  for  its  advice  as  to  and  approval  of  a 
plan  of  obtaining  water  for  the  supply  of  the  inhabitants  of  the  town 
of  Agawam :  — 
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Belchertown  (spring). 

Beverly    (United    Shoe    Machinery 
Company). 

Bourne   (Sagamore)    (two). 

Braintree. 

Braintree  (Rioe  &  Hutohins). 

Cambridge  (well). 

Concord. 

Cummington. 

Dalton  (Dalton  Fire  District). 

Dan  vers   ( spring) . 

Dartmouth  (wells  at  linooln  Park) 
(two). 

Draent  (Tyng's  Pond)  (two). 

J^airhaven  (weUs). 

laxdner. 

rloucester  (West  Gloucester), 
ranville. 

eenfield  (Fire  District  No.  1). 
iley  (Hadley  Water  Supply 
i^in^istrict). 

Hamilton  (well  at  Aabury  Qrove). 

Hardwick  (OilbertviUe). 

Harvard  (wells)   (two). 

Holyoke  (two). 

Hudson. 

Huntington  (Huntington  Fire  Dis- 
trict) (two). 

Hyde  Park  (two). 

Lancaster  (State  Industrial  School 
for  Girls). 

Lexington    (Jefferson   Union   Com- 
pany). 

LowelL 

Lynn  (two). 

Ljmn   (Creighton  Bros.). 

Lynn  (Springs  in  South  Peabody). 

Medway  (two). 

Middleborough. 

Newton. 

Norfolk     (American     Felt     Com- 
pany). 

North     Adams     (Barber    Leather 
Company). 


North  Andover  (Davis  &  Furber 
Company). 

Northborough  (Whiting  Manufac- 
turing Company). 

Northfield. 

Norton  (wells). 

Palmer  (three). 

Palmer  (springs  in  Three  Rivers). 

Palmer  (Thomdike). 

Peabody. 

Peabody   (spring). 

Pepperell. 

Pittsfidd  (four). 

Pittsfield  (Pittsfield  Junction). 

PlymoutJi. 

Randolph  and  Holbrook. 

Rockport  (well). 

RusselL 

Salem. 

Salem  (spring). 

Salem  (Salem  Laundry  Company). 

Soutii  Hadley  (Fire  District  No. 
2)   (two). 

Speneer. 

Springfield. 

Stoekbiidge. 

Stonghton  (Plymouth  Rubber  Com« 
pany). 

Sutt<«  (Army  and  Navy  Cotton 
Duck  Company). 

Taunton. 

Taunton  (weU). 

Townsend  (well). 

Tyngsboroug^  (Willow  Dale). 

Wakefield. 

Walpole  (F.  W.  Bird  &  Son). 

Westfield  (Westfield  State  Sana- 
torium). 

Weston. 

Weston  (Hook  ft  Hastings  Cook 
pany). 

Westport  (Westport  Manufaetor- 
ing  Company)  (two). 
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Ashbumham. 

Coneord. 

Jjeadngtou. 

Medford. 

Melrose. 

Newton. 


Ice  Sxtpply. 

Northampton. 

Quincy. 

Salisbury. 

Whitman. 

Wobum. 


Official  communications  were  made  during  the  year  under  general  and 
special  acts  relating  to  sewerage  and  sewage  disposal,  as  follows :  — 


Amherst  (three). 

Attleborough. 

Boston. 

Brain  tree. 

Brockton. 

Canton  (Plymouth  Rubber  Com- 
pany). 

Danvers  (Creese  &  Cook  Com- 
pany). 

Greenfield  (two). 

Hinsdale. 

Holden   (School  building). 

Hyde  Park  (Tileston  &  HoUings- 
worth  Company). 

Leominster. 


Mansfield. 

Marlborough  (two). 

New  Bedford. 

Northampton. 

North    Reading     (North    Reading 

State  Sanatorium). 
Shirley    (F.   D.   Weeks  Extracting 

Company). 
Stoughton. 
Taunton. 

Walpole  (S.  Gray  Company). 
Westborough        (Hickey-Riedeman 

Company)  (two). 
Wrentham     ( W  r  e  n  t  h  a  m    State 

School). 


Danvers. 


Miscellaneous. 

I      Seekonk. 


Wateb  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  water  supply:  — 


Agawam. 

July  7,  1910. 

To  the  Board  of  Water  CommiBsiotiers  of  the  Town  of  Agaivamf  Messrs.  Henry 
£.  BoDUBTHA,  William  H.  Granger  and  Dennis  M.  Crowley. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June 
3,  1910,  the  following  application  for  its  advice  as  to  and  approval  of  a 
plan  of  obtaining  water  for  the  supply  of  the  inhabitants  of  the  town 
of  Agawam :  — 
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Belchertown  (spring). 

Beverly    (United    Shoe    Machinery 
Company). 

Bourne   ( Sagamore )    (two ) . 

Braintree. 

Braintree  (Rioe  &  Hutohins). 

Cambridge  (well). 

Concord. 

Cummington. 

Dalton  (Dalton  Fire  District). 

Dan  vers   (spring). 

Dartmouth  (wells  at  linooln  Park) 
(two). 

Dracut  (Tyng's  Pond)  (two). 

^airhaven  (wells). 

laxdner. 

floucester  (West  Gloucester), 
ranville. 

eenfield  (Fire  District  No.  1). 
iley  (Hadley  Water  Supply 
gistrict). 
dlton  (well  at  Asbury  Qrove). 

Hardwick  ((Hlbertville). 

Harvard  (wells)   (two). 

Holyoke  (two). 

Hudson. 

Huntington  (Huntington  Fire  Dis- 
trict) (two). 

Hyde  Park  (two). 

Lancaster  (State  Industrial  School 
for  Girls). 

Lexington    (Jefferson  Union   Com« 
pany). 

LowelL 

Lynn  (two). 

Ljmn    (Creighton  Bros.). 

Lynn  (Springs  in  South  Peabody). 

Medway  (two). 

Middleborough. 

Newton. 

Norfolk     (American     Felt     Com- 
pany). 

North     Adams     (Barber    Leather 
Company). 


North  Andover  (Davis  &  Furber 
Company). 

Northborough  (Whiting  Manufac- 
turing Company). 

Northfield. 

Norton  (wells). 

Palmer  (three). 

Palmer  (springs  in  Three  Rivers). 

Palmer  (Thomdike). 

Peabody. 

Peabody   (spring). 

Pepperell. 

Pittsfield  (four). 

Pittsfield  (Pittsfield  Junction). 

Plymouth. 

Randolph  and  Halbrook. 

Rockport  (well). 

RusselL 

Salcim. 

Salem  (spring). 

Salem  (Salem  Laundry  Company). 

South  Hadley  (Fire  District  No. 
2)  (two). 

Spencer. 

Springfield. 

Stoekbridge. 

Stougfaton  (Plymouth  Rubber  Com- 
pany). 

Sutt<m  (Army  and  Navy  Cotton 
Duck  Company). 

Taunton. 

Taunton  (weU). 

Townsend  (well). 

Tyngsborough  (Willow  Dale). 

Wakefield. 

Walpole  (F.  W.  Bird  &  Son). 

Westfield  (Westfield  State  Sana- 
torium). 

Weston. 

Weston  (Hook  ft  Hastings  Com- 
pany). 

Westport  (Westport  Manufaetor- 
ing  Company)  (two). 


No.  34.] 


ADVICE  TO  CITIES  AND  TOWNS. 


55 


Ashbamham. 

Coneord. 

Lexington. 

Medford. 

Melrose. 

Newton. 


Ice  Sxtpply. 

Northampton. 

Quincy. 

Salisbury. 

Whitman. 

Wobum. 


0£5cial  communications  were  made  during  the  year  under  general  and 
special  acts  relating  to  sewerage  and  sewage  disposal,  as  follows :  — 


Amherst  (three). 

Attleborough. 

Boston. 

Braintree. 

Brockton. 

Canton  (Plymouth  Rubber  Com- 
pany). 

Danvers  (Creese  &  Cook  Com- 
pany). 

Greenfield  (two). 

Hinsdale. 

Holden   (School  building). 

Hyde  Park  (Tileston  &  Hollings- 
worth  Company). 

Leominster. 


Mansfield. 

Marlborough  (two). 

New  Bedford. 

Northampton. 

North    Reading     (North    Reading 

State  Sanatorium). 
Shirley    (F.   D.   Weeks  Extracting 

Company). 
Stoughton. 
Taunton. 

Walpole  (S.  Gray  Company). 
Westborough        (Hickey-Riedeman 

Company)  (two). 
Wrentham     ( W  r  e  n  t  h  a  m    State 

School). 


Danvers. 


Miscellaneous. 

I      Seekonk. 


Wateb  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  water  supply :  — 


Agawam. 

July  7,  1910. 

To  the  Board  of  Water  CommisHof^ers  of  the  Town  of  Agawam,  Messrs.  Henry 
E.  BoDUBTHAy  William  H.  Granger  and  Dennis  M.  Crowley. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June 
3,  1910,  the  following  application  for  its  advice  as  to  and  approval  of  a 
plan  of  obtaining  water  for  the  supply  of  the  inhabitants  of  the  town 
of  Agawam :  — 
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Belchertown  (spring). 

Beverly    (United    Shoe    Machinery 
Company). 

Bourne   (Sagamore)    (two). 

Braintree. 

Braintree  (Rioe  ft  Hutohins), 

Cambridge  (well). 

Concord. 

Cummington. 

Dalton  (Dalton  Fire  District). 

Danyers   (spring). 

Dartmouth  (wells  at  Lincoln  Park) 
(two). 

Draeut  (Tyng's  Pond)  (two). 

Pairhaven  (wells). 

laxdner. 

'rloucester  (West  Oloucester). 
ranville. 

eenfield  (Fire  District  No.  1). 
iley  (Hadley  Water  Supply 
n^gll'istrict) . 

Hamilton  (w^  at  Asbury  Grove). 

Hardwick  ((HlbertviUe). 

Harvard  (wells)   (two). 

Holyoke  (two). 

Hudson. 

Huntington  (Huntington  Fire  Dis- 
trict) (two). 

Hyde  Park  (two). 

Lancaster  (State  Industrial  School 
for  Girls). 

Lexington    (Jefferson   Union   Com« 
pany). 

LowelL 

Lynn  (two). 

Ljmn    (Creighton  Bros.). 

Lynn  (Springs  in  South  Peabody). 

Medway  (two). 

Middleborough. 

Newton. 

Norfolk     (American     Felt     Com- 
pany). 

North     Adams     (Barber    Leather 
Company). 


North  Andover  (Davis  &  Fniber 
Company). 

Northborough  (Whiting  Manufac- 
turing Company). 

Northfield. 

Norton  (wells). 

Palmer  (three). 

Palmer  (springs  in  Three  Rivers). 

Palmer  (Thomdike). 

Peabody. 

Peabody   (spring). 

Pepperell. 

Pittsfield  (four). 

Pittsfield  (Pittsfield  Junction). 

Plymouth. 

Randolph  and  Holbrook. 

Rockport  (well). 

RusselL 

Salem. 

Salem  (spring). 

Salem  (Salem  Laundry  Company). 

Sonih  Hadley  (Fire  District  No. 
2)   (two). 

Spencer. 

Springfield. 

Stoekbridge. 

Stougbton  (Plymouth  Rubber  Com- 
pany). 

Sutt<m  (Army  and  Navy  Cotton 
Duck  Company). 

Taunton. 

Taunton  (weU). 

Townsend  (well). 

Tyngsborough  (Willow  Dale). 

Wakefield. 

Walpole  (F.  W.  Bird  ft  Son). 

Westfield  (Westfield  State  Sana- 
torium). 

Weston. 

Weston  (Hook  ft  Hastings  Com- 
pany). 

Westport  (Westport  Manufactur- 
ing Company)  (two). 
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Ashbnmliam. 

Concord. 

Leziiig^ii. 

Medford. 

Melrose. 

Newton. 


Ice  Sxtpply. 

Northampton. 

Quincy. 

Salisbury. 

Whitman. 

Wobum. 


Official  communications  were  made  during  the  year  under  general  and 
special  acts  relating  to  sewerage  and  sewage  disposal,  as  follows :  — 


Amherst  (three). 

Attleborough. 

Boston. 

Braintree. 

Brockton. 

Canton  (Plymouth  Rubber  Com- 
pany). 

Danvers  (Creese  &  Cook  Com- 
pany). 

Greenfield  (two). 

Hinsdale. 

Holdoi   (School  building). 

Hyde  Park  (Tileston  &  HoUings- 
worth  Company). 

Leominster. 


Mansfield. 

Marlborough  (two). 

New  Bedford. 

Northampton. 

North    Reading     (North    Reading 

State  Sanatorium). 
Shirley    (F.   D.  Weeks  Extracting 

Company). 
Stoughton. 
Taunton. 

Walpole  (S.  Gray  Company). 
Westborough        (Hickey-Riedeman 

Company)  (two). 
Wrentham     ( W  r  e  n  t  h  a  m    State 

School). 


Danvers. 


Miscellaneous. 

I     Seekonk. 


Water  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  water  supply :  — 


Agawam. 

July  7,  1910. 

To  the  Board  of  Water  Commissiofiers  of  the  Town  of  Agawam,  Messrs.  Henry 
E.  BoDUBTHAy  William  H.  Gkanoer  and  Dknnis  M.  Cbowley. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June 
3,  1910,  the  following  application  for  its  advice  as  to  and  approval  of  a 
plan  of  obtaining  water  for  the  supply  of  the  inhabitants  of  the  town 
of  Agawam :  — 
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The  town  of  Agawaxn  hereby  requestB  the  advice  and  approval  of  your 
HoDorahle  Board  of  the  purchase  and  distrihntion  of  water  from  the  Little 
River  water  supply  system  of  the  city  of  Springfield  for  the  use  of  the  in- 
habitants of  the  town  of  Agawam  for  water  supply  purposes  under  the 
provisions  of  section  1  of  chapter  353  of  the  Acts  of  the  year  1905,  said 
chapter  having  been  accepted  by  the  town  at  a  meeting  legally  called  and 
held  July  28,  1905. 

A  plan  is  submitted  herewith  showing  proposed  pipe  lines,  and  points 
at  which  connections  are  to  be  made  with  the  Springfield  pipe  line. 

The  application  is  accompanied  by  a  plan  showing  two  systems  of 
pipe  lines :  one,  in  the  village  of  Feeding  Hills  connecting  with  the  Little 
Biver  pipe  line  of  the  city  of  Springfield  a  little  less  than  a  mile  east  of 
the  Proven  Mountain  Beservoir,  and  the  other,  a  system  of  pipe  lines  in 
Main,  Elm,  Meadow,  School  and  Biver  streets  in  and  about  the  village 
of  Agawam  in  the  easterly  part  of  the  town,  connecting  with  the  West 
Springfield  water  supply  system,  which  now  supplies  a  part  of  Agawam 
adjacent  to  the  village  of  Mittineague,  at  a  point  on  Main  Street  near 
the  Westfield  Biver  bridge.  A  letter  of  your  engineer  states  that  for 
the  village  of  Agawam  water  will  be  taken  from  the  West  Springfield 
system  at  the  point  indicated  above. 

The  Board  has  considered  the  plans  presented  and  concludes  that  the 
use  of  water  from  the  Little  Biver  water  supply  of  the  city  of  Spring- 
field will  be  an  appropriate  method  of  providing  a  water  supply  for  the 
village  of  Feeding  Hills  and  its  neighborhood  in  the  town  of  Agawam, 
and  that  by  diverting  water  from  the  Springfield  pipe  line  east  of  the 
Proven  Mountain  Beservoir,  as  proposed,  an  ample  supply  off  water  can 
be  obtained  for  all  the  requirements  of  the  village. 

The  plan  of  supplying  the  village  of  Agawam  and  its  neighborhood 
from  the  water  works  of  the  town  of  West  Springfield,  which  now  sup- 
plies water  to  a  portion  of  the  village  of  Mittineague  in  the  northerly 
part  of  Agawam,  appears  to  be  a  practicable  and  satisfactory  method  of 
providing  a  water  supply  for  that  section  of  the  town  of  Agawam. 

The  Board,  acting  under  the  provisions  of  chapter  353  of  the  Acts  of 
the  year  1905,  approves  the  purchase  by  the  town  of  Agawam  from  the 
city  of  Springfield  of  water  for  the  supply  of  the  village  of  Feeding 
Hills  from  the  Little  Biver  supply  of  said  city,  and  approves  also  the 
purchase  of  water  from  the  town  of  West  Springfield  for  the  supply  of 
the  village  of  Agawam  and  its  neighborhood.  The  Board  recommends 
that  the  capacity  of  the  pipe  lines  be  given  further  consideration  with 
the  view  of  increasing  the  efficiency  of  the  works  in  protection  against 
fire,  by  providing  pipes  of  larger  size  in  some  of  the  streets. 
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Amesbuey. 

Oct.  6,  1910. 

To  the  Board  of  Water  Commissioners  of  tlie  Town  of  Amesbury, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Oct.  6,  1910,  the  following  application:  — 

The  water  supply  of  the  town  of  Amesbury  has  been  found  to  be  wholly 
inadequate  both  in  quantity  and  quality  to  meet  the  demands  for  domestic 
use.  Lack  of  rainfall  and  growing  use  of  water  are  the  principal  reasons 
for  this  condition. 

The  water  commissioners  acting  under  an  act  of  the  Legislature  govern- 
ing the  water  supply  of  the  town,  passed  in  1906,  have  for  a  year  past 
.made  great  effort  to  secure  a  new  supply  of  water.  The  location  we  are 
now  operating  upon  is  situated  two  miles  from  town  and  is  in  a  large 
watershed  area.  An  excellent  supply  of  water  has  been  obtained.  Thirty 
wells  have  been  driven  varying  in  depth  from  28  feet  to  58  feet.  The 
quantity  of  water  from  these  wells  will.be  ample  to  supply  the  town  for  all 
domestic  use. 

As  the  town  is  in  urgent  need  of  this  supply  of  water,  and  as  it  seems 
to  us  absolutely  necessary  to  connect  this  supply  with  the  mains  in  the 
system  before  cold  weather  sets  in  to  save  a  water  famine  in  winter,  we  re- 
Bpectfully  ask  your  Honorable  Board  to  pass  favorably  upon  this  peti« 
tion. 

The  Board  has  caused  the  locality  to  be  examined  and  has  considered 
the  results  of  investigations  of  various  sources  and  of  the  tests  made  to 
determine  the  quality  of  the  ground  water  in  the  locality  in  which  it  is 
proposed  to  locate  the  new  works.  A  careful  examination  of  the  various 
possible  sources  of  supply  in  the  easterly  and  northerly  parts  of  the  town 
failing  to  show  any  source  from  which  it  was  likely  that  an  adequate 
supply  of  good  water  for  its  requirements  could  be  obtained,  tests  were 
begun  with  a  view  to  obtaining  a  ground  water  supply  in  the  valley  of 
the  Powow  Biver  where  the  conditions,  judging  from  surface  indica- 
tions^ appeared  to  be  more  favorable  than  elsewhere  within  the  limits  of 
the  town. 

Tests  were  first  made  by  sinking  wells  in  the  valley  of  the  river  near 
the  town  farm  in  an  extensive  area  of  low  land  bordering  the  river,  and 
the  results  show  that  water  could  be  obtained  very  freely  from  the 
ground  in  this  region,  but  the  water  was  foimd  upon  analysis  to  be 
very  variable  in  character  and  in  general  of  poor  quality  for  domestic 
purposijBS. 

Tests  were  then  made  by  driving  wells  farther  up  the  valley  of  the 
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river  in  the  neighborhood  of  the  highway  which  crosses  the  river  about 
three-quarters  of  a  mile  east  of  the  outlet  of  Lake  Attitash.  Test  wells 
driven  in  this  region  penetrated  a  porous  stratum  from  which  water  could 
be  pumped  very  freely  and  the  water  of  these  wells  was  found  to  be  much 
softer  than  that  of  the  wells  farther  down  stream  and  of  better  quality 
than  that  of  your  present  sources. 

Subsequently  a  group  of  13  wells  west  of  the  highway  was  connected 
to  a  steam  pump  and  a  pumping  test  made  by  pumping  continuously 
from  these  wells  at  a  rate  of  about  500,000  gallons  per  day  from  August 
13  to  August  21,  inclusive.  During  this  test  the  water  contained  a 
larger  quantity  of  iron  than  is  found  in  good  well  waters^  but  the  quan- 
tity decreased  during  the  test  and  the  quality  of  the  water  improved 
in  most  respects,  the  results  on  the  whole  indicating  that  a  part  of  the 
water  entering  the  wells  was  derived  from  a  territory  which  furnishes 
water  containing  comparatively  little  iron. 

Further  tests  were  then  made  with  a  view  to  locating  wells  at  some 
V  place  where  water  free  from  an  excess  of  iron  could  be  obtained.  Water 
bf  good  quality  was  obtained  from  a  well  at  a  point  farther  up  the  valley 
about  a  quarter  of  a  mile  southwest  of  the  test  wells,  but  the  soil  in  the 
jl^^^n^on  about  this  well  being  composed  largely  of  boulders,  the  conditions 
were  not  favorable  for  obtaining  water  from  the  ground  by  means  of  tubu- 
lar wells.  Judging  from  the  test,  however,  there  is  no  reason  to  doubt  that 
a  large  quantity  of  water  might  be  obtained  from  the  ground  if  a  large 
well  were  constructed  in  this  locality. 

Subsequently,  other  tests  were  made  between  this  well  and  the  original 
test  wells,  the  results  indicating  that  the  water  along  the  southerly  side 
of  the  valley  is  of  better  quality  in  respect  to  hardness  and  the  quantity 
of  iron  present  than  the  water  of  the  test  wells;  while  farther  down  the 
valley,  east  of  the  wells,  the  ground  water  was  found  to  be  of  much 
poorer  quality,  resembling  the  water  of  the  wells  at  the  town  farm. 

The  results  as  a  whole  indicate  that  water  of  good  quality  for  domes- 
tic purposes  can  probably  be  obtained  from  the  groimd  along  the  south- 
erly side  of  the  valley  of  the  Fowow  River  southwest  of  the  wells  from 
which  the  pumping  test  was  made,  and  it  is  very  desirable  that  further 
tests  be  made  in  this  region,  especially  in  the  locality  of  the  test  wells 
known  as  Nos.  1  and  2,  by  sinking  a  large  test  well  and  pumping  from  it 
for  a  sufficient  time  to  determine  the  probable  quality  and  quantity  of 
water  to  be  obtained  there.  If  it  is  found  impracticable  to  obtain  a 
sufficient  quantity  of  water  for  all  requirements  in  this  locality,  it  is 
advisable  to  sink  additional  wells  in  the  rear  of  the  Moody  place,  the 
single  test  well  in  this  locality  having  shown  favorable  indications  as  to 
the  quantity  and  quality  of  water  likely  to  be  obtained  there.    These  two 
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localities  are  at  no  great  distance  apart,  and  in  case  of  need  both  sources 
might  be  utilized. 

It  appears,  however,  from  the  information  which  you  have  furnished 
as  to  the  difficulty  of  obtaining  an  adequate  quantity  of  water  from 
your  present  sources  under  existing  conditions,  that  an  additional  supply 
of  water  is  urgently  needed  to  meet  the  requirements  of  the  town  at  the 
present  time,  and  it  further  appears  that  the  best  practicable  plan  of 
securing  an  additional  supply  of  water  to  meet  an  immediate  emergency 
woxdd  be  to  utilize  the  water  of  the  test  wells  in  the  valley  of  the  Powow 
Kiver,  including  those  from  which  the  recent  pumping  test  was  made, 
since  the  water  of  these  wells  is  evidently  safe  for  drinking  and  though 
affected  by  a  slight  excess  of  iron  is  of  much  less  objectionable  quality 
than  that  of  the  average  of  your  present  sources. 

Considering  the  circumstances,  there  appears  to  the  Board  no  better 
way  of  securing  an  adequate  water  supply  for  the  requirements  of  the 
town  than  by  utilizing  for  the  present  the  test  wells  south  of  the  Powow 
River  from  which  the  recent  pumping  test  was  made,  including  the  other 
wells  lately  driven  in  this  neighborhood.  It  is  impossible  to  predict 
with  certainty  whether  the  quantity  of  iron  present  in  the  test  wells  will 
increase  if  they  are  used  continuously  as  a  source  of  water  supply  for  the 
town,  but  considering  the  fact  that  the  quantity  of  iron  decreased  during 
the  pumping  test,  it  is  unlikely  that  the  amount  remaining  in  the  water 
will  be  sufficient  for  a  time  at  least  to  affect  to  a  veiy  noticeably  unfa- 
vorable degree  the  quality  of  the  water  supplied  to  the  town  from  these 
sources.  It  is  not  unlikely,  moreover,  that  by  utilizing  the  wells  recently 
driven  in  the  higher  land  farther  from  the  river,  water  of  better  quality 
than  that  obtained  from  the  test  wells  will  be  secured.  If  it  should  be 
found  that  the  water  on  continued  use  contains  an  excessive  quantity  of 
iron  or  is  objectionable,  it  is  likely,  judging  from  the  tests  thus  far  made, 
that  wells  can  be  located  elsewhere  in  this  neighborhood  which  can  be 
operated  in  connection  with  the  proposed  works  and  which  will  furnish 
water  of  unobjectionable  quality. 

Considering  the  circumstances,  the  Board  consents  to  the  use  of  water 
from  the  test  wells  south  of  the  Powow  Biver  about  three-quarters  of  a 
mile  east  of  the  outlet  of  Lake  Attitash  or  KimbalPs  Pond,  as  shown  on 
a  plan  presented  with  your  application,  with  the  understanding  that  if 
the  quantity  of  iron  found  in  the  water  of  these  wells  should  prove  to 
be  objectionably  great,  further  tests  shall  be  made  in  this  region  and 
water  taken  from  localities  where  the  quantity  of  iron  is  found  to  be 
least. 


\ 
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Amhebst. 

Nov.  3,  1910. 
To  ih9  Amherst  Water  Company,  Amherst,  Maes, 

Gentlemen:  —  In  response  to  your  communication  relatiye  to  the 
use  of  Orient  Brook  as  a  temporary  source  of  water  supply  for  the  town 
of  Amherst^  the  State  Board  of  Health  has  caused  the  locality  to  be  ex- 
amined by  one  of  its  engineers  and  samples  of  the  water  of  the  brook 
to  be  analyzed. 

Orient  Brook^  at  the  point  at  which  it  is  proposed  to  take  the  water 
for  temporary  use,  has  a  drainage  area  of  9.2  square  miles,  a  little  over  6 
square  milesi  of  which  is  included  in  the  watershed  of  your  regular  sources 
of  supply.  Within  the  portion  of  the  watershed  below  your  present 
lower  dam  there  is  a  considerable  number  of  dwelling  houses  with  out- 
buildings, and  there  is  a  picnic  ground  located  just  above  the  intake, 
which,  however,  is  presumably  used  but  little  at  the  present  season  of 
the  year.  Most  of  the  buildings  within  the  watershed  are  located  at  a 
considerable  distance  from  the  streamB,  and  there  is  little  danger  that 
drainage  from  them  will  pollute  the  water  supply;  but  each  group  of 
buildings  should  be  carefully  inspected  with  a  view  to  preventing  the 
possible  pollution  of  the  streams  therefrom,  especially  in  times  of  heavy 
rain.  The  use  of  the  picnic  ground  should  be  discontinued  while  Orient 
Brook  water  is  being  supplied  to  the  town. 

With  the  precautions  suggested  the  Board  approves  the  use  of  Orient 
Brook  as, a  temporary  source  of  water  supply  for  the  Amherst  Water 
Company. 

Ashland. 

Aug.  4y  1910. 

To  Mr.  H.  E.  Wabrxn,  Chairman  of  Water  Supply  Committee,  Ashland,  Mass, 

Dear  Sir:  —  In  accordance  with  your  application  of  July  16,  1910, 
for  advice  with  reference  to  obtaining  a  water  supply  for  the  town  of 
Ashland  from  the  ground  north  of  the  Sudbury  Biver  a  short  distance 
west  of  the  town,  the  Board  has  caused  the  locality  to  be  examined  by 
its  engineer  and  a  sample  of  water  from  a  test  well  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  natural  ground  water  at  this 
place  is  of  good  quality  for  water  supply  purposes. 

The  material  penetrated  by  the  test  well  was  a  coarse  sand  and  gravel 
which  yielded  water  freely,  and  so  far  as  can  be  judged  from  surface  in- 
dications the  soil  is  of  similar  character  over  a  considerable  area  in  this 
region.  In  the  opinion  of  the  Board  the  tests  thus  far  made  are  suflS- 
ciently  favorable  to  warrant  a  further  and  more  thorough  investigation 
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of  the  practicability  of  obtaining  an  adequate  quantity  of  good  water 
for  the  town  from  the  ground  in  this  locality. 

The  Board  recommends  that  a  further  investigation  be  made  by  sink- 
ing additional  wells^  and  if  the  soil  is  found  to  be  favorable  over  a  con- 
siderable area  the  Board  recommends  that  a  pumping  test  be  made  by 
pumping  from  a  group  of  the  wells  for  a  period  of  several  days  at  a 
rate  of  as  much  as  75,000  gallons  per  day.  The  Board  will  assist  you 
in  further  investigations  by  making  the  necessary  analyses  of  water  and 
will  then  advise  you  definitely  as  to  the  practicability  of  obtaining  a 
supply  of  good  water  for  Ashland  from  the  ground  as  proposed. 

Sept.  19,  1910. 

To  the  Water  Supply  CommittM  of  the  Town  of  Ashland,  Mr.  H.  E.  Wabben, 

Chairman, 

Gektlehen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  as  to  the  practicability  of  obtaining  a  supply  of  good 
water  for  the  town  of  Ashland  from  the  ground  near  the  Sudbury  Biver, 
a  short  distance  west  of  the  village,  and  has  examined  the  results  of  a 
pumping  test  made  recently  by  pumping  from  a  group  of  tubular  wells 
in  this  locality. 

The  results  of  analyses  of  samples  of  water  collected  from  time  to  time 
during  the  test  indicate  that  the  ground  water  of  this  region  is  of  very 
good  quaUiy  for  the  purposes  of  a  public  water  supply,  and  the  quantity 
of  water  pumped  from  the  wells  during  the  test  indicates  that  with 
properly  designed  collecting  works  a  sufficient  quantity  of  water  for  the 
requirements  of  Ashland  can  be  obtained  from  the  ground  in  this  locality. 
In  the  opinion  of  the  Board,  it  is  practicable  for  the  town  to  obtain  an 
adequate  supply  of  good  water  from  the  ground  in  the  neighborhood  of 
the  location  of  the  wells  from  which  the  recent  test  was  made.  The 
Board  recommends  that  the  additional  wells  necessary  for  the  perma- 
nent supply  be  located  west  of  the  wells  from  which  the  test  was  made 
and  at  approximately  the  same  distance  from  the  river. 

Ashland  (Well). 

To  the  Board  of  Health  of  the  Town  of  Aehland.  "^^^^  ^>  ^^^^' 

Gentlemen:  —  In  accordance  with  your  request  an  examination  has 
been  made  of  the  well  from  which  water  is  taken  for  the  supply  of  the 
school  building  at  the  junction  of  Main  and  Union  streets,  and  samples 
of  the  water  have  been  analyzed.  The  well  in  question,  known  as  the 
Pratt  well,  is  located  in  the  village  of  Ashland  near  the  railroad  station 
and  there  are  numerous  sources  of  pollution  in  its  neighborhood. 
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The  results  of  the  analyses  show  that  the  water  has  at  some  time  been 
badly  polluted  and  not  thoroughly  purified  in  its  subsequent  passage 
through  the  ground  before  entering  the  well^  and  the  Board  recom- 
mends that  the  further  use  of  this  well  as  a  source  of  drinking  water 
supply  for  the  school  be  discontinued. 

Attlebobouoh. 

Apul  7,  1910. 

To  the  Board  of  Water  Commiesioners  of  tl^e  Town  of  Attlehorough, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Feb.  17,  1910,  an  application  for  advice  as  to  a  proposed  plan  of  increas- 
ing the  water  supply  of  the  town  of  Attlehorough,  accompanied  by  a 
report  of  your  engineer  and  plans  of  the  proposed  new  works. 

The  plans  recommended  provide  for  the  construction  of  a  storage  res- 
ervoir having  a  capacity  of  about  145,000,000  gallons  on  a  branch  of  the 
Seven  Mile  Biver  about  2.6  miles  above  the  wells  from  which  your  supply 
is  now  taken,  and  for  using  the  water  of  this  reservoir  to  supplement  the 
yield  of  the  wells  in  dry  weather. 

The  well  from  which  the  supply  of  the  town  was  originally  taken  in 

IS  locality  is  located  about  150  feet  east  of  the  Seven  Mile  Biver  and 
somewhat  more  than  250  feet  from  Orr's  Pond.  Tests  in  the  r^on 
about  this  well  previous  to  its  construction  showed  that  the  soil  near 
Orr's  Pond  and  along  the  lower  portion  of  the  course  of  the  Seven  Mile 
Biver  was  very  coarse  and  porous,  and  the  well,  which  evidently  collected 
a  large  proportion  of  the  ground  water  in  this  region,  supplied  all  of 
the  requirements  of  the  town  for  many  years.  The  addition  of  the  sec- 
ond well  a  few  years  ago  and  the  filter  gallery  between  the  two  wells 
did  not  increase  materially  the  quantity  of  water  obtainable  from  the 
ground  in  this  region ;  but  it  was  observed  that  in  dry  seasons  the  chan- 
nel of  the  Seven  Mile  Biver  became  dry  between  Orr's  Pond  and  a 
point  several  hundred  feet  above  the  wells,  though  water  was  flowing 
in  the  channel  of  the  river  farther  up-stream,  indicating  that  the  water 
of  the  stream  filtered  into  the  ground  at  a  point  above  the  wells  and 
probably  increased  their  yield. 

Advantage  was  taken  of  this  condition  to  increase  the  yield  of  the 
wells  in  a  dry  season  (1907)  by  pumping  water  from  Orr's  Pond  into 
the  channel  of  the  brook  in  the  neighborhood  of  the  wells,  and  this 
method  having  been  found  successful,  an  area  of  about  1.78  acres  of 
ground  was  cleared  between  the  wells  and  along  the  channel  of  the  brook 
near  Orr's  Pond,  and  in  recent  dry  seasons  the  jrield  of  the  wells  has 
been  greatly  increased  by  pumping  water  from  Orr's  Pond  intermittently 
upon  this  area. 

The  quantity  of  water  supplied  by  Orr's  Pond,  however,  appears  to 
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have  become  nearly  exhausted  at  the  end  of  the  year  1909,  and  the  plan 
now  proposed  is  to  provide  an  additional  supply  of  water  whereby  the 
flow  of  the  brook  may  be  maintained  in  dry  weather  and  the  yield  of 
the  wells  still  fartlier  increased  by  saturating  the  ground  about  them 
in  such  periods. 

The  Board  has  caused  the  location  of  the  proposed  reservoir  to  be 
examined  by  its  engineer,  and  has  examined  the  plans  of  the  works  now 
in  use  and  the  results  of  numerous  analyses  of  the  water  of  the  wells. 
These  results  do  not  show  that  the  water  has  thus  far  been  unfavorably 
affected  by  the  intermittent  application  of  water  from  Orr's  Pond  to  the 
ground  about  the  wells. 

If  the  proposed  reservoir  on  the  branch  of  the  Seven  Mile  Biver 
above  Washington  Street,  North  Attleborough,  should  be  constructed  and 
the  water  used  to  saturate  the  ground  about  the  present  wells  in  dry  sea- 
sons, it  is  probable  that  the  capacity  of  your  present  sources  of  supply 
could  be  enlarged  sufficiently  to  meet  the  requirements  of  the  town  for 
several  years  in  the  future.  The  site  of  the  proposed  reservoir  is  a 
favorable  one  for  the  purpose,  and  in  view  of  the  fact  that  the  water  is 
to  be  filtered,  it  will  not  be  necessary  to  prepare  the  area  to  be  flowed  as 
carefully  as  would  be  desirable  in  case  the  water  was  to  be  used  directly 
for  water  supply  purposes.  The  quality  of  the  water  of  the  reservoir  is 
likely  to  be  affected  by  the  presence  of  considerable  quantities  of  organic 
matter  in  the  earlier  years  of  its  use,  especially  in  summer,  but  its 
character  will  be  improved  by  flowing  through  the  channel  of  the  brook 
before  reaching  the  neighborhood  of  the  wells. 

It  is  not  practicable  to  predict  with  certainty  the  effect  of  increasing 
the  quantity  of  water  in  the  manner  proposed  upon  the  quality  of  the 
water  of  the  wells.  It  is  probable,  however,  that  if  the  water  is  applied 
to  the  prepared  areas  of  filter  beds  intermittently  and  in  quantities  no 
larger  than  necessary,  there  will  be  no  serious  deterioration  in  the  quality 
of  the  well  water.  If,  however,  deterioration  should  occur,  it  is  probable 
that  by  constructing  the  filtration  area  at  a  greater  distance  from  the 
wells  satisfactory  results  can  be  obtained.  There  are  suitable  areas  along 
the  brook  above  the  wells  which  might  be  used  for  this  purpose,  and  it 
is  understood  that  a  considerable  area  of  land  in  this  locality  has  already 
been  acquired  by  the  town.  It  is  desirable  that  considerable  areas  of 
land  in  this  r^on  be  controlled  by  the  town  in  any  case,  in  order  to  keep 
them  for  possible  future  use  and  prevent  their  occupation  by  buildings, 
drainage  from  which  would  probably  affect  unfavorably  the  quality  of 
the  water. 

Considering  all  the  circumstances,  the  Board  is  of  the  opinion  that 
the  proposed  plan  is  an  appropriate  one  for  increasing  the  water  supply 
of  the  town  of  Attleborough. 


64  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

"  '  July  7,  1910. 

To  tlie  Board  of  Water  Commissioners  of  the  Town  of  AWehorongh. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
June  16,  1910,  an  application  for  its  approval,  under  the  provisions  of 
chapter  468  of  the  Acts  of  the  year  1910,  of  the  location  of  a  proposed 
dam  and  reservoir  on  a  branch  of  the  Seven  Mile  Biver  a  short  distance 
west  of  Washington  Street  in  the  town  of  North  Attleborough,  accom- 
panied by  plans  of  the  proposed,  works  and  of  the  lands  which  it  is 
deemed  necessary  to  acquire  for  developing  the  supply. 

The  Board  has  already  considered  this  scheme  and  has  advised  you  in  a 
communication  dated  April  7,  1910,  that  the  plan  in  general  is,  in  its 
opinion,  an  appropriate  one  for  increasing  the  water  supply  of  the  town 
of  Attleborough.  The  Board,  having  examined  the  plans  now  submitted, 
approves  the  taking  of  water  from  the  branch  of  the  Seven  Mile  Biver 
west  of  Washington  Street,  as  proposed,  together  with  the  location  of  the 
dam  and  reservoir  which  it  is  proposed  to  construct  thereon,  as  shown 
upon  the  two  plans  submitted  with  your  application,  entitled  respec- 
tively, one,  "  Attleborough  Water  Works.  General  Plan  of  Hoppin  Hill 
Beservoir.  Scale  1  inch=100  feet.  P.  A.  Barbour,  Eng'r,'*  and,  two, 
tleborough  Water  Works.  Hoppin  Hill  Beservoir.  General  Plan 
and  Profile  of  Dam.  Scale  1  inch=50  ft.  F.  A.  Barbour,  Eng'r,"  the 
said  plans  being  dated  May,  1910. 

The  Board  also  approves  the  taking  and  use  of  certain  lands  at  the 
site  of  the  proposed  reservoir  necessary  for  developing  the  supply,  shown 
upon  a  plan,  submitted  with  your  application,  entitled  "  Attleborough 
Water  Works.  Hoppin  Hill  Beservoir.  General  Plan  Showing  Land 
Takings.  June  1910.  Frank  A.  Barbour,  Eng'r.  David  E.  Make- 
peace, Chairman  Water  Comm.    Scale  1  in. =100  ft." 

Attleborough  (Spbino). 

Oct.  6,  1910. 

To  the  Board  of  Overseers  of  the  Poor,  Attleborough,  Mass.,  Mr.    Binjaicik  P. 

King,  Clerk. 

Gentlemen  :  —  In  response  to  your  request  of  Sept.  15,  1910,  for  an 
examination  of  a  spring  on  the  town  farm  in  Attleborough,  which  you 
propose  to  use  as  a  source  of  water  supply  for  domestic  purposes  at  the 
farm,  the  Board  has  caused  the  spring  and  its  surroundings  to  be  exam- 
ined and  a  sample  of  the  water  to  be  analyzed. 

At  the  time  the  examination  was  made  the  spring,  which  is  at  present 
uncovered,  contained  considerable  vegetable  matter,  but  the  analysis  in- 
dicates that  the  water  is  likely  to  be  of  good  quality  for  domestic  pur- 
poses.   The  quantity  of  water  which  the  spring  yields  at  the  present 
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time  is  apparently  quite  limited,  but  with  proper  development  it  may 
furnish  sufficient  water  for  all  requirements.  The  Board  recommends 
that  before  the  spring  is  used  it  be  cleaned  out,  walled  up  and  covered 
to  keep  out  light  and  protect  it  from  the  entrance  of  surface  water. 

Belchebtown  (Spring). 

Mat  5,  1910. 
To  the  Board  of  Health  of  the  Town  of  Belchertown, 

Gentlemen  :  —  In  response  to  a  request  from  a  resident  of  the  town 
of  Palmer  the  State  Board  of  Health  has  caused  an  examination  to  be 
made  of  the  water  of  the  spring  near  the  village  of  Bondsville  used  for 
the  supply  of  the  Boston  &  Albany  railroad  station  and  quite  generally 
by  the  public  in  that  village. 

The  spring  is  located  about  100  feet  south  of  the  station  and  a  few  feet 
above  the  level  of  the  river.  The  results  of  the  analyses  show  that  the 
water  of  the  spring  has  at  some  time  been  considerably  polluted,  but  sub- 
sequently quite  well  purified  in  its  passage  through  the  ground  before 
entering  the  spring,  and  in  its  present  condition  this  water  is  probably 
safe  for  drinking. 

There  are  sources  of  pollution  at  no  great  distance  from  the  spring, 
however,  which  probably  affect  its  quality,  and  if  this  source  is  to  be 
used  the  water  should  be  examined  from  time  to  time  so  that,  if  deteriora- 
tion occurs,  its  use  may  be  prevented. 

BouBNE  (Sagamore). 

Maboh  3, 1910. 

To  the  Sagamore  Water  Company,  Sagamore,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  taking  water  from  the  ground  about  a  mile  north- 
west of  the  village  of  Sagamore  for  the  supply  of  Sagamore  and  its 
neighborhood,  and  has  caused  the  locality  to  be  examined  by  its  engineer 
and  samples  of  water  from  a  number  of  test  wells  in  this  locality  to  be 
analyzed. 

The  results  of  the  analyses  indicate  that  water  of  good  quality  for  do- 
mestic purposes  can  be  obtained  from  the  ground  in  the  region  indicated. 
The  test  wells  penetrated  various  strata  of  sand  and  gravel,  from  which 
water  could  be  pumped  quite  freely  with  a  hand  pump,  and  the  indica- 
tions furnished  by  these  tests  are  favorable  for  obtaining  enough  water 
in  this  region  for  all  the  requirements  of  Sagamore  and  neighboring 
districts  in  the  town  of  Bourne. 

The  Board  recommends  that  you  have  additional  wells  driven  in  the 
neighborhood  of  the  test  wells,  none  of  them,  however,  nearer  the  vil- 
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lage  or  the  proposed  canal  than  test  well  No.  4,  and  that  you  cause  a 
pumping  test  to  be  made  by  pumping  from  these  wells  for  a  period  of  at 
least  a  week  at  a  rate  of  at  least  200,000  gallons  per  day.  Observations 
of  the  height  of  the  ground  water  in  the  neighboring  springs  and  in  test 
wells  in  the  vicinity  of  those  connected  with  the  pumps  should  be  made 
during  this  test  and  samples  of  the  water  should  be  collected  daily  for 
analysis. 

The  Board  will  make  the  necessary  analyses  of  water,  and,  when  the 
results  of  the  tests  are  available,  will  advise  you  as  to  the  use  of  water 
from  the  ground  in  this  region  for  the  supply  of  Sagamore. 

June  29,  1910. 
To  the  Sagamore  Water  Company,  Sagamore,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
June  3,  1910,  the  following  application  for  its  approval  of  a  plan  of 
taking  water  for  the  supply  of  Sagamore  from  a  system  of  tubular  wells 
in  Hunter^s  Spring  Valley,  so  called,  about  a  mile  northwest  of  the  vil- 
lage of  Sagamore:  — 

-Acting  upon  your  advice  of  March  3,  1910,  the  Sagamore  Water  Com- 
pany has  caused  10  additional  2V^  inch  wells  to  be  driven  in  the  Hunter's 
Spring  Valley  about  1  mile  northwest  of  the  village  of  Sagamore  and 
located  between  te^t  wells  No.  3  and  No.  4.  These  10  wells  have  been  con- 
nected with  the  steam  pump  and  pumped  from  for  seven  days,  an  average 
quantity  daily  of  about  466,000  gallons.  Samples  of  the  water  pumped 
have  been  taken  daily  and  sent  to  your  Board  for  analysis,  and  details  of 
the  records  of  the  pumping  tests,  water  table  elevations,  etc.,  submitted 
to  your  engineers. 

Application  is  hereby  made  for  the  approval  by  your  Board  under  chap- 
ter 618  of  the  Acts  of  the  Legislature  of  1908,  of  the  location  described 
above  as  a  permanent  source  of  water  supply  for  the  Sagamore  Water  Com- 
pany. 

The  Board  has  caused  the  location  of  the  wells  to  be  examined  bv  one 
of  its  engineers  and  has  considered  the  information  presented  as  to  the 
depth  of  the  wells  and  the  character  of  the  material  through  which  they 
were  sunk,  and  has  examined  the  results  of  analyses  of  samples  of  the 
water  collected  and  sent  in  by  you  during  the  pumping  test  between  May 
25  and  June  1,  1910. 

The  results  of  the  analyses  show  that  the  water  is  of  very  good  quality 
for  all  the  purposes  of  a  public  water  supply,  and  the  quantity  of  water 
pumped  during  the  test,  considered  in  connection  with  the  height  of 
water  in  the  observation  wells  in  the  neighborhood  during  and  after  the 
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test,  indicates  that  an  ample  supply  for  all  the  requirements  of  Saga- 
more can  be  obtained  from  the  ground  in  the  locality  indicated. 

The  Board,  acting  under  the  provisions  of  chapter  618  of  the  Acts  of 
the  year  1908,  consents  to  the  taking  of  water  from  the  ground  in  the 
locality  indicated  and  approves  the  location  of  the  wells  in  that  valley. 

Braintbee. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  May  5,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitary  protection  of  the  waters 
of  Great  Pond  and  its  tributaries,  used  by  the  town  of  Braintree  as  a 
source  of  water  supply. 

Concord. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulatioiis  were  made  by  the  Board  on  April  7,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitary  protection  of  the  waters 
of  Nagog  Pond  and  its  tributaries,  used  by  the  town  of  Concord  as  a 
source  of  water  supply. 

cummington. 

Dec.  1,  1910. 
To  Mrs.  Isabella  Mellob,  Cummington,  Mass, 

Dear  Madam:  —  In  response  to  your  request  of  Oct.  30,  1910,  for 
advice  as  to  a  water  supply  for  the  village  of  Cummington,  to  be  taken 
from  the  ground  on  the  south  side  of  the  Westfield  River,  a  short  dis- 
tance below  the  bridge  at  the  northwesterly  end  of  the  village,  the  Board 
has  caused  the  locality  to  be  examined  by  one  of  its  engineers  and  has 
considered  the  information  available  as  to  the  proposed  source  of  supply 
and  other  sources  in  the  neighborhood  of  the  village. 

It  is  probable  that  an  adequate  quantity  of  water  for  the  requirements 
of  the  village  could  be  obtained  from  the  ground  at  some  point  not  far 
below  the  bridge  at  the  northwesterly  end  of  the  village,  as  proposed; 
but  the  ground  water  of  this  locality  is  likely  to  be  polluted  by  the 
sewage  discharged  into  the  ground  at  the  dwelling  houses  in  the  village 
which  are  located  along  the  highway,  and  in  order  to  secure  water  of 
good  quality  for  drinking  it  will  be  necessary  to  locate  the  wells  at  some 
point  at  a  greater  distance  from  dwelling  houses. 

The  examinations  of  the  locality  indicate  that  water  of  good  quality 
might  be  obtained  on  the  north  side  of  the  river  approximately  midway 
between  the  two  bridges,  where  the  ground  water  would  not  be  likely 
to  be  affected  by  the  drainage  from  dwelling  houses.  It  is  impracticable 
to  tell  in  the  absence  of  tests  whether  a  suflBcient  quantity  of  water  can 
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be  obtained  in  this  locality  for  the  requirements  of  the  village,  but, 
judging  from  the  surface  indications,  tiie  conditions  appear  to  be  fa- 
vorable for  obtaining  a  sufficient  quantity  for  all  requirements  in  this 
localitv. 

It  is  possible  also  that  a  ground  water  supply  might  be  obtained  in 
the  valley  of  Meadow  Brook  at  a  point  a  little  over  a  mile  north  of  the 
village  and  north  of  the  second  highway  crossing  above  the  mouth  of 
this  stream.  The  conditions  here,  judging  from  surface  indications, 
appear  to  be  favorable  for  obtaining  water  from  the  ground  in  the 
neighborhood  of  the  brook  by  means  of  wells  or  other  suitable  collecting 
works.  If  a  water  supply  should  be  obtained  in  this  locality  it  could 
probably  be  delivered  to  the  village  by  gravity,  and,  while  the  cost  of 
the  works  might  be  greater  in  the  beginning  than  the  cost  of  a  supply 
obtained  from  the  ground  in  the  neighborhood  of  the  village,  the  cost  of 
maintenance  of  the  gravity  system  would  be  less. 

The  Board  recommends  that  a  further  test  be  made  by  sinkiufi^  well?  at 
the  locations  mentioned,  to  determine  the  character  of  the  soil  and  the 
probable  quality  of  the  water  to  be  obtained.  The  Board  will  assist  you 
in  the  further  investigations,  if  you  so  request,  by  making  the  necessary 
^p^see  of  water,  and  will  give  you  further  advice  when  the  results  of 
further  tests  are  available. 

Dalton  (DAI.TON  Fire  District). 

Juki  2,  1910. 

To  the  Water  Ccmmisaioners  of  the  Dalton  Fire  Disiriet,  Mr.  Fbsdibick  G.  Craki, 

Chairman, 

Gentlemen:  —  In  response  to  your  request  of  May  14,  1910,  for 
advice  as  to  an  additional  water  supply  for  the  Dalton  Fire  District,  to 
be  taken  from  Cady  Brook  in  the  town  of  Hinsdale,  the  Board  ha? 
caused  the  present  and  proposed  sources  of  water  supply  to  be  examined 
by  one  of  its  engineers  and  samples  of  the  water  to  be  analyzed. 

The  watershed  of  Cady  Brook  above  the  point  at  which  it  enters  the 
Windsor  Reservoir  comprises  about  4.1  square  miles  of  very  sparsely 
settled  territory  lying  in  the  towns  of  Hinsdale,  Peru  and  Windsor. 
Within  the  limits  of  this  watershed  there  are  eleven  dwelling  houses  with 
outbuildings,  and  it  appears  that  seven  of  these  houses  have  already  been 
purchased  and  are  now  controlled  by  the  Dalton  Fire  District.  Among 
the  houses  thus  acquired  are  included  nearly  all  of  those  situated  close 
to  the  main  brook  or  its  tributaries,  and  danger  of  pollation  to  the  brook 
or  its  tributaries  from  the  remaining  houses  on  the  watershed  can  prob- 
ably be  prevented  without  serious  difficulty. 

The  results  of  analyses  of  the  water  of  Cady  Brook  show  that  while  it 
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is  slightly  colored  by  vegetable  matter  it  is  of  good  quality  for  domestic 
purposes  and  dififers  very  little  in  character  from  that  of  your  present 
sources  of  supply.  The  natural  flow  of  Cady  Brook  if  used  in  connec- 
tion with  your  present  sources  will  probably  be  sujQBcient  to  meet  the 
present  needs  of  the  district,  and  there  appear  to  be  sites  at  which  res- 
erroirs  can  be  constructed  in  the  valley  of  the  stream  to  increase  the 
yield  of  the  sources  when  a  further  supply  becomes  necessary.  Your 
present  plan  does  not,  however,  designate  any  location  for  a  dam  on  the 
stream. 

The  Board,  having  considered  the  plan  of  using  Cady  Brook  as  an 
additional  source  of  water  supply  for  the  Dalton  Fire  District,  advises 
and  approves  the  taking  and  use  of  said  brook  under  the  provisions  of 
chapter  409  of  the  Acts  of  the  year  1910. 

Dracut  (Tyng's  Pond). 

Mat  19,  1910. 
To  the  Board  of  Hedlih  of  the  Town  of  Draeut, 

Gentlemen  :  — An  examination  of  the  resort  known  as  Lakeside  near 
the  easterly  end  of  Tyng's  Pond  shows  that  the  water  supply  is  taken 
directly  from  the  lake,  and  that  the  sewage  from  this  resort  is  discharged 
in  such  a  way  that  it  finds  its  way  into  the  lake  within  a  short  distance 
of  the  intake. 

In  the  opinion  of  the  Board,  it  is  essential  for  the  adequate  protection 
of  the  health  of  those  resorting  to  this  place  that  a  supply  of  good  drink- 
ing water  be  provided  from  some  suitable  source.  The  lake  is  not  a 
safe  source  from  which  to  take  water  for  drinking. 

Provision  should  also  be  made  for  the  proper  disposal  of  the  sewage 
so  that  it  will  not  create  a  nuisance  or  pollute  the  water  of  the  lake. 

Mat  19,  1910. 
To  the  Boston  f  Northern  Street  Baiilway  Company,  Lowell,  Mass, 

Gentlemen  :  — Complaint  having  been  made  to  this  Board  of  the  un- 
satisfactory sanitary  conditions  at  the  resort  known  as  Lakeview  on 
Tyng's  Pond  in  the  town  of  Dracut,  which,  the  Board  is  informed,  is 
controlled  by  your  corporation,  the  Board  has  caused  an  inspection  of 
the  locality  to  be  made  by  one  of  its  engineers  with  special  reference  to 
the  condition  of  the  water  supply  and  means  provided  for  the  disposal 
of  sewage. 

From  this  examination  it  appears  that  the  water  supply  at  this  resort 
is  taken  in  part  from  the  pond  a  short  distance  from  shore,  near  one  of 
the  main  buildings,  and  in  part  from  a  system  of  tubular  wells  in  a 
swamp  in  the  eastern  part  of  the  grounds.    The  Board  is  informed  that 
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the  lake  water  is  pumped  into  a  tank,  having  a  capacity  of  about  5,000 
gallons,  each  morning  and  is  subsequently  used  for  various  purposes, 
including  sprinkling  the  drives  and  walks,  washing  floors,  etc.  Water 
is  then  pumped  from  the  group  of  tubular  wells  in  the  swamp  in  the 
rear  of  the  theatre  into  the  same  tank. 

Analyses  of  the  water  show  that  that  which  is  drawn  from  the  wells, 
while  affected  by  an  excess  of  iron,  is  probably  safe  for  drinking,  but  the 
water  which  is  drawn  from  the  pond  is  very  badly  polluted.  There  is 
no  doubt  that  with  the  present  arrangement,  by  which  water  is  drawn  a 
part  of  the  time  from  the  pond  and  at  other  times  from  the  wells  and 
distributed  through  the  same  tank  and  pipes,  the  drinking  water  supplied 
to  the  park  is  polluted  to  a  greater  or  less  extent  and  unsafe  for  drinking. 

The  Board  recommends  that  the  drawing  of  water  from  the  pond, 
and  its  distribution  through  the  same  pipe  system  as  the  water  supplied 
for  drinking  and  cooking,  be  discontinued  at  once.  If  the  pond  water 
is  used  at  all  in  the  buildings  or  upon  the  grounds,  it  should  be  supplied 
in  such  a  way  that  there  will  be  no  danger  that  it  may  be  used  for  drink- 
ing or  cooking. 

The  well  water,  while  affected,  as  already  stated,  by  an  excess  of  iron, 
is  probably  not  seriously  polluted  at  the  present  time,  but  it  is  probable 
that  with  continued  use  the  quantity  of  iron  in  this  water  will  increase 
so  that  it  will  become  very  objectionable  for  drinking  and  other  pur- 
poses. 

It  is  probable  that  wells  can  be  so  located  at  some  point  in  this  region 
that  an  ample  supply  of  good  water  can  be  obtained  for  the  require- 
ments of  the  park,  which  will  not  be  polluted  or  affected  by  an  excess 
of  iron.  The  Board  recommends  that  tests  be  made  without  delay  with 
a  view  to  securing  a  supply  of  water  of  good  quality  and  that  such  a 
supply  be  provided  as  soon  as  possible  to  replace  the  water  of  the  wells 
which  contains  an  excess  of  iron. 

It  also  appears  that  the  provision  for  sanitaries  and  similar  con- 
veniences at  this  park  is  entirely  inadequate  for  the  purposes,  and  that 
a  serious  nuisance  is  created  there  at  times  in  the  summer  Feason.  The 
Board  recommends  that  adequate  and  suitable  sanitaries  be  provided, 
and  that  at  the  same  time  provision  be  made  for  the  disposal  of  the 
sewage  in  such  a  way  that  it  will  not  create  a  nuisance  or  pollute  the 
waters  of  the  pond. 

The  Board  is  informed  that  the  resort  known  as  ^fountain  Rock,  on 
the  northwesterly  side  of  the  pond,  is  also  under  the  control  of  your 
company.  This  resort  is  not  apparently  used  to  a  very  considerable 
extent,  but  it  does  not  appear  that  any  provision  has  been  made  for  a 
supply  of  drinking  water  except  by  taking  water  from  the  lake.     The 
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lake  water  is  exposed  to  pollution  by  the  sewage  from  this  resort,  and  if 
this  resort  is  to  be  used  during  the  coming  year  a  supply  of  good  water 
for  drinking  should  be  provided. 

FaIRHAVEN    (WEIiLS). 

Deo.  14,  1910. 
To  the  Board  of  Eealth  of  the  Town  of  Fairhaven. 

Gentlemen  :  —  In  accordance  with  )'our  request  the  Board  has  caused 
an  examination  to  be  made  of  certain  wells  near  the  easterly  limits  of 
the  village  of  Fairhaven,  and  samples  of  the  waters  of  the  wells  to  be 
analyzed. 

The  wells  in  question  are  located  south  of  Center  Street  near  low 
marshy  ground,  in  close  proximity  to  dwelling  houses  and  other  sources 
of  pollution.  The  results  of  the  analyses  show  that  the  waters  of  all 
of  the  wells  are  so  grossly  polluted  that  their  use  for  drinking  should 
be  prevented  forthwith.  Suitable  drinking  water  cannot  be  obtained  in 
this  locality  from  wells,  but  a  public  water  supply  pipe  is  not  far  away. 

The  Board  learns  that  the  sanitary  conditions  under  and  around  these 
houses  render  them  unfit  for  human  habitation;  and  in  the  opinion  of 
the  Board  such  use  of  them  should  not  be  made  while  the  ground  is  satr 
urated  and  water  stands  in  the  cellars. 

This  low  land  should  not  be  used  for  dwellings  until  the  grade  is 
raised  well  above  the  ground  water  and  the  cellars  can  be  drained. 

Gardner. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  Jan.  6,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitary  protection  of  the  waters 
of  Crystal  Lake  and  Perley  Brook  Beservoir  and  their  tributaries,  used 
by  the  town  of  Gardner  as  sources  of  water  supply. 

Granville. 

Aug.  1,  1910. 

To  the  Granville  Centre  Water  Company,  OranvUle,  Mass.,  Mr.  J.  M.  Stevbnson, 

President, 

Gentlemen  :  —  In  response  to  your  application  of  July  7,  1910,  for 
the  approval  by  the  State  Board  of  Health  under  the  provisions  of  chap- 
ter 486  of  the  Acts  of  the  year  1910  of  the  use  as  a  source  of  water  supply 
in  the  town  of  Granville  of  the  Downey  Springs,  so  called,  located  north 
of  the  highway  leading  from  Granville  Centre  to  West  Granville  and 
west  of  the  highway  known  as  North  Lane,  the  Board  has  caused  the 
locality  to  be  examined  by  one  of  its  engineers  and  has  examined  the 
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plans  presented.  These  plans  show  the  location  of  a  proposed  storage 
reservoir  into  which  the  water  of  the  springs  is  to  be  collected  and 
from  which  it  is  to  be  distributed  to  the  village  of  Granville  Centre. 

The  analyses  of  the  water  of  the  Downey  Springs  show  that  it  is  of 
very  good  quality  for  the  purposes  of  a  public  water  supply.  The  nat- 
ural flow  of  the  springs  has  been  ascertained  to  be  about  6,000  gallons 
per  day  in  very  dry  weather,  but  this  quantity  can  apparently  be  in- 
creased by  diverting  into  the  proposed  reservoir  the  flow  of  other  springs 
in  the  vicinity  of  the  main  sources,  and  with  reasonable  economy  in  the 
use  of  water  a  sufiScient  quantity  could  probably  be  obtained  from  the 
springs  available  in  this  locality  to  supply  the  present  needs  of  the  vil- 
lage of  Granville  Centre. 

The  Board,  under  the  provisions  of  chapter  486  of  the  Acts  of  the  year 
1910,  approves  the  plan  of  acquiring  the  Downey  Springs  as  a  source 
of  water  supply,  and  approves  the  location  of  the  proposed  reservoir  as 
shown  on  the  plans  submitted  with  your  application. 

Your  petition  also  requests  approval  of  the  acquirement  by  the  Gran- 
ville Centre  Water  Company  of  — 

such  portions  of  the  Downey  and  Church  farms,  so  called,  located  north 
of  the  West  Granville  road  and  west  of  said  North  Lane  as  may  be  nec- 
essary for  a  source  of  water  supply  or  preserving  the  quality  of  the  water 
therein. 

The  act  by  which  the  Granville  Centre  Water  Company  is  established 
does  not  appear  to  require  the  approval  of  the  State  Board  of  Health 
of  the  taking  of  such  lands  as  may  be  necessary  for  the  development  of 
the  sources  of  water  supply.  If,  in  addition  to  the  takings  for  this 
purpose,  it  is  desired  to  acquire  further  lands  for  the  protection  of  the 
quality  of  the  water,  a  plan  and  description  showing  definitely  the  lands 
which  it  is  proposed  to  acquire  for  that  purpose  should  be  submitted  to 
the  Board. 

Greenfield  (Pibb  District  No.  1). 

Sept.  1,  1910. 

To  the  Board  of  Water  Commiuionor$  of  Fi/re  DUMet  No,  1  in  the  Town  of 

Oreenfield. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Aug.  4,  1910,  an  application  for  the  approval  of  the  taking  of  a  certain 
parcel  of  land  on  Bocky  Mountain  in  the  town  of  Greenfield  for  the  pur- 
pose of  constructing  and  maintaining  thereon  a  reservoir  to  be  used  in 
connection  with  the  water  supply  system  of  said  district.  The  applica- 
tion was  accompanied  by  plans  showing  the  location  of  the  proposed  res- 
ervoir, the  area  of  land  to  be  acquired  for  the  purpose,  which  is  included 
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in  lands  now  controlled  by  the  town  of  Greenfield  for  park  purposes^ 
and  by  reports  of  your  engineers  describing  the  proposed  reservoir. 

The  plan  provides  for  the  construction  of  a  covered  masonry  distrib- 
uting reservoir  on  Bocky  Mountain,  with  its  center  about  300  feet  east 
of  the  proposed  street  to  be  known  as  Mountain  Boad,  with  a  right  of 
way  25  feet  in  width  from  the  reservoir  to  Mountain  Boad.  The  reser- 
voir is  to  be  constructed  partly  in  excavation  and  partly  in  embajikmenty 
and  the  area  of  land  which  it  is  proposed  to  acquire  amounts  to  1.78 
acres. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  examined  the  information  presented,  and  concludes  that  the  area  to 
be  taken  is  necessary  and  reasonable  for  the  construction  and  mainte- 
nance of  the  proposed  reservoir  and  access  thereto;  and  the  Board 
approves  the  taking  of  the  land  shown  upon  the  plan  filed  with  the  appli- 
cation, entitled  "  Fire  District  No.  1  of  Greenfield,  Mass.  Map  Showing 
Location  of  Bocky  Mountain  Beservoir  on  Park  Land.  Scale  1"  =  60'. 
July  1910.'' 

Hadlet  (Hadley  Water  Supply  District). 

Apbil  7,  1910. 

To  the  Board  of  Comtnisiionen  of  the  Hadley  Water  Supply  District,  Messrs. 
G.  Fbrd  PxussiEa,  A.  J.  Bandall  and  Homxb  F.  Ckx>K. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  com- 
munication of  March  9,  1910,  stating  that  you  have  constructed  a  reser- 
voir on  Harts  Brook,  about  1,700  feet  below  the  reservoir  constructed  on 
that  stream  in  1905  and  at  about  60  feet  lower  level,  and  that  you  desire 
the  approval  of  the  location  of  this  reservoir  tmder  the  provisions  of 
chapter  146  of  the  Acts  of  the  year  1905. 

The  plan  of  constructing  the  reservoir  at  this  location  to  increase  the 
sources  of  water  supply  of  the  district  was  considered  by  the  Board  last 
year,  but,  it  appearing  that  there  was  a  doubt  as  to  the  necessity  and 
desirability  of  constructing  this  reservoir  at  that  time,  the  Board  rec- 
ommended further  examinations  to  determine  the  feasibility  of  stopping 
the  leaks  in  the  upper  reservoir,  and  at  the  same  time  recommended  that 
the  quantity  of  water  used  by  the  town  be  carefully  measured. 

The  watershed  of  the  new  reservoir  is  uninhabited  and  the  water  is  of 
good  quality  for  domestic  purposes.  The  pressure  that  will  be  obtained 
from  this  reservoir  will  be  considerably  less  than  from  the  upper  reser- 
voir, but  will  probably  be  suflBcient  for  present  requirements.  It  will  not 
be  essential  to  use  the  new  reservoir  except  in  periods  of  dry  weather, 
and,  considering  the  circumstances,  the  Board  approves  the  location, 
under  the  provisions  of  chapter  146  of  the  Acts  of  the  year  1906. 

The  Board  again  recommends  that  you  provide  a  suitable  meter  or 
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plans  presented.  These  plans  show  the  location  of  a  proposed  storage 
reservoir  into  which  the  water  of  the  springs  is  to  be  collected  and 
from  which  it  is  to  be  distributed  to  the  village  of  Granville  Centre. 

The  analyses  of  the  water  of  the  Downey  Springs  show  that  it  is  of 
very  good  quality  for  the  purposes  of  a  public  water  supply.  The  nat^ 
ural  flow  of  the  springs  has  been  ascertained  to  be  about  6,000  gallons 
per  day  in  very  dry  weather,  but  this  quantity  can  apparently  be  in- 
creased by  diverting  into  the  proposed  reservoir  the  flow  of  other  springs 
in  the  vicinity  of  the  main  sources,  and  with  reasonable  economy  in  the 
use  of  water  a  sufficient  quantity  could  probably  be  obtained  from  the 
springs  available  in  this  locality  to  supply  the  present  needs  of  the  vil- 
lage of  Granville  Centre. 

The  Board,  under  the  provisions  of  chapter  486  of  the  Acts  of  the  year 
1910,  approves  the  plan  of  acquiring  the  Downey  Springs  as  a  source 
of  water  supply,  and  approves  the  location  of  the  proposed  reservoir  as 
shown  on  the  plans  submitted  with  your  application. 

Your  petition  also  requests  approval  of  the  acquirement  by  the  Gran- 
ville Centre  Water  Company  of  — 

such  portions  of  the  Downey  and  Church  farms,  so  called,  located  north 
of  the  West  Granville  road  and  west  of  said  North  Lane  as  may  be  nec- 
essary for  a  source  of  water  supply  or  preserving  the  quality  of  the  water 
therein. 

The  act  by  which  the  Granville  Centre  Water  Company  is  established 
does  not  appear  to  require  the  approval  of  the  State  Board  of  Health 
of  the  taking  of  such  lands  as  may  be  necessary  for  the  development  of 
the  sources  of  water  supply.  If,  in  addition  to  the  takings  for  this 
purpose,  it  is  desired  to  acquire  further  lands  for  the  protection  of  the 
quality  of  the  water,  a  plan  and  description  showing  definitely  the  lands 
which  it  is  proposed  to  acquire  for  that  purpose  should  be  submitted  to 
the  Board. 

Greenfield  (Piee  District  No.  1). 

Sept.  1,  1910. 

To  the  Board  of  Water  Commissionera  of  Fire  Distriet  No,  1  in  the  Town  of 

Greenfield, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on 
Aug.  4,  1910,  an  application  for  the  approval  of  the  taking  of  a  certain 
parcel  of  land  on  Bocky  Mountain  in  the  town  of  Greenfield  for  the  pur- 
pose of  constructing  and  maintaining  thereon  a  reservoir  to  be  used  in 
connection  with  the  water  supply  system  of  said  district.  The  applica- 
tion was  accompanied  by  plans  showing  the  location  of  the  proposed  res- 
ervoir, the  area  of  land  to  be  acquired  for  the  purpose,  which  is  included 
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HOLYOKE. 

Sept.  28,  1910. 

iCKUP,  Begistrar,  Board  of  Water  CommissionerB,  Holyohe,  Mass, 

—  In  relation  to  the  use  of  water  from  the  Fomer  water- 

*o  in  your  letter  of  September  3,  I  beg  to  inform  you  that 

s  been  investigated  by  representatives  of  this  Board,  who 

conditions  obtaining  at  the  lumber  camps  in  the  above 

n  have  been  found  to  be  most  unsanitary. 

ter  from  this  supply  is  to  be  strongly  condemned.     As 

be  applied  to  this  situation,  I  would  refer  you  to  rules 

ules  and  regulations  made  by  this  Board  on  Aug.  6, 

-t  of  the  Holyoke  water  board,  for  the  protection  of 

'  that  city.     These  rules  give  your  Board  ample  power 

mtion  and  should  be  put  in  force  immediately. 

Nov.  3,  1910. 
•  Commissioners  of  the  City  of  EolyoJce, 

^  State  Board  of  Health  received  from  you  on  Oct. 
:  application  for  advice  relative  to  the  use  of  the 
n  Biver  watershed:  — 

f  advice  as  to  what  should  be  done  relative  to  the 
and  High  Service  reservoirs,  both  of  which  have 
ce  the  13th  of  August  last,  on  account  of  the  sup- 
the  Fomer  watershed. 

•r  vr&tet  is  being  wasted  and  our  High  Service 

<mer  pipe  line  was  then  discharging,  is  shut  off. 

having  is  now  plainly  showing  its  effect  upon 

knowing  how  long  this  weather  may  continue. 

^  advisable  that  we  should  have  the  use  of  both 

vice  water  as  soon  as  possible,  especially  the 

ing  to  waste.    We  could  divert  and  waste  the 

atershed  the  supposed  typhoid  has  occurred, 

!ly  means  that  half  the  water  on  the  water- 

s  rather  a  serious  matter  with  a  water  famine 
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ker  Brook  we  do  not  consider  for  a  moment, 
0  save  this  water,  it  seems  such  would  be  the 

pie  ''  Fomer  pipe  line  who  have 
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Lit   the  High  ^'^  '      ^urned  on  and 
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other  means  for  measuring  accurately  the  quantity  of  water  supplied  to 
the  town  from  the  reservoirs  on  Harts  Brook,  since  the  information  fur- 
nished^  by  careful  records  of  the  consumption  of  water  is  likely  to  be  of 
much  value  in  the  further  development  of  your  water  supply. 

Hakdwick  (Gilbertville). 

Nov.  3,  1910. 
To  the  George  H,  Gilbert  Manufacturing  Company,  GilbertvUle,  Mass. 

Gentlemen  :  —  In  response  to  your  request  for  an  examination  of  the 
water  of  certain  tubular  wells  recently  driven  near  ihe  village  of  Gil- 
bertville and  advice  as  to  the  use  of  these  waters  for  the  supply  of  the 
village,  the  State  Board  of  Health  has  caused  the  wells  and  their  sur- 
roundings to  be  examined  and  samples  of  the  water  to  be  analyzed. 

The  wells,  which  are  numbered  2  and  3,  are  each  6  inches  in  diameter 
anrf  were  bored  mostly  in  rock,  their  depth  being  respectively  197  and 
128  feet.  They  are  located  on  the  mountain  side,  west  of  the  Ware 
Biver,  a  short  distance  north  of  the  boundary  line  between  Ware  and 
Hardwick.  Analyses  of  the  waters  of  these  wells  show  that  the  hardness 
is  greater  than  desirable,  but  in  other  respects  the  water  is  of  good  qual- 
ity for  domestic  purposes.  The  quantity  of  water  which  these  sources 
have  been  found  to  yield  is  limited,  and  it  is  not  likely  to  be  sufficient 
for  the  requirements  of  the  village  at  all  times. 

An  examination  has  also  been  made  of  the  waters  of  certain  other 
wells  and  springs  in  the  neighborhood  of  the  village,  which  are  available 
for  use  or  are  already  used  as  sources  of  domestic  water  supply.  One  of 
these,  the  New  Braintree  springs,  situated  in  the  town  of  New  Brain- 
tree,  on  the  easterl}  side  of  the  Ware  Biver  in  the  neighborhood  of  Gil- 
bertville, supplies  water  of  very  good  quality  for  domestic  purposes. 

The  ^*  lighthouse  well,'*  so  called,  located  on  the  westerly  side  of  the 
Ware  Biver  in  the  northerly  part  of  Gilbertville,  shows  some  evidence  of 
previous  pollution,  doubtless  caused  by  buildings  in  the  neighborhood  of 
the  well,  but  when  examined  the  water  was  being  quite  thoroughly  puri- 
fied in  its  passage  through  the  ground  before  entering  the  well,  and 
under  present  conditions  this  water  is  probably  safe  for  drinking. 

The  water  of  tubular  well  Xo.  1,  located  north  of  the  river  nopr  the 
upper  end  of  the  village,  was  found  to  be  excessively  hard  and  unfit  for 
domestic  uses. 

It  is  very  important,  in  the  opinion  of  the  Board,  that  an  adequate 
supply  of  good  water  of  sufficient  quantity  to  meet  all  requirements 
should  be  provided  for  the  use  of  this  village  as  soon  as  practicable. 
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HOLYOKE. 

Sept.  28,  1910. 

To  Mr.  A.  E.  Pickup,  Begistrar,  Board  of  Water  Commisaioners,  Holyohe,  Mass* 

Deab  Sib:  —  In  relation  to  the  use  of  water  from  the  Fomer  water- 
shed, referred  to  in  your  letter  of  September  3,  I  beg  to  inform  you  thai 
the  question  has  been  investigated  by  representatives  of  this  Board,  who 
report  that  the  conditions  obtaining  at  the  lumber  camps  in  the  above 
mentioned  region  have  been  found  to  be  most  unsanitary. 

The  use  of  water  from  this  supply  is  to  be  strongly  condemned.  As 
to  the  remedy  to  be  applied  to  this  situation,  I  would  refer  you  to  rules 
3  and  5  of  the  rules  and  regulations  made  by  this  Board  on  Aug.  6, 
1908,  at  the  request  of  the  Holyoke  water  board,  for  the  protection  of 
the  water  supply  of  that  city.  These  rules  give  your  Board  ample  power 
to  deal  with  the  situation  and  should  be  put  in  force  immediately. 

Nov.  3,  1910. 
To  the  Board  of  Water  CommisHonere  of  tJie  City  of  Holyoke. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  vou  on  Oct. 
20,  1910,  the  following  application  for  advice  relative  to  the  use  of  the 
water  from  the  Manhan  River  watershed:  — 

We  wish  to  solicit  your  advice  as  to  what  should  be  done  relative  to  the 
turning  on  of  our  Fomer  and  High  Service  reservoirs,  both  of  which  have 
been  out  of  commission  since  the  13th  of  August  last,  on  account  of  the  sup- 
posed typhoid  outbreak  on  the  Fomer  watershed. 

Since  that  time  the  Fomer  water  is  being  wasted  and  our  High  Service 
Reservoir,  into  which  the  Fomer  pipe  line  was  then  discharging,  is  shut  off. 
The  very  dry  season  we  are  having  is  now  plainly  showing  its  effect  upon 
our  storage  and  there  is  no  knowing  how  long  this  weather  may  continue. 
Under  such  conditions  it  seems  advisable  that  we  should  have  the  use  of  both 
the  Fomer  and  the  High  Service  water  as  soon  as  possible,  especially  the 
Fomer  water,  which  is  now  going  to  waste.  We  could  divert  and  waste  the 
Tncker  Brook,  upon  whose  watershed  the  supposed  typhoid  has  occurred, 
but  if  we  do  this,  it  practically  means  that  half  the  water  on  the  water- 
shed is  going  to  be  lost,  which  is  rather  a  serious  matter  with  a  water  famine 
confronting  us. 

The  cost  of  diverting  the  Tucker  Brook  we  do  not  consider  for  a  moment, 
but  if  anything  could  be  done  to  save  this  water,  it  seems  such  would  be  the 
advisable  course  to  pursue. 

There  are  from  50  to  60  people  living  along  the  Fomer  pipe  line  who  have 
been  taking  water  from  the  pipe  during  the  t3nphoid  outbreak  and  since, 
yet  none  of  them  have  been  taken  ill. 

It  seems  to  us  that  the  High  Service  Reservoir  could  be  turned  on  and 
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that  the  Fomer  pipe  line  could  be  diacharged  into  the  Bontherly  end  of 
Ashley  Reservoir  at  this  time  without  any  risk.  In  the  latter  case  the  water 
has  to  travel  about  V/z  miles  through  Ashley  and  the  Wright  Besenroir 
before  it  reaches  the  intake  or  pipe  ^stem. 

Under  these  conditions  the  risk  of  conveying  any  pollution  that  might 
cause  trouble  would  be  very  slight  indeed,  and  at  all  events  if  such  was  in 
the  water,  the  effect  of  it  should  appear  first  amongst  those  drawing  water 
from  the  pipe  line. 

There  is  no  one  now  working  at  the  lumber  camps  where  the  sickness 
occurred  and  we  are  having  the  place  thoroughly  cleaned  up. 

Tour  early  advice  in  the  matter  will  be  greatly  appreciated,  as  we  are  be- 
ginning to  worry  somewhat  about  having  an  adequate  supply  to  carry  us 
through  the  winter,  provided  the  weather  continues  dry;  and  still  more  through 
next  summer,  provided  we  would  not  be  able  to  fill  our  reservoirs  in  the 
spring. 

The  Board  has  caused  the  watershed  to  be  examined  by  one  of  its  en- 
gineers and  samples  of  water  from  Wright  and  Ashley  ponds,  the  High 
Service  Beservoir  and  various  points  along  the  feeders  of  the  Fomer  or 
Manhan  Biver  supply  to  be  analyzed,  both  chemically  and  bacterially. 

The  results  of  the  analyses  show  that  the  number  of  bacteria  in 
Wright  and  Ashley  ponds  and  in  the  High  Service  Beservoir  is  low  and 
there  was  no  evidence  at  the  time  this  examination  was  made  of  injurious 
contamination.  In  their  general  features,  as  shown  by  the  chemical 
analyses,  the  waters  of  Wright  and  Ashley  ponds  contain  more  organic 
matter  than  is  usually  the  case  at  this  season  of  the  year,  possibly  on 
account  of  the  fact  that  these  waters  have  been  drawn  to  a  very  low 
level.  The  condition  of  the  High  Service  Beservoir,  so  far  as  the  chemi- 
cal analyses  show,  is  about  as  usual.  Judging  from  these  analyses,  it  is 
probable  that  the  water  of  the  High  Service  Beservoir  can  be  used  with 
safety  for  the  supply  of  the  city  at  the  present  time. 

The  part  of  the  area  drained  by  Tucker  Brook  where  dangerous  dis- 
ease was  found  to  exist,  and  upon  which  pollution  dangerous  to  the 
water  supply  is  now  being  removed,  can  probably  be  rendered  safe  in  the 
course  of  a  month  after  you  have  it  thoroughly  cleaned  up.  If  yon  now 
divert  the  water  of  Tucker  Brook  from  Fomer  Beservoir  and  waste  it 
during  this  period,  and  after  its  diversion  draw  from  Fomer  Beservoir, 
which  will  then  receive  water  from  about  two-thirds  of  its  drainage  area, 
it  is  probable  that  the  water  from  Fomer  Beservoir  could  be  turned  into 
the  southerly  end  of  Adiley  Pond  and  thence  after  flowing  through 
Wright  and  Ashley  ponds  be  supplied  to  the  city  without  danger  to  the 
public  health. 

The  Board  further  recommends  that  a  thorough  inspection  of  the 
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sanitary  conditionB  in  this  and  the  other  watersheds  be  instituted  and 
maintained,  and  that  the  rules  established  for  the  sanitary  protection  of 
the  Manhan  supply  be  strictly  enforced. 

Hudson. 

Under  the  authority  of  section  113  of  chapter  76  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  July  7,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitaiy  protection  of  the  waters 
of  Gates  Pond  and  its  tributaries,  used  by  the  town  of  Hudson  as  a 
source  of  water  supply. 

Huntington  (Huntington  Fire  District). 

Aug.  4,  1910. 

To  the  Board  of  Water  Commiseionera  of  the  Huntington  Fire  District,  Hunting- 
ton, Mass, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
July  25,  1910,  through  your  town  counsel,  the  following  communica- 
tion relative  to  the  water  supply  of  Huntington,  in  which  you  apply  for 
the  approval  of  the  use  of  Cook  or  Bearing  Brook  as  a  source  of  water 
supply  for  the  town :  — 

.  .  .  The  water  situation  here  demands  immediate  attention.  We  are  prac- 
tically without  water.  The  pumping  station  and  system  of  wells  established 
about  two  years  ago  are  practically  worthless  in  so  far  as  furnishing  any 
reasonable  amount  of  water.  We  feel,  and  the  town  is  unanimous  in  sup- 
porting this  feeling,  that  more  water  must  be  obtained  and  that  at  the  earliest 
possible  moment.  For  some  years  we  have  had  similar  shortage  through 
four  months;  each  year  it  has  grown  worse;  and  this  in  spite  of  the  pumping 
station  and  wells  as  an  auxiliary  supply. 

Application  is  hereby  made  for  your  approval  of  either  Cook  or  Roaring 
brook  as  a  supply.  We  do  this  that  the  matter  may  receive  your  considera- 
tion and  advice.  As  stated  above  the  situation  here  demands  immediate  atten- 
tion and  we  hope  you  will  be  able  to  help  us  out. 

In  response  to  this  application  the  Board  has  caui'ed  the  locality  to 
be  examined  by  one  of  its  engineers  and  has  considered  the  available 
information  relative  to  the  yield  of  the  present  and  proposed  sources 
and  the  character  of  the  water  obtainable  therefrom. 

The  sources  from  which  you  desire  to  take  an  additional  supply,  as 
mentioned  in  your  application,  appear  to  be  the  same  stream,  which  is 
marked  Soaring  Brook  on  the  State  map.  This  stream  enters  the  West- 
field  Biver  opposite  the  mouth  of  Cold  Brook,  your  present  source  of 
supply  during  most  of  the  year,  and  could  readily  be  utilized  by  a  com- 


78  STATE  BOARD  OP  HEALTH.  [Pub.  Doc. 

paratively  short  extension  of  your  "present  pipe  line.  The  watershed  of 
Cook  Brook  was  carefully  examined  three  years  ago  with  a  view  to  its 
use  as  a  source  of  water  supply  for  Huntington,  and  you  were  then  ad- 
vised concerning  it  as  follows :  — 

The  water  of  Cook  Brook,  the  proposed  source  of  auxiliary  supply,  is 
naturally  of  good  quality,  hut  there  are  many  dwelling  houses  with  their  out- 
buildings within  this  watershed,  and  the  stream  is  greatly  exposed  to  danger 
of  pollution.  In  the  opinion  of  the  Board,  its  waters  could  not  with  safety 
be  used  for  drinking,  and  the  Board  does  not  approve  the  use  of  that  source 
as  an  auxiliary  water  supply  for  the  town  of  Huntington. 

From  the  information  which  you  have  furnished  the  assistant  engineer 
of  the  Board,  it  appears  that  there  is  practically  no  change  in  the  condi- 
tions affecting  the  quality  of  the  water  from  this  watershed.  There  are 
many  dwelling  houses  within  the  watershed  which,  with  their  outbuild- 
ings, are  so  situated  with  reference  to  the  stream  or  its  tributaries  that 
foul  drainage  from  sink  drains,  privies  or  barn-yards  may  find  its  way 
directly  to  the  brook;  and  the  highway  in  the  lower  part  of  the  water- 
shed follows  the  stream  closely  for  a  mile  and  a  half  above  the  point  at 
which  the  water  would  be  taken.  Under  these  circumstances  there  can 
be  no  question  that  the  use  of  this  water  for  domestic  purposes  might 
cause  sickness.  Water  supplies  of  similar  character  have  been  the  source 
of  very  serious  epidemics,  and  under  the  circumstances  the  Board  does 
not  approve  the  use  of  this  stream  as  a  source  of  domestic  water  supply. 

It  appears  from  the  information  available  to  the  Board  that  the  res- 
ervoir on  Cold  Brook  is  empty  and  that  the  flow  of  the  stream  has  fallen 
as  low  as  15,000  gallons  per  day.  An  examination  of  the  tubular  wells 
and  a  short  test  of  their  yield  indicate  that  they  are  furnishing  at  the 
present  time  about  60,000  gallons  per  day.  The  two  sources  together  at 
this  time  are  furnishing  about  65,000  gallons  per  day,  or  approximately 
60  gallons  per  person  for  the  population  in  the  main  village,  assuming 
that  the  population  is  approximately  1,100.  It  appears  that  none  of 
the  water  supplied  to  the  town  is  metered,  and  it  is  likely  that  a  con- 
siderable quantity  is  lost  by  waste  and  leakage  from  the  mains  and  serv- 
ice pipes.  If  the  quantity  of  water  used  in  the  town  of  Huntington 
were  no  greater  in  proportion  to  the  population  than  is  found  necessary 
for  the  supply  of  towns  in  which  care  is  taken  to  prevent  unnecespanr 
use  and  waste  of  water,  a  quantity  amounting  to  60,000  gallons  per  day 
would  be  ample  for  present  needs. 

The  conditions  about  the  tubular  wells  from  which  the  auxiliary  sup- 
ply is  taken  in  the  summer  season  are  very  favorable  for  obtaining 
'ater  freely  from  the  ground,  and  the  wells  now  in  use  supply  water  of 
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excellent  quality  for  domestic  purposes.  The  quantity  now  obtained  is 
nearly  suflBcient  for  present  needs,  and  it  is  very  probable  that,  if  the 
wells  now  in  use  were  carefully  examined  by  someone  of  the  necessary 
experience  in  such  matters,  they  could  be  put  in  condition  to  yield  a 
larger  quantity  of  water.  In  any  case  there  is  no  reason  to  doubt  that 
by  driving  a  few  additional  wells  in  suitable  locations  in  the  neighbor- 
hood of  the  pumping  station  an  ample  quantity  of  water  can  be  obtained 
in  this  locality  for  the  requirements  of  the  town  in  dry  weather.  There 
does  not  appear  to  the  Board  to  be  any  other  source  from  which  an 
adequate  supply  of  good  water  which  is  safe  for  drinking  can  be  obtained 
in  less  time  or  at  a  smaller  cost. 

The  Board  recommends  that  you  cause  additional  wells  to  be  driven 
as  soon  as  practicable,  and  that,  as  soon  as  additional  wells  are  available, 
the  present  wells  be  carefully  examined  and  such  improvements  made  as 
may  be  found  necessary  to  increase  their  yield.  This  work  can  be  done 
in  a  very  short  time  if  it  is  begun  without  delay,  and  with  economy  in 
the  use  of  water  until  additional  wells  can  be  driven  it  will  be  unneces- 
sary to  introduce  into  the  water  pipes  of  the  town  any  water  which  is 
unsafe  for  drinking. 

Nov.  3,  1910. 

To  the  Board  of  Water  Commiaeioners  of  the  Huntington  Fire  District,  Hunting- 
ton, Mass, 

Gentlemen  :  —  In  response  to  a  request  from  a  member  of  your 
board  for  an  examination  of  the  water  of  a  spring  located  a  little  over 
1,000  feet  west  of  your  pumping  station  near  the  Westfield  River,  the 
State  Board  of  Health  has  caused  the  spring  to  be  examined  by  one  of 
its  engineers  and  samples  of  the  water  to  be  analyzed. 

The  spring  is  a  basin  of  ground  water  of  irregular  shape  which  at 
the  time  it  was  examined  had  a  length  of  about  150  feet,  an  average 
width  of  about  12  feet,  and  an  average  depth  of  somewhat  more  than  a 
foot.  The  overflow  was  then  running  through  a  clearly  defined  channel 
to  the  river,  which  is  distant  about  450  feet  from  the  basin.  At  the 
time  this  examination  was  made  the  basin  was  being  supplied  by  water 
passing  through  the  ground,  but  an  examination  of  its  surroundings 
showed  that  at  times  it  probably  receives  a  flow  of  surface  water  from  a 
email  stream  which  enters  it  from  the  south  and  evidently  receives  drain- 
age from  a  considerable  length  of  the  Boston  &  Albany  railroad.  It  is 
also  probably  affected  by  river  water  at  times  of  high  flow.  Under  the 
circtimstances  the  spring  cannot,  in  the  opinion  of  the  Board,  be  re- 
garded as  a  safe  source  from  which  to  take  water  directly  for  domestic 
purposes. 
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These  changes  and  certain  improvements  which  were  made  at  this  time 
in  the  Neponset  Biver  wells  were  followed  by  a  marked  improvement  in 
the  quality  of  the  water,  but  a  gradual  increase  in  the  draught  of  water 
from  these  wells  in  the  years  ld03,  1904  and  1905  was  accompanied  by 
a  gradual  deterioration  in  its  quality.  In  the  next  three  years  the 
draught  of  water  was  quite  constant,  and  its  quality  showed  little  change, 
but  in  the  dry  years  1908  and  1909  a  further  very  marked  deterioration 
occurred,  and  the  water  during  these  years  was  of  very  much  poorer 
qualit}'  than  at  any  previous  time. 

It  has  long  been  known  that  a  large  portion  of  the  water  which  enters 
the  Neponset  River  wells  is  derived  by  filtration  through  the  ground 
from  the  river.  This  stream  is  very  badly  polluted  and  there  is  little 
doubt  that  if  the  use  of  the  wells  is  continued  the  quality  of  the  water 
will  grow  worse  unless  the  quantity  drawn  from  these  sources  shall  be 
very  greatly  reduced.  In  its  present  condition  the  water  from  these 
wells  cannot,  in  the  opinion  of  the  Board,  be  considered  safe  for  drinking. 

The  water  which  enters  the  Mother  Brook  wells  has  since  the  begin- 
ning shown  evidence  of  previous  pollution,  but  has  been  subsequently 
quite  well  purified  in  its  passage  through  the  ground  before  entering 
the  wells,  and  no  serious  deterioration  has  been  noted  in  its  character 
since  the  use  of  this  water  was  begun.  The  quantity  of  water  taken  from 
these  wells  is  much  greater  than  that  which  has  been  drawn  from  the 
wells  near  the  Neponset  Biver,  but,  judging  from  the  information  which 
has  been  furnished  to  the  Board,  it  is  unlikely  that  a  much  greater  quan- 
tity of  water  can  be  drawn  from  these  wells  than  has  been  drawn  during 
the  past  two  years;  and  in  any  case  it  is  improbable  that  a  sufficient 
increase  in  the  quantity  of  water  available  for  the  town  can  be  made 
by  increasing  the  draught  from  these  wells  to  make  it  practicable  to 
reduce  materially  the  draught  from  the  wells  near  the  Neponset  Biver. 

The  region  about  the  Mother  Brook  wells  is  quite  densely  populated, 
and  it  is  impracticable  to  extend  the  collecting  system  in  this  valley  suffi- 
ciently to  obtain  a  materially  larger  supply  of  water  without  locating 
wells  in  close  proximity  to  populated  areas,  where  the  water  will  be 
likely  to  be  polluted. 

Under  the  circumstances,  it  is  improbable  that  a  sufficient  increase  in 
the  supply  of  water  can  be  obtained  from  the  Mother  Brook  wells  to 
make  it  practicable  to  reduce  the  draught  from  wells  near  the  Neponset 
River  to  such  an  extent  that  those  sources  may  continue  to  be  used  with 
safetv. 

The  town  has  paid  for  the  right  to  take  water  from  the  Metropolitan 
Water  District  and  it  will  probably  be  practicable  to  obtain  water  from 
the  metropolitan  system  more  promptly  and  at  less  expense  than  in  any 


78  STATE  BOARD  OF  HEALTH.  [Pub.  Doc 

paratively  short  extension  of  your  present  pipe  line.  The  watershed  of 
Cook  Brook  was  carefully  examined  three  years  ago  with  a  view  to  its 
use  as  a  source  of  water  supply  for  Huntington,  and  you  were  then  ad- 
vised concerning  it  as  follows :  — 

The  water  of  Cook  Brook,  the  proposed  source  of  auxiliary  supply,  is 
naturally  of  good  quality,  but  there  are  many  dwelling  houses  with  their  oat- 
buildings  within  this  watershed,  and  the  stream  is  greatly  exposed  to  danger 
of  pollution.  In  the  opinion  of  the  Board,  its  waters  could  not  with  safety 
be  used  for  drinking,  and  the  Board  does  not  approve  the  use  of  that  source 
as  an  auxiliary  water  supply  for  the  town  of  Huntington. 

Prom  the  information  which  you  have  furnished  the  assistant  engineer 
of  the  Board,  it  appears  that  there  is  practically  no  change  in  the  condi- 
tions affecting  the  quality  of  the  water  from  this  watershed.  Tliere  are 
many  dwelling  houses  within  the  watershed  which,  with  their  outbuild- 
ings, are  so  situated  with  reference  to  the  stream  or  its  tributaries  that 
foul  drainage  from  sink  drains,  privies  or  barn-yards  may  find  its  way 
directly  to  the  brook;  and  the  highway  in  the  lower  part  of  the  water- 
shed follows  the  stream  closely  for  a  mile  and  a  half  above  the  point  at 
which  the  water  would  be  taken.  Under  these  circumstances  there  can 
be  no  question  that  the  use  of  this  water  for  domestic  purposes  might 
cause  sickness.  Water  supplies  of  similar  character  have  been  the  source 
of  very  serious  epidemics,  and  under  the  circumstances  the  Board  does 
not  approve  the  use  of  this  stream  as  a  source  of  domestic  water  supply. 

It  appears  from  the  information  available  to  the  Board  that  the  res- 
ervoir on  Cold  Brook  is  empty  and  that  the  flow  of  the  stream  has  fallen 
as  low  as  15,000  gallons  per  day.  An  examination  of  the  tubular  wells 
and  a  short  test  of  their  yield  indicate  that  they  are  furnishing  at  the 
present  time  about  50,000  gallons  per  day.  The  two  sources  together  at 
this  time  are  furnishing  about  65,000  gallons  per  day,  or  approximately 
60  gallons  per  person  for  the  population  in  the  main  village,  assuming 
that  the  population  is  approximately  1,100.  It  appears  that  none  of 
the  water  supplied  to  the  town  is  metered,  and  it  is  likely  that  a  con- 
siderable quantity  is  lost  by  waste  and  leakage  from  the  mains  and  serv- 
ice pipes.  If  the  quantity  of  water  used  in  the  town  of  Huntington 
were  no  greater  in  proportion  to  the  population  than  is  found  necessary 
for  the  supply  of  towns  in  which  care  is  taken  to  prevent  unnecessary 
use  and  waste  of  water,  a  quantity  amounting  to  50,000  gallons  per  day 
would  be  ample  for  present  needs. 

The  conditions  about  the  tubular  wells  from  which  the  auxiliary  pup- 
ply  is  taken  in  the  summer  season  are  very  favorable  for  obtaining 
water  freely  from  the  ground,  and  the  wells  now  in  use  supply  water  of 
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eicellent  quality  for  domestic  purposes.  The  quantity  now  obtained  is 
nearly  suflScient  for  present  needs,  and  it  is  very  probable  that,  if  the 
wells  now  in  use  were  carefully  examined  by  someone  of  the  necessary 
eiperience  in  such  matters,  they  could  be  put  in  condition  to  yield  a 
larger  quantity  of  water.  In  any  case  there  is  no  reason  to  doubt  that 
by  driving  a  few  additional  wells  in  suitable  locations  in  the  neighbor- 
hood of  the  pumping  station  an  ample  quantity  of  water  can  be  obtained 
in  this  locality  for  the  requirements  of  the  town  in  dry  weather.  There 
does  not  appear  to  the  Board  to  be  any  other  source  from  which  an 
adequate  supply  of  good  water  which  is  safe  for  drinking  can  be  obtained 
in  less  time  or  at  a  smaller  cost. 

The  Board  recommends  that  you  cause  additional  wells  to  be  driven 
as  8oon  as  practicable,  and  that,  as  soon  as  additional  wells  are  available, 
the  present  wells  be  carefully  examined  and  such  improvements  made  as 
may  be  found  necessary  to  increase  their  yield.  This  work  can  be  done 
in  a  very  short  time  if  it  is  begun  without  delay,  and  with  economy  in 
the  use  of  water  until  additional  wells  can  be  driven  it  will  be  unneces- 
ary  to  introduce  into  the  water  pipes  of  the  towTi  any  water  which  is 
unsafe  for  drinking. 

Nov.  3,  1910. 

To  the  Board  of  Water  Commisaioners  of  the  Hvntington  Fire  District,  Hunting- 
ton, Mass, 

Gextlemex  :  —  In  response  to  a  request  from  a  member  of  your 
board  for  an  examination  of  the  water  of  a  spring  located  a  little  over 
1,000  feet  west  of  your  pumping  station  near  the  Westfield  River,  the 
State  Board  of  Health  has  caused  the  spring  to  be  examined  by  one  of 
its  engineers  and  samples  of  the  water  to  be  analyzed. 

The  spring  is  a  basin  of  ground  water  of  irregular  shape  which  at 
the  time  it  was  examined  had  a  length  of  about  150  feet,  an  average 
^dth  of  about  12  feet,  and  an  average  depth  of  somewhat  more  than  a 
foot.  The  overflow  was  then  running  through  a  clearly  defined  channel 
to  the  river,  which  is  distant  about  450  feet  from  the  basin.  At  the 
time  this  examination  was  made  the  basin  was  being  supplied  by  water 
passing  through  the  ground,  but  an  examination  of  its  surroundings 
showed  that  at  times  it  probably  receives  a  flow  of  surface  water  from  a 
small  stream  which  enters  it  from  the  south  and  evidently  receives  drain- 
age from  a  considerable  length  of  the  Boston  &  Albany  railroad.  It  is 
*l8o  probably  affected  by  river  water  at  times  of  high  flow.  Under  the 
circnmstances  the  spring  cannot,  in  the  opinion  of  the  Board,  be  re- 
tried as  a  safe  source  from  which  to  take  water  directlv  for  domestic 
Purposes. 
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There  appears  to  be  a  considerable  flow  of  ground  vster  from  the 
gravelly  lands  in  the  region  about  your  present  veils,  and  there  is  no  rea- 
son to  doubt  that  an  ample  supply  of  good  water  for  the  requiremente  of 
Huntington  can  be  obtained  from  the  ground  in  this  region  by  extend- 
ing the  present  collecting  syetem,  as  recommended  by  the  Board  in  its 
communication  of  Aug.  4,  1910. 

Hydb  Park, 

Uat  19,  1910. 
3*0  the-  Board  of  BeaUh  of  the  Town  of  Hyde  Faric,  Mr.  Jamxb  0.  Bollcs, 
CtorJf. 
Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation of  March  31, 1910,  for  information  as  regards  the  condition  of  the 
water  furnished  the  town  of  Hyde  Park  in  its  relation  to  the  public 
health,  has  caused  the  localities  from  which  the  present  supply  is  taken 
to  be  examined  and  has  considered  the  remits  of  numerous  analyses  of 
the  water  from  these  sources. 

The  original  source  of  water  supply  of  the  town  used  first  in  1885  was 

a  group  of  tubular  wells  located  near  the  eastern  bank  of  the  Neponset 

River  a  short  distance  above  the  densely  populated  portion  of  the  town, 

increased  subsequently  by  the  addition  of  various  other  groups  of  wells 

in  the  same  general  locality.    Prom  time  to  time,  in  response  to  appli- 

from  the  authorities  of  the  water  company  or  of  the  towns  of 

'ark  or  Milton,  to  which  the  water  was  supplied,  the  Board  haa 

td  these  various  sources  and  has  advised  concerning  the  condition 

rater.    In  the  course  of  these  examinations  the  condition  of  some 

rells  or  groups  of  wells  was  found  to  be  objectionable,  and  the 

nany  of  the  original  wells  was  long  ago  discontinued  and  others 

ted  therefor. 

ithstanding  these  changes  the  quality  of  the  water  continued  to 
ate  quite  steadily,  and  in  1899  the  Board  advised  that  a  supply 
r  be  introduced  from  a  new  soarce,  and  recommended  changes  in 
Is  near  the  Neponset  Eiver,  in  order  that  the  use  of  wells  fur- 
water  of  suspicious  quality  might  be  discontinued. 
V  supply  was  introduced  in  1900  from  a  group  of  wells  in  the  val- 
Uother  Brook  near  the  boundary  line  between  Hyde  Park  and 
I,  but  the  quantity  of  water  drawn  from  this  new  source  during 
id  1901  was  small  compared  with  the  quantity  which  has  been 
from  these  wells  since  that  time.  Early  in  1902  the  draught 
le  new  source  was  greatly  increased,  and  later  on  in  that  year, 
when  the  supply  of  water  to  Milton  was  discontinued,  the  drau^t  from 
the  wells  near  tiie  Weponset  River  was  greatly  reduced. 
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These  changes  and  certain  improvements  which  were  made  at  this  time 
in  the  Neponset  Siver  wells  were  followed  by  a  marked  improvement  in 
the  qnalify  of  the  water,  but  a  gradual  increase  in  the  draught  of  water 
from  these  wells  in  the  years  1903,  1904  and  1905  was  accompanied  by 
a  gradual  deterioration  in  its  quality.  In  the  next  three  years  the 
draught  of  water  was  quite  constant,  and  its  quality  showed  little  change, 
but  in  the  dry  years  1908  and  1909  a  further  very  marked  deterioration 
occurred,  and  the  water  during  these  years  was  of  very  much  poorer 
quaUt}'  than  at  any  previous  time. 

It  has  long  been  known  that  a  large  portion  of  the  water  which  enters 
the  Neponset  Hiver  wells  is  derived  by  filtration  through  the  ground 
from  the  river.  This  stream  is  very  badly  polluted  and  there  is  little 
doubt  that  if  the  use  of  the  wells  is  continued  the  quality  of  the  water 
will  grow  worse  unless  the  quantity  drawn  from  these  sources  shall  be 
very  greatly  reduced.  In  its  present  condition  the  water  from  these 
wells  cannot,  in  the  opinion  of  the  Board,  be  considered  safe  for  drinking. 

The  water  which  enters  the  Mother  Brook  wells  has  since  the  begin- 
ning shown  evidence  of  previous  pollution,  but  has  been  subsequently 
quite  well  purified  in  its  passage  through  the  ground  before  entering 
the  wells,  and  no  serious  deterioration  has  been  noted  in  its  character 
fiince  the  use  of  this  water  was  begun.  The  quantity  of  water  taken  from 
these  wells  is  much  greater  than  that  which  has  been  drawn  from  the 
wells  near  the  Neponset  Biver,  but,  judging  from  the  information  which 
has  been  furnished  to  the  Board,  it  is  unlikely  that  a  much  greater  quan- 
tity of  water  can  be  drawn  from  these  wells  than  has  been  drawn  during 
the  past  two  years;  and  in  any  case  it  is  improbable  that  a  sufficient 
increase  in  the  quantity  of  water  available  for  the  town  can  be  made 
by  increasing  the  draught  from  these  wells  to  make  it  practicable  to 
reduce  materially  the  draught  from  the  wells  near  the  Neponset  Eiver. 

The  region  about  the  Mother  Brook  wells  is  quite  densely  populated, 
and  it  is  impracticable  to  extend  the  collecting  system  in  this  valley  suffi- 
ciently to  obtain  a  materially  larger  supply  of  water  without  locating 
wells  in  close  proximity  to  populated  areas,  where  the  water  will  be 
likely  to  be  polluted. 

Under  the  circumstances,  it  is  improbable  that  a  sufficient  increase  in 
the  supply  of  water  can  be  obtained  from  the  Mother  Brook  wells  to 
make  it  practicable  to  reduce  the  draught  from  wells  near  the  Neponset 
Kiver  to  such  an  extent  that  those  sources  may  continue  to  be  used  with 
safetv. 

The  town  has  paid  for  the  right  to  take  water  from  the  Metropolitan 
TTater  District  and  it  will  probably  be  practicable  to  obtain  water  from 
the  metropolitan  system  more  promptly  and  at  less  expense  than  in  any 
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other  way.  Considering  the  circumstances^  the  Board  recommends  that 
a  supply  of  water  be  secured  from  the  metropolitan  water  system  and  the 
use  of  water  from  the  wells  near  the  Neponset  Biver  discontinued. 

The  water  of  the  wells  in  the  valley  of  Mother  Brook  can  continue  to 
be  used  with  safety  while  its  quality  remains  as  at  present^  but  if  it  is 
found  advantageous  to  continue  the  use  of  these  welld^  after  a  supply  of 
water  from  the  Metropolitan  Water  District  becomes  available,  it  is 
important  that  frequent  analyses  of  the  water  be  made  and  its  use  dis- 
continued in  case  deterioration  occurs. 

Dig.  1,  1910. 
To  the  Board  of  Health  of  the  Town  of  Syde  Park. 

Gentleicen:  —  An  investigation  as  to  the  occurrence  of  an  unusual 
number  of  cases  of  typhoid  fever  in  Hyde  Park  during  the  present  year, 
and  especially  in  the  month  of  October,  while  not  yet  completed,  points 
somewhat  strongly  to  the  public  water  supply  as  the  probable  source  of 
infection. 

During  the  past  year  about  two-thirds  of  the  supply  of  the  town  has 
been  drawn  from  the  group  of  tubular  wells  near  Mother  Brook  and  the 
remainder  from  the  groups  of  wells  near  the  Neponset  Biver. 

The  water  of  the  Neponset  Biver  wells  has  become  so  polluted  as  to  be 
unfit  to  be  used  for  domestic  purposes,  and  its  use  should  be  discontinued. 
The  degree  of  its  pollution  has  followed  dangerously  near  to  and  coin- 
cident with  the  degree  of  pollution  of  Neponset  Biver  and  the  prevalence 
of  iyphoid  fever  has  been  coincident  with  their  common  pollution. 

The  water  of  the  new  wells  situated  near  Mother  Brook  does  not  show 
by  chemical  analysis  pollution  beyond  that  of  many  driven  well  sup- 
plies, and  its  quality  does  not  fluctuate  in  general  with  that  of  Mother 
Brook,  but  there  are  some  local  conditions  that  render  this  water  suspi- 
cious. The  wells  situated  nearest  to  privies  on  Paradise  Lane  give  water 
more  polluted  than  those  farther  away.  The  water  from  Mother  Brook 
sometimes  flows  over  land  surrounding  the  wells  and  enters  springs 
which  are  probably  feeders  of  some  of  the  wells.  After  a  heavy  rain  in 
September  last  the  water  from  these  wells  contained  a  much  larger  num- 
ber of  bacteria  than  usual,  and  there  were  some  bacteria  characteristic 
of  sewage. 

In  view  of  these  conditions  vour  recommendation  that  the  water  of 
the  public  water  supply  be  boiled  before  drinking  should,  in  the  opinion 
of  the  Board,  be  continued. 

The  Board  recommends  that  an  adequate  supply  of  good  water  be  se- 
cured as  soon  as  possible. 

The  town,  as  you  have  already  been  advised  in  a  previous  communica- 
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tion,  has  paid  for  the  right  to  take  water  from  the  Metropolitan  Water 
District,  and  it  would  probably  be  practicable  to  obtain  water  from  the 
metropolitan  system  more  promptly  and  at  less  expense  than  in  any 
other  way. 

Lowell. 

To  i\€  Water  Board  of  the  City  of  Lowell  Jd^y  7,  1910. 

Gentlemex:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  as  to  taking  a  certain  additional  area  of  land  adja- 
cent to  the  Pawtucket  Boulevard  with  a  view  to  extending  the  system  of 
tubular  wells  from  which  the  supply  of  the  city  is  obtained,  and  has 
caused  the  locality  to  be  examined  by  one  of  its  engineers  and  samples 
of  water  from  test  wells  near  the  southerly  limit  of  the  area  to  be 
analyzed. 

The  area  which  it  is  proposed  to  take  is  located  along  the  northerly 
side  of  the  Boulevard  west  of  East  Avenue  and  about  opposite  the  lower 
Boulevard  pumping  station,  so  called.  The  results  of  analyses  of  water 
from  the  test  wells  in  this  area  show  that  the  water,  while  it  has  at 
some  time  been  polluted,  has  subsequently  been  well  purified  in  its  pas- 
sage through  the  ground  before  entering  the  wells,  and  the  quantity  of 
organic  matter  present  was  low.  The  pollution  of  the  water  was  prob- 
ably caused  by  the  occupation  of  this  locality  by  refreshment  booths  and 
its  use  for  various  purposes  during  the  automobile  races  in  September 
of  last  year.  As  the  sources  of  pollution  have  been  removed,  it  is  prob- 
able that  their  effects  will  gradually  disappear,  and  if  water  is  taken 
from  the  ground  200  feet  or  more  north  of  the  Boulevard,  it  is  unlikely 
that  it  will  be  affected  injuriously  by  the  pollution  caused  by  the  use 
of  the  territory  near  the  highway  in    the  manner  described. 

Begarding  the  quantity  of  water  that  can  be  obtained  from  this  terri- 
tory, no  definite  estimate  can  be  given.  The  test  ixells  penetrated  a 
porous  stratum  from  which  water  could  be  pumped  very  freely,  and 
these  and  other  tests  in  the  neighborhood  indicate  that  water  can  prob- 
ably be  obtained  freely  from  the  ground  in  the  area  which  it  is  proposed 
to  take. 

The  quality  of  the  water  supplied  to  the  city  from  the  present  wells 
near  the  Boulevard  has  shown  some  deterioration  in  the  last  two  years, 
and  it  is  probable  that  some  of  the  wells  now  in  use  furnish  water  of 
inferior  quality  to  others.  By  constructing  a  system  of  additional  wells 
in  the  lands  which  it  is  now  proposed  to  take  and  in  other  areas  north 
of  the  present  wells,  it  is  likely  that  a  considerable  increase  can  be  se- 
cured in  the  amount  of  ground  water  available,  making  it  practicable 
to  examine  carefully  the  wells  of  the  present  system  and  discontinue  any 
which  are  found  to  furnish  an  inferior  quality  of  water. 
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In  view  of  the  circumstanees  the  Board  advises  that  the  land  men- 
tioned in  your  application,  amounting  to  about  10.8  acres,  be  acquired 
for  the  purpose  of  enlarging  and  improving  the  water  supply  of  the  city. 

It  will  probably  be  found  advantageous  to  extend  the  driven  well  sys- 
tem in  future  in  the  areas  north  of  the  Boulevard  and  of  the  wells  from 
which  the  supply  is  now  drawn,  but  if  the  area  north  of  the  land  now 
owned  by  the  city  for  water  supply  purposes,  including  the  arfea  which  it 
is  now  proposed  to  acquire,  should  become  populated,  it  is  likely  that  the 
effect  of  the  occupation  of  these  lands  upon  the  character  of  the  well 
water  would  be  unfavorable.  It  is  practicable  to  protect  the  quality  of 
the  ground  water  in  this  region  from  danger  of  pollution  by  acquiring 
lands  for  a  considerable  distance  north  and  east  of  the  wells  and  pre- 
venting their  occupation,  and  these  lands  can  doubtless  be  acquired  at 
much  less  cost  at  the  present  time  or  in  the  immediate  future  than  after 
they  have  become  occupied  by  dwellings.  The  water  supply  of  the  city 
of  Lowell  is  likely  to  be  taken  from  the  ground  in  this  region  for  many 
years  in  the  future,  and  it  is  very  important,  in  the  opinion  of  the  Board, 
that  such  measures  be  taken  as  may  be  necessary  to  protect  it  from  dan- 
ger of  pollution. 

Lynn. 

To  the  Puhlio  Water  Board  of  the  City  of  Lynn.  April  7,  1910. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  vou  on  Jan. 
26,  1910,  a  communication  stating  that  the  city  government  of  Lynn, 
on  Jan.  24,  1910,  approved  and  endorsed  the  recommendations  of  your 
board  relative  to  the  treatment  and  purification  of  the  public  water  sup- 
ply of  the  city  by  the  installation  of  a  mechanical  filti'ation  system. 

Your  report  of  Jan.  21,  1910,  contains  the  following  recommenda- 
tions :  — 

With  the  distinct  understanding  that  the  best  chemical-meebanical  plant 
must  for  safety  always  be  under  the  care  of  a  competent  expert,  that  daily 
analyses  must  be  made  of  the  water,  the  best  safeguards  and  checks  against 
unskilled  handling  provided  and  our  storage  facilities  utilized  to  their  fullest 
extent,  the  followmg  plan  combining  long  storage  and  purification  by  chemical- 
mechanical  means  is  now  recommended.  In  this  plan  it  is  proposed  to  not 
only  filter  all  of  tbe  water  but  to  improve  the  storage  conditions  by  the  installa- 
tion of  pumps  at  Montrose,  on  the  Saugus  River  and  at  Hawkes  Pond,  dis- 
charging into  the  northern  arm  of  Walden  Pond,  thus  not  only  getting 
additional  storage  and  the  opportunity  of  taking  water  from  Saugus  River 
at  any  time  but  making  it  impossible,  in  any  practicable  way,  for  water  to 
reach  the  filters  until  it  has  been  stored  for  a  long  time. 

If  this  general  plan  is  approved  by  the  council  and  the  State  Board  of 
Health,  as  required  by  the  act,  detailed  plans  will  be  prepared  and  submitted 
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to  the  council  and  the  State  Board  for  final  examination  and  approval,  as  the 
act  also  required. 

Without  plans  of  the  work  and  method  of  treatment  it  isf  not  practi- 
cable to  make  accurate  statements  of  the  results^  but  from  experience 
and  experiments  made  elsewhere  it  is  probable  that  the  cost  of  main- 
taining an  efficient  plant  will  be  enough  more  than  the  cost  of  maintain- 
ing good  slow  sand  filters  to  make  the  entire  cost  of  construction  and 
maintenance  of  the  chemical-mechanical  filters  greater  than  that  of  the 
slow  sand  filters. 

In  the  removal  of  color  the  chemical-mechanical  filter  has  some  ad- 
vantage, but  the  result  from  either  process  with  Lynn  water  would  prob- 
ably be  entirely  satisfactory.  In  the  removal  of  disagreeable  tastes  and 
odors  a  chemical-mechanical  filter  would  not  be  as  efficient  as  a  slow  sand 
filter.  With  such  tastes  and  odors  as  have  been  experienced  during  the 
past  year  the  proposed  process  might  be  satisfactory ;  but  the  increasing 
amount  of  Saugus  Eiver  water  to  be  added  to  the  reservoirs  is  likely  to 
increase  the  growth  of  organisms  which  produce  the  disagreeable  tastes 
and  odors  to  such  an  extent  that  mechanical  filters  will  not  remove 
them. 

The  efficiency  in  removal  of  bacteria  of  the  best  chemical-mechanical 
filters  is  not  as  high  or  as  steady  as  of  the  best  slow  sand  filters. 

Complaints  are  made  of  excessive  corrosion  of  iron  pipes  and  copper 
tanks  in  which  is  used  filtered  water  from  well  managed  chemical-mechan- 
ical filters,  which  effect  appears  to  be  most  serious  with  soft,  dark  waters, 
like  those  of  L}Tm.  This  is  thought  to  be  due  to  the  increase  in  carbonic 
acid  in  such  waters  due  to  filtration  with  coagulants. 

With  these  results  we  have  reason  to  expect  active  corrosion  of  steam 
boilers  and  water  containing  so  much  iron  rust  as  to  be  very  objectionable 
for  domestic  use. 

We  find  no  such  general  improvement  in  the  health  of  the  community 
from  using  the  best  regulated  mechanical  filters  as  when  good  slow  sand 
filters  have  been  used. 

While  purification  by  chemical-mechanical  filters  remains  in  its  pres- 
ent experimental  condition,  \idth  very  objectionable  results  unremoved, 
we  are  unable  to  advise  its  adoption  by  the  city  of  Lynn. 

Nov.  3,  1910. 
To  the  Tublic  Water  Board  of  the  City  of  Lynn, 

Gentlemen:  —  The  State  Board  of  Health  received  on  Oct.  6,  1910, 
plans  and  specifications  of  a  mechanical  filtration  plant  proposed  for 
construction  at  Lynn,  together  with  copies  of  the  letters  and  communi- 
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cations  of  George  W.  Fuller,  C.E.,  to  the  engineer  and  water  board  of 
the  city  of  Lynn. 

These  communications  do  not  indicate  that  the  engineer,  Mr.  Fidler, 
advised  the  oflScials  of  Lynn  that  a  mechanical  filter  plant  would  best 
serve  the  city  in  rendering  the  water  supply  satisfactory,  but  that  he 
presents  '^  a  statement  containing  the  essential  features  of  a  mechanical 
filter  plant,  for  which  you  instructed  me  to  prepare  plans  and  specifica- 
tions in  conformity  with  chapter  658  of  the  Acts  of  1910." 

These  plans  as  outlined  present  the  usual  type  of  mechanical  filter 
plant  as  constructed  at  the  present  time,  with  modifications  due  to  this 
location  and  with  the  addition  of  the  recently  discovered  bleaching  pow- 
der treatment.  They  leave  many  details  of  construction  apparently  to 
the  discretion  of  the  contractor  or  the  mechanical  filter  company  suc- 
cessful in  its  bid  for  construction. 

The  mode  of  construction  of  the  apparatus  for  handling  and  filtra- 
tion, by  the  method  decided  upon  by  the  city  of  Lynn,  of  the  public 
water  supply  of  the  city  is  of  much  less  importance  in  the  view  of  this 
Board,  at  the  present  time,  than  the  probable  quality  of  the  effluent  from 
said  filtering  plant. 

The  Board  concludes  from  its  investigations  and  its  experiments 
upon  the  Lynn  water  that  the  proposed  treatment  will  probably  fail  to 
remove  the  objectionable  tastes  and  odors  arising  in  the  Lynn  water  after 
Saugus  River  and  Ipswich  River  waters  are  added.  The  proposed  treats 
ment  is  further  likely  to  increase  the  growth  of  organisms  in  the  open 
distributing  reservoir  and  there  increase  the  disagi'eeable  tastes  and 
odors  of  the  water  distributed  to  consumers. 

The  experiments  of  the  Board  with  Lynn  water,  treated  as  proposed, 
indicate  that  chemical  conditions  will  be  introduced  in  the  water  sup- 
plied to  consumers  that  will  cause  corrosion  of  metals  or  increase  of  hard- 
ness or  both,  to  an  objectionable  degree ;  and  we  find  Ihat  waters  treated 
as  proposed  do  not  cause  the  general  improvement  in, the  health  of  the 
community  that  has  been  experienced  when  good  slow  sand  filters  have 
been  used. 

The  treatment  proposed  here  is  an  experiment  like  others  that  have 
been  tried,  but  when  made  with  water  similar  to  that  of  Lynn  we  know 
of  no  cases  where  the  result  has  been  such  that  we  could  advise  the  city 
of  Lynn  to  depend  upon  it  for  producing  a  satisfactory  water  supply. 
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Lynx  (Creighton  Brothers).  qct.  6,  1910. 

To  the  Board  of  Health  of  the  City  of  Lynn,  Mr.  Gustavus  A.  Badges,  Clerk. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Sept.  2,  1910,  the  following  communication  requesting  an  examination 
of  the  water  supplied  to  the  factory  of  Creighton  Bros,  in  Lynn :  — 

That  the  employees  in  the  factory  of  Creighton  Bros.,  29  Willow  Street, 
Lynn,  have  heen  affected  presumably  by  the  drinking  water  supplied  to  that 
factory  from  a  private  spring  in  Lynn.  The  firm  thinks  that  the  sickness 
among  the  employees  is  due  to  this  water  and  would  like  an  early  analysis 
to  find  out  if  the  water  is  polluted.  The  water  is  from  the  Bassett  Spring 
in  Swampscott.  He  also  gets  a  supplementary  supply  in  the  factory  from  a 
well,  unknown  whether  it  is  artesian  or  not.  He  would  also  like  to  have  an 
analysis  made  of  this  water,  as  600  or  700  hands  are  employed  in  the 
factory. 

The  Lynn  board  of  health  considers  it  of  sufficient  importance  to  call  for 
your  immediate  attention. 

The  Board  is  informed  that  at  this  factory  the  drinking  water  for 
the  use  of  the  office  is  supplied  by  one  of  the  spring  water  companies, 
while  the  water  supplied  to  the  operatives  is  taken  from  two  driven  wells 
in  the  basement  of  the  building.  It  also  appears  that  at  about  the  time 
your  application  was  made  a  change  was  made  in  the  spring  water  sup- 
ply, and  the  water  is  now  supplied  to  the  office  from  the  Electric  Spring, 
concerning  which  you  Were  advised  in  a  communication  dated  Aug.  5, 
1909,  as  follows :  — 

The  Electric  Spring,  controlled  by  the  Deep  Glen  Rock  Spring  Company, 
so  called,  is  located  near  the  junction  of  Greenwood  Avenue  and  Linwood 
Street  in  the  northwesterly  part  of  Lynn.  The  examinations  of  its  waters 
which  have  been  made  from  time  to  time  show  no  material  change  in  its 
quality,  and  in  its  present  state  the  water  of  this  spring  is  probably  safe  for 
drinking. 

The  tubular  wells,  from  which  the  water  supplied  to  the  operatives  in 
the  factory  is  drawn,  are  situated  in  the  basement  of  the  building,  which 
is  located  in  a  densely  populated  region  with  sources  of  pollution  at  no 
great  distance,  and  the  analyses  show  that  the  water  has  at  some  time 
been  badly  polluted  and  not  subsequently  well  purified  in  its  passage 
through  the  ground  before  entering  the  wells.  The  water  is  also  ex- 
cessively hard,  and  in  the  condition  in  which  it  was  being  supplied  to 
the  consumers  in  the  factory  at  the  time  this  examination  was  made 
the  water  cannot  be  regarded  as  safe  for  drinking,  and  its  use  should 
be  discontinued. 
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Medwat. 

Jan.  6,  1910. 
To  the  Board  of  Selectmen  of  the  Town  of  Medway. 

Gentlemen  :  —  The  State  Board  of  Health  has  caused  a  careful  ex- 
amination to  be  made  recently  of  many  of  the  wells  used  as  sources  of 
water  supply  by  the  inhabitants  of  the  villages  of  Medway  and  West 
Medway,  to  determine  the  condition  of  the  drinking  water  supplies  in 
use  in  those  villages,  and  has  caused  samples  of  water  from  many  of  the 
wells  to  be  analyzed. 

The  wells  examined  were  distributed  quite  evenly  throughout  the  two 
villages,  ten  being  located  in  Medway  and  nine  in  West  Medway,  and 
most  of  them  are  used  by  several  families. 

The  results  of  the  examination  show  that  the  waters  of  all  of  the 
wells  examined  are  badly  polluted  and  unsafe  for  drinking.  Large 
numbers  of  bacteria  were  present  in  all  of  the  samples,  and  the  water  in 
many  cases  resembles  a  partly  purified  sewage.  The  pollution  of  the 
wells  is  evidently  caused  by  sewage  from  neighboring  vaults,  drains  and 
cesspools,  which  is  not  thoroughly  purified  in  its  passage  through  the 
ground  before  entering  the  wells. 

In  the  opinion  of  the  Board,  the  proper  protection  of  the  public 
health  requires  that  an  adequate  supply  of  good  drinking  water  be  pro- 
vided in  the  villages  of  Medway  and  West  Medway  without  further 
delay. 

Nov.   7,  1910. 
To  the  Board  of  Water  Commissioners  of  the  Town  of  Medway. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  its  approval  of  the  taking  of  a  water  supply  for  the  town 
of  Medway  from  the  ground  between  Populatic  Street  and  the  Charles 
River,  about  half  a  mile  southeast  of  the  village  of  Medway,  and  has 
caused  the  locality  to  be  examined  by  its  engineer  and  has  examined 
the  information  presented  as  to  the  tests  made  with  a  view  to  obtaining 
a  water  supply  in  this  region,  especially  the  results  of  a  pumping  test 
made  by  pumping  from  a  group  of  wells  in  this  locality  for  a  period  of 
several  days  ending  with  Nov.  5,  1910. 

From  tho  information  furnished  to  the  Board  it  appears  that  the  wells 
penetrated  a  porous  soil  from  which  water  could  be  pumped  very  freely 
and  that  during  the  pumping  test  the  pumps  were  operated  at  a  rate  of 
about  500,000  gallons  per  day  for  several  days,  the  pumping  being  prac- 
ticallv  continuous  at  this  rate  from  October  30  to  Xovember  5.  Obser- 
vations  upon  the  level  of  the  ground  water  in  the  region  about  the  wells 
during  the  test  ?liowed  that  its  height  was  well  maintained  while  pump- 
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ing  at  the  rate  indicated,  which  is  much  greater  than  is  likely  to  be  nec- 
essary for  the  supply  of  the  town.  The  indications  furnished  by  these 
tests  are  very  favorable  for  obtaining  an  ample  quantity  of  water  from 
the  ground  in  this  locality  for  the  requirements  of  Medway. 

The  results  of  analyses  of  samples  of  water  collected  at  frequent  in- 
tervals during  the  test  show  that  it  is  of  satisfactory  quality  for  domes- 
tie  purposes. 

The  Board  hereby  approves  the  taking  of  water  for  the  supply  of  the 
town  of  Medway  from  the  ground  between  Populatic  Street  and  the 
river  in  the  location  at  which  the  recent  test  was  made,  under  the  pro- 
visions of  chapter  291  of  the  Acts  of  the  year  1908. 

The  area  of  land  which  it  is  proposed  to  acquire  about  the  wells,  as 
shown  on  the  plan  presented,  will  be  suflScient  for  present  needs.  It 
may  be  found  desirable  to  acquire  additional  areas  to  prevent  the  culti- 
vation of  the  soil  or  the  possible  pollution  of  the  ground  water  from 
other  causes,  but  additional  lands  can  be  acquired  at  any  time  in  the 
future  if  found  necessary.  The  distributing  resers'oir  or  standpipe, 
which,  it  is  understood,  will  be  used  in  connection  with  the  wells,  should 
be  covered  so  that  the  water  may  be  kept  from  exposure  to  light  from 
the  time  it  is  drawn  from  the  ground  until  its  delivery  to  consumers. 

MlDDT-EBOROUGH. 

Jan.  31,  1910. 

To  Messrs.  Arthur  H.  Leonard,  Granville  E.  Tillson  and  Louis  H.  Carr, 

Middlehorough,  Mass, 

Gentlemen:  —  In  response  to  your  request  for  advice  as  to  what 
action  it  is  desirable  for  the  town  of  Middlehorough  to  take  to  secure 
a  supply  of  pure  water,  the  Board  has  caused  the  well  in  the  valley  of 
the  Nemasket  Eiver  above  the  town  from  which  the  water  supply  is 
drawn  to  be  examined  and  has  considered  the  results  of  numerous  analy- 
ses of  the  water  covering  a  long  period  of  years. 

These  results  show  that  the  water  of  the  well  was,  when  first  examined 
in  1887,  of  excellent  quality  for  the  purposes  of  a  public  water  supply. 
It  was  clear,  colorless  and  odorless  and  contained  but  little  organic  mat- 
ter, and  the  quantity  of  iron  present  was  insignificant.  But  little  change 
occurred  in  the  quality  of  the  water  for  several  years,  but  subsequently  it 
began  to  deteriorate  and  at  the  present  time  it  is  characterized  by  the 
presence  of  a  considerable  amount  of  organic  matter  and  an  excessive 
quantity  of  iron,  which  make  it  very  objectionable  for  domestic  uses. 

The  deterioration  in  the  quality  of  the  water  has  been  due,  probably, 
to  the  imperfect  filtration  of  water  passing  through  the  ground  from 
the   Nemasket   River,  careful   observations  of  the  temperature  of  the 
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water  in  the  well  and  in  the  river  beside  it  having  shown  that  a  large 
part  of  the  yield  of  the  well  is  derived  from  the  latter  source. 

The  conditions  which  affect  unfavorably  the  character  of  the  water  of 
this  well  are  such  that  there  is  no  practicable  method  of  improving  the 
quality  of  the  water  if  its  use  is  to  be  continued,  except  by  filtering  it 
before  it  is  supplied  to  consumers.-  There  is  probably  no  doubt  that  the 
water  can  be  efficiently  purified  by  aeration  and  filtration  through  suit- 
able filters  properly  operated  and  a  water  of  good  quality  obtained^ 
which  would  be  satisfactory  for  drinking  and  all  domestic  purposes. 
The  cost  of  a  proper  filtration  system,  including  the  necessary  filters, 
pumps  and  reservoirs,  and  the  cost  of  maintenance,  would  very  likely, 
however,  be  greater  than  the  cost  of  obtaining  a  supply  of  water  from  a 
new  source  if  a  source  can  be  found  which  will  furnish  water  of  good 
quality. 

The  conditions  in  the  region  south  of  the  well,  and  in  the  valley  of 
the  Nemasket  River  above  it,  appear  to  be  favorable  for  obtaining  water 
from  the  ground  in  sufficient  quantity  for  the  supply  of  the  town  of  Mid- 
dleborough,  and  it  is  probable  that  a  supply  of  water  of  good  quality 
sufficient  for  all  the  requirements  of  the  town  can  be  obtained  from 
wells  at  some  place  in  this  region  at  less  expense  than  the  cost  of  purify- 
ing the  present  water  supply  and  improving  it  to  such  an  extent  tRat 
it  will  be  satisfactory  for  domestic  purposes. 

In  the  opinion  of  the  Board,  the  best  course  for  the  town  to  adopt 
under  the  circumstances  is  to  make  investigations  without  delay  to  deter- 
mine the  practicability  and  cost  of  obtaining  an  adequate  supply  of  good 
water  from  some  suitable  source. 

In  making  these  investigations  it  is  advisable  to  determine  first  the 
practicability  of  obtaining  a  ground  water  supply  in  the  neij^hborhood 
of  the  present  pumping  station,  and  if  this  is  not  found  practicable,  the 
investigations  should  be  extended  up  the  valley  of  the  Xomasket  River 
and,  if  necessary  or  desirable,  in  the  valleys  of  tributarv  streams.  It  is 
very  important  that  these  tests  be  made  under  the  direction  of  an  engi- 
neer of  experience  in  the  selection  and  development  of  ground  water 
supplies.  The  Board  is  prepared  to  assist  the  town  in  the  necessary 
investigations  for  securing  a  satisfactory  water  supply  by  making  the 
necessary  analyses  of  water  and  will,  upon  request,  advise  the  town  as  to 
any  proposed  source  of  supply  that  it  may  have  under  consideration  or  as 
to  the  results  of  any  investigations  for  improving  its  water  supply  that 
the  authorities  of  the  town  may  wish  to  present. 
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Newton.  Skpt.  i,  i9io. 

To  Mr.  J.  C.  Whitney,  Water  CommisHofier  of  the  City  cf  Newton, 

Deab  Sir:  —  The  State  Board  of  Health  received  from  you  on  Aug. 
8,  1910,  the  following  application  relative  to  a  proposed  plan  of  increas- 
ing the  water  supply  of  the  city  of  Newton:  — 

In  accordance  with  chapter  75,  section  117,  of  the  laws  of  the  Common- 
wealth, approval  of  the  Board  is  asked  of  a  plan  for  increasing  the  water 
supply  of  the  city  of  Newton  hy  an  open  well  20  feet  in  diameter  located 
np-stream  2,200  feet  heyond  the  end  of  existing  conduit  and  600  feet  from 
Charles  River.  In  the  hottom  of  this  well,  grade  78,  galvanized  pipes  2^^ 
inches  in  diameter  are  to  be  driven  through  the  stratum  of  sharp  sand 
existing  sft  that  point  into  the  layer  of  coarse  gravel  underlying  the  sand. 

It  is  proposed  to  line  this  well  with  cement  concrete,  dome  roof  of  same 
and  walls  carried  to  sufficient  height  to  exclude  floods.  In  this  building  to 
install  a  submerged  pump,  water  discharging  through  a  24-inch  vitrified  pipe 
with  cemented  joints  into  the  end  of  the  conduit  completed  in  November, 
1909. 

Blow-off  gates  are  to  be  provided  and  provision  made  at  the  large  well 
for  possible  future  extensions  into  territory  still  further  up  river. 

It  is  proposed  to  provide  power  by  a  water,  motor  and  generator  located 
at  our  present  pumping  station,  current  being  wired  to  point  needed,  the 
water  used  for  power  flowing  back  into  the  supply.  .  .  . 

You  have  also  submitted  a  general  plan,  showing  the  existing  works 
for  obtaining  water  for  the  supply  of  the  city  of  Newton  and  the  loca- 
tion of  the  proposed  well,  and  information  has  also  been  presented  as  to 
the  character  of  the  soil  and  the  results  of  a  pumping  test  made  by 
pumping  from  a  test  well  with  tubular  wells  in  its  bottom  at  the  location 
of  the  large  well  now  proposed.  In  the  course  of  these  investigations,  it 
appears  from  the  information  presented,  water  was  pumped  continuously 
from  the  test  well  from  Nov.  24  to  Dec.  19,  1909,  at  an  average  rate  of  a 
little  over  600,000  gallons  in  twenty-four  hours,  the  water  being  dis- 
charged into  the  river.  Samples  of  water  collected  from  the  well  on 
December  2,  while  the  test  was  in  progress,  were  sent  to  the  laboratory 
of  the  Board  for  analysis. 

The  plan  presented  is  in  effect  a  modification  of  the  plan  of  enlarging 
the  water  supply  of  the  city  of  Newton  presented  for  the  consideration 
of  the  Board  in  1908.  By  the  plan  presented  at  that  time  it  was  pro- 
posed to  extend  a  conduit  with  its  bottom  at  grade  81  up  the  valley  of 
the  river  from  the  terminus  of  the  present  main  conduit  near  Kendrick 
Street  approximately  to  the  location  of  the  well  now  proposed,  a  distance 
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of  about  3^600  feet.  It  appears  that  the  construction  of  that  conduit 
has  been  begun^  but  that  the  work  has  been  completed  only  to  a  point 
about  1^400  feet  south  of  Kendrick  Street;  and  it  is  now  proposed,  in- 
stead of  continuing  the  construction  of  the  conduit,  to  install  the  pro- 
posed well  and  lay  a  line  of  pipe  to  discharge  the  water  into  the  upper 
end  of  the  portion  of  the  conduit  thus  far  completed. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  plan  presented  and  the  results  of  analyses  of  the  sam- 
ples of  water  sent  in  by  you  during  the  pumping  test  in  December  last. 
These  analyses  show  that  the  water  of  this  test  well  is  of  about  the  same 
character  as  that  of  other  test  wells  in  this  region  examined  in  1908^  and 
is  of  good  quality  for  domestic  purposes.  The  quantity  of  water  ob- 
tainable from  the  proposed  well,  constructed  as  outlined  in  the  plan 
presented,  with  its  bottom  at  grade  78  and  with  tubular  wells  sunk  to 
the  gravel  beneath,  would  probably  amount  to  approximately  the  quan- 
tity drawn  from  the  well  during  the  pumping  test  in  November  and 
December,  1909,  though  in  very  dry  seasons,  with  continued  pumping, 
the  quantity  obtainable  is  likely  to  be  less.  It  is  important  to  provide 
an  additional  water  supply  for  the  city  as  soon  as  practicable,  and,  con- 
sidering the  circumstances,  the  Board  is  of  the  opinion  that  the  plan  is 
a  reasonable  one  for  obtaining  an  additional  supply  of  good  water  to 
meet  the  immediate  needs  of  the  city. 

Becent  investigations,  taken  in  connection  with  those  of  former  years, 
indicate  that  in  the  region  south  of  Kendrick  Street  and  west  of  the 
river,  in  which  the  city  of  Newton  already  controls  large  areas  of  land, 
the  conditions  are  very  favorable  for  obtaining  a  large  supply  of  ground 
water  of  good  quality,  with  properly  designed  collecting  works.  While 
by  the  plan  now  proposed  it  will  be  practicable  to  obtain  a  very  consid- 
erable additional  supply  of  water  with  little  delay  and  at  no  very  great 
expense,  it  is  probable  that  the  ground  water  of  this  region  can  be  col- 
lected best  by  means  of  systems  or  groups  of  tubular  wells  driven  not 
only  in  the  upland  along  the  river  near  the  well  now  proposed,  but  also 
near  the  foot  of  the  gravel  slopes  which  border  the  low  lands  in  this 
region,  both  nortli  and  south  of  the  proposed  well,  and  with  suitably 
designed  works  there  is  no  reason  to  doubt  that  a  large  additional  pup- 
ply  of  water  of  good  quality  can  be  obtained.  In  view  of  these  condi- 
tions and  the  probable  requirements  of  the  city,  the  Board  recommends 
that  in  constructing  the  works  now  proposed  for  drawing  water  from 
the  well  on  the  former  Perry  estate  and  delivering  :t  into  the  pref^ent 
system,  provision  be  made,  so  far  as  practicable,  for  extending  the  works 
whenever  necessary  in  the  future,  in  order  to  supply  from  this  region 
a  much  larger  quantity  of  water  than  is  likely  to  be  (►btained  from  the 
proposed  new  well. 
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NOETHFIELD. 
To  iU  Northfield  Water  Company,  Northfield,  Mass.  Makch  3,  1910. 

Gentlemen:  —  The  attention  of  the  State  Board  of  Health  having 
been  called  to  the  possible  danger  to  the  purity  of  the  water  supply  used 
by  the  Northfield  Water  Company  by  the  establishment  of  a  lumber 
camp  within  the  watershed  of  Minot  Brook  above  jour  reservoir,  the 
Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers. 
The  results  of  the  examination  show  that  a  number  of  buildings  have 
been  constructed  in  the  immediate  neighborhood  of  the  brook,  and  that 
no  adequate  provision  has  been  made  for  disposing  of  the  sewage,  ma- 
nure and  other  wastes  from  the  buildings  and  stables  in  such  a  way  as 
to  prevent  danger  of  pollution  of  the  brook  or  its  tributaries. 

The  Board  recommends  that  while  the  camp  is  in  use,  and  until  all 
refuse  and  polluting  matter  have  been  removed  from  the  watershed,  the 
consumers  of  the  water  be  notified  to  boil  it  before  using.  The  Board 
further  recommends  that  you  secure  the  adoption  of  rules  and  regula- 
tions for  the  sanitary  protection  of  this  watershed  under  the  provisions 
of  section  113  of  chapter  75  of  the  Revised  Laws,  and  thereafter  enforce 
rigidly  such  rules  at  all  points  within  the  watershed  above  your  reservoir. 

It  is  very  desirable,  in  the  opinion  of  the  Board,  that  the  company 
secure  control,  if  practicable,  of  the  lands  within  the  watershed,  espe- 
cially of  those  upon  the  steep  slopes  leading  to  the  brook  or  its  tributa- 
ries above  the  reservoir ;  and,  if  the  company  does  not  possess  the  author- 
ity to  acquire  such  lands,  it  is  desirable  that  such  authority  be  secured 
as  soon  as  practicable. 

IfoRTON  (Wells). 

To  the  Board  of  Sealih  of  the  Tovm  of  Norton.  Jun«  2,  1910. 

Gentlemen:  —  At  the  request  of  the  superintendent  of  schools  the 
State  Board  of  Health  has  caused  the  wells  used  as  sources  of  water 
supply  at  the  high  school  and  at  the  Sturdy  and  Barrowsville  grammar 
schools  to  be  examined  and  samples  of  their  waters  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  of  the  well  at  the 
high  school  has  at  some  time  been  considerably  polluted,  but  subse- 
quently quite  thoroughly  purified  in  its  passage  through  the  ground 
before  entering  the  well.  There  are  a  number  of  sources  of  pollution  in 
the  neighborhood  of  the  well,  and,  while  in  its  present  condition  the 
water  is  probably  safe  for  drinking,  it  is  not  a  desirable  source  of  water 
supply,  and  its  quality  may  deteriorate  at  any  time.  The  Board  recom- 
mends that  the  water  of  this  well  be  examined  from  time  to  time  and  its 
use  prevented  if  deterioration  occurs. 

It  is  understood  that  a  public  water  supply  is  soon  to  be  introduced 
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in  the  town,  and  as  soon  as  such  a  supply  becomes  available,  it  will 
probably  be  best  to  use  it  and  discontinue  the  use  of  the  well  water. 

The  water  of  the  well  at  the  Sturdy  Grammar  School  appears  to  be 
of  good  quality  and  safe  for  drinking,  and  there  appear  to  be  no  sources 
of  pollution  in  its  immediate  neighborhood. 

The  water  of  the  well  at  the  Barrowsville  Grammar  School  contained 
a  large  quantity  of  organic  matter  and  had  an  unpleasant  odor  at  the 
time  of  the  examination.  The  water  is  also  excessively  hard,  and,  while 
it  does  not  appear  to  be  exposed  to  serious  danger  of  sewage  pollution, 
the  water  in  its  present  state  is  not  suitable  for  drinking.  The  well 
is  a  new  one  and  it  is  possible  that  the  quality  of  the  water  will  improve, 
if  a  considerable  quantity  of  water  should  be  drawn  from  the  well,  and 
if,  after  this  is  done,  the  water  appears  to  become  better  and  the  odor 
disappears,  the  Board  will  make  a  further  examination,  if  you  so  request 

In  all  cases  it  appears  that  the  water  supplied  in  the  schools  is  not 
supplied  direct  from  faucets  but  through  pails  or  tanks,  and  there  is 
much  danger  of  contamination  of  the  water  if  these  are  not  kept  clean. 

Palmer. 

Oct.  8,  1910. 
To  the  Board  of  Bealth  of  the  Town  of  Palmer, 

Gentlemen  :  —  In  response  to  your  request  for  an  examination  of 
the  water  supplied  by  the  Palmer  Water  Company  and  advice  as  to  its 
condition  and  the  best  means  of  meeting  the  present  emergency,  the 
Board  has  caused  the  locality  to  be  examined  by  its  engineer  and  has 
examined  the  information  presented  as  to  the  existing  conditions  and  the 
available  sources  from  which  water  may  be  obtained. 

It  is  obvious  that  the  present  supply  is  practically  exhausted  and 
unless  rain  comes  at  once  the  pressure  in  the  village  is  likely  to  drop  at 
any  time.  The  water  in  the  main  reservoir  is  very  low  and  the  mud 
is  being  stirred  up  constantly  by  the  fish,  so  that  its  condition  is  very 
objectionable  for  domestic  purposes.  The  water  of  the  lower  reservoir 
is  rendered  turbid  by  the  water  of  the  upper  reservoir. 

An  examination  of  the  region  does  not  show  any  pond  or  stream  from 
which  an  adequate  supply  of  good  water  can  be  obtained  to  meet  the 
present  needs  without  considerable  delay.  The  most  favorable  of  the 
surface  water  sources  in  the  neighborhood,  from  which  an  additional 
supply  might  be  obtained  with  the  least  delay,  is  probably  Keith's  Brook, 
so  called,  a  stream  flowing  into  the  Quaboag  Siver  from  the  north  about 
half  a  mile  west  of  Blanchardville.  If  a  pump  should  be  set  up  at  this 
stream  and  a  pipe  laid  over  the  surface  of  the  ground  to  connect  with 
the  pipe  of  the  Palmer  Water  Company  in  the  State  road,  a  distance  of 
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from  half  to  three-quarters  of  a  mile,  enough  water  of  good  quality  could 
probably  be  obtained  to  meet  the  present  emergency. 

A  general  examination  of  the  locality  indicates  that  the  best  and 
quickest  method  of  obtaining  an  additional  supply  is  likely  to  be  by 
sinking  tubular  wells  in  the  neighborhood  of  one  of  the  main  pipe  lines, 
and  an  examination  of  the  town  indicates  that  the  most  favorable  place, 
judging  from  surface  indications,  in  which  to  obtain  ground  water,  is 
north  of  the  State  road  and  northwest  of  the  small  pond  near  Tenney- 
ville.  In  this  locality  the  soil  appears  to  be  coarse  and  porous  and  the 
indications  appear  to  be  favorable  for  obtaining  an  adequate  supply  of 
water  from  a  few  tubular  wells  with  little  delay. 

Another  place  in  which  water  might  be  quickly  obtained  from  wells 
is  in  the  neighborhood  of  the  Quaboag  River,  south  of  Tenneyville,  near 
the  point  where  the  highway  to  Monson  crosses  the  river.  The  Board  is 
informed  that  one  of  the  pipe-lines  of  the  Palmer  Water  Company 
approaches  quite  near  the  river  at  this  point  and  if  well  water  should 
be  obtained  here  it  could  be  pumped  into  the  main  through  a  few  hun- 
dred feet  of  pipe,  which  could  be  laid  on  the  surface  of  ihe  ground. 

The  Board  recommends  that  measures  be  taken  at  once  to  secure 
an  additional  supply  of  water  so  as  to  avoid,  if  possible,  the  necessity 
of  introducing  polluted  water  into  the  supply  pipes  of  the  town. 

The  Board  further  recommends,  after  an  examination  of  the  existing 
conditions,  that  the  inhabitants  of  the  town  be  advised  to  boil,  for  the 
present,  all  water  which  is  to  be  used  for  drinking. 

OoT.  8,  1910. 
To  ihe  Pdlmer  Water  Company,  Palmer,  Mass. 

Gentlemen:  —  An  examination  of  the  reservoirs  of  the  Palmer 
Water  Company,  made  on  Oct.  6,  1910,  shows  that  the  upper  one  is 
empty  and  the  lower  one  very  nearly  so,  and  that  unless  heavy  rains 
occur  within  the  next  few  days  the  pressure  in  the  village  will  fall. 
The  Board  has  already  advised  you  at  previous  times  that  the  quantity 
of  water  which  your  present  sources  of  supply  are  capable  of  yielding 
in  a  dry  season  is  inadequate  for  the  requirements  of  the  village,  and 
has  recommended  that  an  additional  supply  be  provided;  but  except 
for  the  raising  of  the  water  of  the  main  reservoir,  increasing  somewhat 
the  storage  capacity,  no  further  action  appears  to  have  been  taken  to- 
ward providing  an  adequate  quantity  of  water  for  the  requirements  of 
the  town. 

After  an  examination  of  the  locality  the  Board  finds  that  the  best  plan 
of  meeting  the  present  emergency  will  probably  be  either  to  take  water 
from  Keith's  Brook,  so  called,  east  of  the  town,  or  from  tubular  wells. 
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favorable  locations  for  which  are  likely  to  be  found  on  the  northerly 
side  of  the  State  road,  northwest  of  the  pond  at  Tenneyrille,  or  in  the 
valley  of  the  Quaboag  River  near  the  road  leading  from  Palmer  to  North 
Monson.  It  is  likely  that  a  supply  of  water  can  be  obtained  more 
quickly  and  at  less  expense  from  wells  near  the  State  highway  northwest 
of  the  pond  at  Tenneyville  than  from  either  of  the  other  sources.  The 
Board  recommends  that  wells  be  driven  here  as  soon  as  possible  and  if 
water  can  be  obtained  from  the  ground  in  suflScient  quantity,  pumping 
machinery  should  be  set  up  and  the  water  pumped  into  the  main  in  the 
State  highway,  or,  if  preferable,  into  the  main  leading  down  from  your 
reservoir  to  the  village.  If  this  work  is  begun  at  once,  it  is  possible  that 
it  will  be  completed  in  time  to  prevent  the  necessity  of  taking  into  the 
pipes  water  from  some  objectionable  source  in  order  to  protect  the  town 
from  fire. 

Nov.  3,  1910. 
To  ike  Board  of  Health  of  the  Town  of  Palmer, 

Gextlemen:  —  The  State  Board  of  Health  has  caused  an  examina- 
tion to  be  made  of  the  watershed  of  Burleigh  Brook,  from  which  an 
auxiliary  supply  of  water  is  now  being  drawn  for  domestic  purposes  in 
Palmer,  and  has  caused  a  sample  of  the  water  to  be  analyzed. 

The  results  show  that  the  water  is  soft  and  naturally  of  good  quality 
for  domestic  purposes.  The  watershed  of  the  brook  is  exposed  to  dan- 
ger of  pollution  from  dwelling  houses  and  other  buildings,  and  until 
adequate  provision  has  been  made  for  preventing  danger  of  pollution  of 
this  stream  it  is  important  that  your  recommendation  that  the  water  be 
boiled  before  using  be  strictly  followed. 

Of  the  sources  of  pollution  on  the  watershed  the  most  important  are 
the  buildings  in  the  immediate  neighborhood  of  the  point  from  which 
the  water  is  now  being  taken.  It  is  important  that  the  surface  water 
which  may  flow  from  the  neighborhood  of  these  buildings  and  the  sur- 
face water  from  the  street  above  the  intake  be  diverted  to  the  stream 
below  the  temporary  dam.  Farther  up-stream,  east  of  the  highway  and 
about  150  feet  south  of  the  brook,  is  a  small  building  said  to  be  occupied 
by  one  person,  drainage  from  which  may  enter  the  stream,  and  the  pos- 
sibility of  pollution  of  the  stream  from  this  source  should  be  prevented. 
A  short  distance  farther  up  the  valley  is  a  portable  saw-mill  and  a  larfre 
pile  of  sawdust,  so  located  that  portions  of  it  are  likely  to  be  washed  into 
the  brook  in  time  of  rain.  It  is  very  important  that  provision  be  made 
for  keeping  this  material  out  of  the  brook.  Should  the  saw-mill  again 
be  operated  while  the  water  of  the  brook  is  still  being  used,  it  will  be  very 
important  that  provision  be  made  for  preventing  the  pollution  of  the 
brook  by  sewage  or  other  objectionable  wastes  from  this  place.     Farther 
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up-stream,  in  the  neighborhood  of  the  point  where  the  highway  from 
Palmer  to  Palmer  Center  crosses  the  brook,  there  are  a  number  of 
buildings  so  located  that  polluting  wastes  from  some  of  them  may  find 
their  way  into  the  stream.  These  grounds  should  be  carefully  exam- 
ined and  pollution  of  the  brook  by  objectionable  wastes  from  these 
buildings  prevented.  There  are  several  other  buildings  within  the  water- 
shed, all  of  which  should  be  carefully  examined  and  such  measures  taken 
as  may  be  necessary  to  preveut  the  pollution  of  the  stream,  so  far  as 
possible,  while  its  use  as  a  temporary  source  of  water  supply  shall  con- 
tinue. 

The  Board  again  urges  the  great  importance  of  action  on  the  part  of 
the  Palmer  Water  Company  or  of  the  town  to  secure  an  adequate  quan- 
tity of  good  water  suflBcient  for  the  requirements  of  the  town  at  all 
times. 

Palmer   (S^RTNG8  in  Three  Rivers). 

Mat  5,  1910. 

To  the  Board  of  Eealth  of  the  Town  of  Palmer,  Mr.  S.  O.  Muxeb,  Clerk. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
the  water  of  the  Cheney  Springs,  so  called,  situated  in  the  village  of 
Three  Rivers,  which  are  used  to  srupply  several  dwelling  houses,  the 
Board  has  caused  the  springs  and  their  surroundings  to  be  examined 
and  a  sample  of  the  water  to  be  analyzed. 

It  appears  that  the  springs  are  located  on  the  slope  of  a  hill  at  a  con- 
siderable elevation  above  the  river,  and  that  the  slopes  above  them  are 
uninhabited.  The  analysis  shows  that  the  water  is  of  good  quality, 
and,  in  the  opinion  of  the  Board,  the  source  is  a  desirable  one  from 
which  to  take  water  for  drinking.  It  is  understood  that  the  storage 
basin  now  in  process  of  construction  is  to  be  covered  and  protected  from 
the  entrance  of  surface  water. 

The  Board  has  also  caused  an  examination  to  be  made  of  the  water 
of  a  spring  and  tubular  well  near  Thomdike,  and  has  advised  the  Thorn- 
dike  Manufacturing  Company  as  to  the  character  of  the  water  of  these 
sources.    A  copy  of  this  advice  is  enclosed  herewith. 

Palmer  (Thorndike). 

May  5,  1910. 
To  the  Thorr^ike  Manufacturing  Company,  Palmer,  Mass. 

Gentlemen:  —  In  response  to  a  request  from  the  board  of  health 
of  the  town  of  Palmer,  the  State  Board  of  Health  has  caused  an  exam- 
ination to  be  made  of  the  water  of  a  spring  and  tubular  well  which,  the 
Board  is  informed,  are  being  considered  as  sources  of  water  supply  for 
your  factory  and  tenement  houses  in  Thomdike. 
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favorable  locations  for  which  are  likely  to  be  found  on  the  northerly 
side  of  the  State  road,  northwest  of  the  pond  at  Tenneyrille,  or  in  the 
valley  of  the  Quaboag  River  near  the  road  leading  from  Palmer  to  North 
Monson.     It  is  likely  that  a  supply  of  water  can  be  obtained  more 
quickly  and  at  less  expense  from  wells  near  the  State  highway  northwest 
of  the  pond  at  Tenneyville  than  from  either  of  the  other  sources.    Tit 
Board  recommends  that  wells  be  driven  here  as  soon  as  possible  and  i. 
water  can  be  obtained  from  the  ground  in  suflScient  quantity,  pumpin. 
machinery  should  be  set  up  and  the  water  pumped  into  the  main  in  ti 
State  highway,  or,  if  preferable,  into  the  main  leading  down  from  to' 
reservoir  to  the  village.    If  this  work  is  begun  at  once,  it  is  possible  th 
it  will  be  completed  in  time  to  prevent  the  necessity  of  taking  into  t 
pipes  water  from  some  objectionable  source  in  order  to  protect  the  to* 
from  fire. 

Nov.  3,  1910 
To  the  Board  of  Health  of  the  Town  of  Palmer, 

Gextlemen  :  —  The  State  Board  of  Health  has  caused  an  exami: 
tion  to  be  made  of  the  watershed  of  Burleigh  Brook,  from  which 
auxiliary  supply  of  water  is  now  being  drawn  for  domestic  purpose^ 
Palmer,  and  has  caused  a  sample  of  the  water  to  be  analyzed. 

The  results  show  that  the  water  is  soft  and  naturally  of  good  qup 
for  domestic  purposes.  The  watershed  of  the  brook  is  exposed  to  •' 
ger  of  pollution  from  dwelling  houses  and  other  buildings,  and  v 
adequate  provision  has  been  made  for  preventing  danger  of  poUutio* 
this  stream  it  is  important  that  your  recommendation  that  the  wat^' 
boiled  before  using  be  strictly  followed. 

Of  the  sources  of  pollution  on  the  watershed  the  most  important 
the  buildings  in  the  immediate  neighborhood  of  the  point  from  v' 
the  water  is  now  being  taken.    It  is  important  that  the  surface  ^ 
which  may  flow  from  the  neighborhood  of  these  buildings  and  thp 
face  water  from  the  street  above  the  intake  be  diverted  to  the  Pt: 
below  the  temporary  dam.     Farther  up-stream,  east  of  the  highva^ 
about  150  feet  south  of  the  brook,  is  a  small  building  said  to  be  occi 
by  one  person,  drainage  from  which  may  enter  the  stream,  and  th( 
sibility  of  pollution  of  the  stream  from  this  source  should  be  prev- 
A  short  distance  farther  up  the  valley  is  a  portable  saw-mill  and  n 
pile  of  sawdust,  so  located  that  portions  of  it  are  likely  to  be  washt 
the  brook  in  time  of  rain.    It  is  very  important  that  provision  be 
for  keeping  this  material  out  of  the  brook.     Should  the  saw-mill 
be  operated  while  the  water  of  the  brook  is  still  being  used,  it  will  !• 
important  that  provision  be  made  for  preventing  the  pollution  ■ 
brook  by  sewage  or  other  objectionable  wastes  from  this  place.    I 
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The  results  of  the  analyses  show  that  the  water  of  both  sources  is 
of  good  quality  for  drinking,  though  the  water  of  the  well  contained 
when  examined  a  rather  larger  quantity  of  iron  than  is  found  in  good 
well  waters,  but  this  objection  may  disappear  after  a  considerable  quan- 
tity of  water  is  pumped  from  the  well.  It  is  understood  that  this  well 
was  sunk  to  a  considerable  depth  in  rock  and  that  other  wells  are  now 
being  driven.  It  is  rarely  practicable  in  this  State  to  obtain  water  in 
any  considerable  quantity  from  wells  sunk  in  rock,  and  the  Board  advises 
that  in  the  further  tests  the  investigations  be  directed  to  securing  water 
at  some  point  where  there  is  a  considerable  depth  of  coarse  and  porous 
soil,  which  will  yield  a  sufficient  quantity  of  water  for  your  require- 
ments. It  is  desirable  that  the  further  investigations  be  made  under 
the  direction  of  an  engineer  of  experience  in  matters  relating  to  ground 
water  supplies,  and  the  Board  will  assist  you,  if  you  so  request,  in  the 
further  investigations  by  making  the  necessary  analyses  of  water  and 
will  give  you  further  advice  in  the  matter  when  the  results  of  the  fur- 
ther tests  are  available. 

Peabodt.  ykb.  3,  1910. 

To  the  Board  of  Selectmen  of  the  Town  of  Pedbody,  Mr.  A.  N.  Jaoobs,  Chairman. 

Gentlemkn  :  —  The  State  Board  of  Health  received  from  you  on  Dec. 
24,  1909,  a  petition  for  its  consent  to  and  approval  of  the  taking  by 
purchase  or  otherwise  of  certain  lands  within  the  watershed  of  the  Bes- 
ervoir,  so  called,  in  the  town  of  Peabody  for  the  purpose  of  protecting: 
and  preserving  the  purity  of  the  water  of  said  Reservoir,  which  is  used  as 
a  source  of  water  supply  for  the  town,  accompanied  by  a  plan  and  a 
description  of  the  said  lands. 

In  response  to  this  petition  the  Board  gave  a  hearing  at  its  office. 
Room  143,  State  House,  on  Thursday,  Feb.  3,  1910,  after  publishing 
notice  of  said  hearing  in  the  '*  Lynn  Evening  News,^'  the  "  Lynn  Even- 
ing Item,"  and  the  "Salem  Evening  News.'*  After  the  hearing,  at 
which  no  one  appeared  to  oppose  the  taking  of  the  lands  in  question  by 
said  town,  and  after  an  examination  of  the  lands  proposed  to  be  taken 
as  described  in  your  petition,  the  Board,  upon  consideration,  voted  to 
consent  to  and  approve  the  taking  by  the  town  of  Peabody  of  certain 
lands  now  or  formerly  of  Eliza  E.  Manning,  Ausrusta  B.  Trask,  Laura 
J.  Shillaber,  (Jeorge  C.  Roome  and  others,  located  westerly  of  the  Reser- 
voir and  within  the  watershed  thereof,  amounting  to  5.234  acres  more  or 
less,  shown  on  the  plan  presented  with  your  petition  entitled  "Plan 
showing  T^and  of  Geo.  C.  Roome  et  al.,  sold  to  Town  of  Peabody,  Scale 
1  inch  =  100  ft.,  December  1909,  P.  A.  Barbour,  Eng'r." 

The  lands  the  taking  of  which  is  herein  approved  are  comprised  in 
two  parcels,  which  are  bounded,  measured  and  described  as  follows:  — 
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Beginning  at  the  southeast  comer  of  the  premises  by  lapa  now  o^  formerly 
of  Phillips  and  land  of  the  Town  of  Peabody,  thence  running  northeasterly 
by  land  of  the  Town  of  Peabody  five  hundred  feet  and  one  half  to  land 
now  or  formerly  of  Robert  P.  Brown,  thence  westerly  but  slightly  northerly 
by  said  land  now  or  formerly  of  Brown  three  hundred  eighty  seven  and 
two  tenths  feet  to  land  now  or  formerly  of  Laura  J.  ShiUaber,  thence 
southerly  but  slightly  westerly  by  land  now  or  formerly  of  Shillaber  five 
hundred  and  two  and  six  tenths  feet  to  land  now  or  formerly  of  Phillips, 
thence  southeasterly  by  said  land  now  or  formerly  of  Phillips  three  hun- 
dred and  eighty  five  feet  to  land  of  the  Town  of  Peabody  and  the  point 
begun  at.  Together  with  a  right  of  way  from  Lynn  Street  to  said  parcel 
above  described  over  land  now  or  formerly  of  Eliza  E.  Manning,  Augusta 
B.  Trask  and  Laura  J.  Shillaber,  said  right  of  way  having  been  laid  out  by 
Charles  A.  Sajrward,  John  E.  Herrick  and  Thomas  H.  Jackman,  Commis- 
sioners, May  22,  1899,  on  a  petition  for  partition  filed  in  the  Probate  Court 
for  Essex  County,  Massachusetts,  said  right  of  way  being  described  as  fol- 
lows, viz.;  Beginning  on  Lynn  Street  by  land  now  or  formerly  of  Laura 
J.  Shillaber,  thence  running  northeasterly  by  said  Shillaber's  land  one  hun- 
dred and  forty  two  feet,  thence  on  the  same  course  seven  hundred  and  nine 
feet  to  land  now  or  formerly  of  Albert  C.  Boome  and  others,  being  the 
parcel  above  described,  this  line  being  the  southeasterly  side  of  said  right 
of  way,  the  northwesterly  line  being  parallel  to  and  forty  feet  distant  there- 
from. 

Pepperell.  j^.  6,  1910. 

To  the  Board  of  Water  Commissioners  of  the  Town  of  Pepperell. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  the  approval  of  the  taking  of  water  for  the  town  of  Pep- 
perell from  a  group  of  tubular  wells  located  near  Gulf  Brook  in  the 
northerly  part  of  the  town,  and  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  samples  of  the  water  of  the  wells  to  be 
analyzed. 

The  results  of  the  analyses  show  that  the  water  is  of  good  quality 
for  the  purposes  of  a  public  water  supply,  and  the  tests  made  to  deter- 
mine the  quantity  of  water  obtainable  from  the  ground  where  the  wells 
are  located  indicate  that  enough  water  is  likely  to  be  obtained  there  for 
all  reasonable  requirements  of  the  town. 

The  Board  approves  the  source  of  water  supply  and  approves  the 
location  of  the  tubular  wells  from  which  water  is  now  being  taken,  the 
wells  being  located  on  the  east  side  of  Gulf  Brook  on  land  now  or  for- 
merly of  E.  E.  and  A.  A.  Tarbell,  as  shown  on  the  plan  of  the  said 
lands  on  file  in  this  office,  entitled  "Pepperell  Water  Works.  Plan  of 
driven  wells  and  connections.  Scale  1  inch  =  10  feet.  July  1909. 
W.  S.  Johnson,  Civil  Engineer,  Boston,  Mass." 
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The  results  of  the  analyses  show  that  the  water  of  both  sources  is 
of  good  quality  for  drinking,  though  the  water  of  the  well  contained 
when  examined  a  rather  larger  quantity  of  iron  than  is  found  in  good 
well  waters,  but  this  objection  may  disappear  after  a  considerable  quan- 
tity of  water  is  pumped  from  the  well.  It  is  understood  that  this  well 
was  sunk  to  a  considerable  depth  in  rock  and  that  other  wells  are  now 
being  driven.  It  is  rarely  practicable  in  this  State  to  obtain  water  in 
any  considerable  quantity  from  wells  sunk  in  rock,  and  the  Board  advises 
that  in  the  further  tests  the  investigations  be  directed  to  securing  water 
at  some  point  where  there  is  a  considerable  depth  of  coarse  and  porous 
soil,  which  will  yield  a  suflBcient  quantity  of  water  for  your  require- 
ments. It  is  desirable  that  the  further  investigations  be  made  under 
the  direction  of  an  engineer  of  experience  in  matters  relating  to  ground 
water  supplies,  and  the  Board  will  assist  you,  if  you  so  request,  in  the 
further  investigations  by  making  the  necessary  analyses  of  water  and 
wiU  give  you  further  advice  in  the  matter  when  the  results  of  the  fur- 
ther tests  are  available. 

PeABODY.  Ita.  3,  1910. 

To  the  Board  of  Selectmen  of  tlie  Town  of  Peahody,  Mr.  A.  N.  Jaoobs,  Chairman, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Dec. 
24,  1909,  a  petition  for  its  consent  to  and  approval  of  the  taking  by 
purchase  or  otherwise  of  certain  lands  within  the  watershed  of  the  Res- 
ervoir, so  called,  in  the  town  of  Peabody  for  the  purpose  of  protecting 
and  preserving  the  purity  of  the  water  of  said  Beservoir,  which  is  used  as 
a  source  of  water  supply  for  the  town,  accompanied  by  a  plan  and  a 
description  of  the  said  lands. 

In  response  to  this  petition  the  Board  gave  a  hearing  at  its  office, 
Room  143,  State  House,  on  Thursday,  Feb.  3,  1910,  after  publishing 
notice  of  said  hearing  in  the  "  Lynn  Evening  News,"  the  "  Lynn  Even- 
ing Item,"  and  the  "  Salem  Evening  News."  After  the  hearing,  at 
which  no  one  appeared  to  oppose  the  taking  of  the  lands  in  question  by 
said  town,  and  after  an  examination  of  the  lands  proposed  to  be  taken 
as  described  in  your  petition,  the  Board,  upon  consideration,  voted  to 
consent  to  and  approve  the  taking  by  the  town  of  Peabody  of  certain 
lands  now  or  formerly  of  Eliza  E.  Manning,  Augusta  B.  Trask,  Ijaura 
J.  Shillaber,  George  C.  Roome  and  others,  located  westerly  of  the  Reser- 
voir and  within  the  watershed  thereof,  amounting  to  5.234  acres  more  or 
less,  shown  on  the  plan  presented  with  your  petition  entitled  "Plan 
showing  Land  of  Geo.  C.  Roome  et  al.,  sold  to  Town  of  Peabody,  Scale 
1  inch  =  100  ft.,  December  1909,  F.  A.  Barbour,  Eng'r." 

The  lands  the  taking  of  which  is  herein  approved  are  comprised  in 
two  parcels,  which  are  bounded,  measured  and  described  as  follows :  — 
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Beginning  at  the  southeast  comer  of  the  premises  by  lalia  now  q^  formerly 
of  Phillips  and  land  of  the  Town  of  Peabody,  thence  running  northeasterly 
by  land  of  the  Town  of  Peabody  five  hundred  feet  and  one  half  to  land 
now  or  formerly  of  Robert  P.  Brown,  thence  westerly  but  slightly  northerly 
by  said  land  now  or  formerly  of  Brown  three  hundred  eighty  seven  and 
two  tenths  feet  to  land  now  or  formerly  of  Laura  J.  Shillaber,  thence 
southerly  but  slightly  westerly  by  land  now  or  formerly  of  Shillaber  five 
hundred  and  two  and  six  tenths  feet  to  land  now  or  formerly  of  PhillipSi 
thence  southeasterly  by  said  land  now  or  formerly  of  Phillips  three  hun- 
dred and  eighty  five  feet  to  land  of  the  Town  of  Peabody  and  the  point 
began  at.  Together  with  a  right  of  way  from  Lynn  Street  to  said  parcel 
above  described  over  land  now  or  formerly  of  Eliza  E.  Manning,  Augusta 
B.  Trask  and  Laura  J.  Shillaber,  said  right  of  way  having  been  laid  out  by 
Charles  A.  Sayward,  John  E.  Herrick  and  Thomas  H.  Jackman,  Commis- 
sioners, May  22,  1899,  on  a  petition  for  partition  filed  in  the  Probate  Court 
for  Essex  County,  Massachusetts,  said  right  of  way  being  described  as  fol- 
lows, viz.;  Beginning  on  Lynn  Street  by  land  now  or  formerly  of  Laura 
J.  Shillaber,  thence  running  northeasterly  by  said  Shillaber's  land  one  hun- 
dred and  forty  two  feet,  thence  on  the  same  course  seven  hundred  and  nine 
feet  to  land  now  or  formerly  of  Albert  C.  Roome  and  others,  being  the 
parcel  above  described,  this  line  being  the  southeasterly  side  of  said  right 
of  way,  the  northwesterly  line  being  parallel  to  and  forty  feet  distant  there- 
from. 

Pepperell.  Jan.  6,  1910. 

To  the  Board  of  Water  Commiseionera  of  the  Town  of  PeppereU, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  the  approval  of  the  taking  of  water  for  the  town  of  Pep- 
pereU from  a  group  of  tubular  wells  located  near  Gulf  Brook  in  the 
northerly  part  of  the  town,  and  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  samples  of  the  water  of  the  wells  to  be 
analyzed. 

The  results  of  the  analyses  show  that  the  water  is  of  good  quality 
for  the  purposes  of  a  public  water  supply,  and  the  tests  made  to  deter- 
mine the  quantity  of  water  obtainable  from  the  ground  where  the  wells 
are  located  indicate  that  enough  water  is  likely  to  be  obtained  there  for 
all  reasonable  requirements  of  the  town. 

The  Board  approves  the  source  of  water  supply  and  approves  the 
location  of  the  tubular  wells  from  which  water  is  now  being  taken,  the 
wellp  being  located  on  the  east  side  of  Qulf  Brook  on  land  now  or  for- 
merly of  E.  E.  and  A.  A.  Tarbell,  as  shown  on  the  plan  of  the  said 
lands  on  file  in  this  office,  entitled  "Pepperell  Water  Works.  Plan  of 
driven  wells  and  connections.  Scale  1  inch  =  10  feet.  July  1909. 
W.  S.  Johnson,  Civil  Engineer,  Boston,  Mass.*' 
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The  results  of  the  analyses  show  that  the  water  of  both  sources  is 
of  good  quality  for  drinking,  though  the  water  of  the  well  contained 
when  examined  a  rather  larger  quantity  of  iron  than  is  found  in  good 
well  waters,  but  this  objection  may  disappear  after  a  considerable  quan- 
tity of  water  is  pumped  from  the  well.  It  is  understood  that  this  well 
was  sunk  to  a  considerable  depth  in  rock  and  that  other  wells  are  now 
being  driven.  It  is  rarely  practicable  in  this  State  to  obtain  water  in 
any  considerable  quantity  from  wells  sunk  in  rock,  and  the  Board  advises 
that  in  the  further  tests  the  investigations  be  directed  to  securing  water 
at  some  point  where  there  is  a  considerable  depth  of  coarse  and  porous 
soil,  which  will  yield  a  suflBcient  quantity  of  water  for  your  require- 
ments. It  is  desirable  that  the  further  investigations  be  made  under 
the  direction  of  an  engineer  of  experience  in  matters  relating  to  ground 
water  supplies,  and  the  Board  will  assist  you,  if  you  so  request,  in  the 
further  investigations  by  making  the  necessary  analyses  of  water  and 
will  give  you  further  advice  in  the  matter  when  the  results  of  the  fur- 
ther tests  are  available. 

Peabody.  yeb.  3,  1910. 

To  the  Board  of  Seleetmen  of  the  Town  of  Peahody,  Mr.  A.  N.  Jaoobs,  Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Dec. 
24,  1909,  a  petition  for  its  consent  to  and  approval  of  the  taking  by 
purchase  or  otherwise  of  certain  lands  within  the  watershed  of  the  Res- 
ervoir, so  called,  in  the  town  of  Peabody  for  the  purpose  of  protecting 
and  preserving  the  purity  of  the  water  of  said  Reservoir,  which  is  used  as 
a  source  of  water  supply  for  the  town,  accompanied  by  a  plan  and  a 
description  of  the  said  lands. 

In  response  to  this  petition  the  Board  gave  a  hearing  at  its  office, 
Room  143,  State  House,  on  Thursday,  Feb.  3,  1910,  after  publishing 
notice  of  said  hearing  in  the  "  Lynn  Evening  News,*'  the  "  Lynn  Even- 
ing Item,*^  and  the  "Salem  Evening  News."  After  the  hearing,  at 
which  no  one  appeared  to  oppose  the  taking  of  the  lands  in  question  bv 
said  town,  and  after  an  examination  of  the  lands  proposed  to  be  taken 
as  described  in  your  petition,  the  Board,  upon  consideration,  voted  to 
consent  to  and  approve  the  taking  by  the  town  of  Peabody  of  certain 
lands  now  or  formerly  of  Eliza  E.  Manning,  Auerusta  B.  Trask,  I^anra 
J.  Shillaber,  George  C.  Roome  and  others,  located  westerly  of  the  Reser- 
voir and  within  the  watershed  thereof,  amounting  to  5.234  acres  more  or 
less,  shown  on  the  plan  pr?sented  with  your  petition  entitled  "Plan 
showing  Land  of  Geo.  C.  Roome  et  al.,  sold  to  Town  of  Peabody,  Scale 
1  inch  =  100  ft.,  December  1909,  F.  A.  Barbour,  Eng'r.'' 

The  lands  the  taking  of  which  is  herein  approved  are  comprised  in 
two  parcels,  which  are  bounded,  measured  and  described  as  follows :  — 
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Beginning  at  the  southeast  comer  of  the  premises  by  latia  now  q^  formerly 
of  Phillips  and  land  of  the  Town  of  Peabody,  thence  running  northeasterly 
by  land  of  the  Town  of  Peabody  five  hundred  feet  and  one  half  to  land 
now  or  formerly  of  Robert  P.  Brown,  thence  westerly  but  slightly  northerly 
by  said  land  now  or  formerly  of  Brown  three  hundred  eighty  seven  and 
two  tenths  feet  to  land  now  or  formerly  of  Laura  J.  Shillaber,  thence 
southerly  but  slightly  westerly  by  land  now  or  formerly  of  ShiUaber  five 
hundred  and  two  and  six  tenths  feet  to  land  now  or  formerly  of  Phillips, 
theuce  southeasterly  by  said  land  now  or  formerly  of  Phillips  three  hun- 
dred and  eighty  five  feet  to  land  of  the  Town  of  Peabody  and  the  point 
begun  at.  Together  with  a  right  of  way  from  Lynn  Street  to  said  parcel 
above  described  over  land  now  or  formerly  of  Eliza  E.  Manning,  Augusta 
B.  Trask  and  Laura  J.  Shillaber,  said  right  of  way  having  been  laid  out  by 
Charles  A.  Sayward,  John  E.  Herrick  and  Thomas  H.  Jackman,  Commis- 
sioners, May  22,  1899,  on  a  petition  for  partition  filed  in  the  Probate  Court 
for  Essex  County,  Massachusetts,  said  right  of  way  being  described  as  fol- 
lows, viz.;  Beginning  on  Lynn  Street  by  land  now  or  formerly  of  Laura 
J.  Shillaber,  thence  running  northeasterly  by  said  Shillaber's  land  one  hun- 
dred and  forty  two  feet,  thence  on  the  same  course  seven  hundred  and  nine 
feet  to  land  now  or  formerly  of  Albert  C.  Roome  and  others,  being  the 
parcel  above  described,  this  line  being  the  southeasterly  side  of  said  right 
of  way,  the  northwesterly  line  being  parallel  to  and  forty  feet  distant  there- 
from. 

Pepperell.  Jan.  6,  1910. 

To  the  Board  of  Water  Commiseionere  of  the  Town  of  Pepperell, 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  the  approval  of  the  taking  of  water  for  the  town  of  Pep- 
perell from  a  group  of  tubular  wells  located  near  Gulf  Brook  in  the 
northerly  part  of  the  town,  and  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  samples  of  the  water  of  the  wells  to  be 
analyzed. 

The  results  of  the  analyses  show  that  the  water  is  of  good  quality 
for  the  purposes  of  a  public  water  supply,  and  the  tests  made  to  deter- 
mine the  quantity  of  water  obtainable  from  the  ground  where  the  wells 
are  located  indicate  that  enough  water  is  likely  to  be  obtained  there  for 
all  reasonable  requirements  of  the  town. 

The  Board  approves  the  source  of  water  supply  and  approves  the 
location  of  the  tubular  wells  from  which  water  is  now  being  taken,  the 
wells  being  located  on  the  east  side  of  Qulf  Brook  on  land  now  or  for- 
merly of  E.  E.  and  A.  A.  Tarbell,  as  shown  on  the  plan  of  the  said 
lands  on  file  in  this  office,  entitled  "  Pepperell  Water  Works.  Plan  of 
driven  wells  and  connections.  Scale  1  inch  =  10  feet.  July  1909. 
W.  S.  Johnson,  Civil  Engineer,  Boston,  Mass." 
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PiTTSFIELD. 

Mat  24,  1910. 
To  the  Board  of  Public  Works  of  the  City  of  Pittsfield, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on 
April  5,  1910,  the  following  petition  relative  to  taking  the  waters  of 
certain  tributaries  of  Roaring  Brook  in  the  town  of  Washington  and 
certain  land  in  said  town,  for  the  purpose  of  increasing  the  water  supply 
of  the  city  of  Pittsfield :  — 

To  the  State  Board  of  Heaith. 

Respectfully  represents  the  board  of  public  works  of  the  city  of  Pitts- 
field that  for  the  purpose  of  increasing  the  water  supply  of  said  city  it 
proposes  to  take  the  waters  of  certain  tributaries  of  Roaring  Brook  in  the 
town  of  Washington  in  said  county  and  certain  land  in  said  town  neces- 
sary for  such  purpose  as  more  fully  appears  by  a  plan  filed  by  the  engineer 
of  said  board  of  public  works,  said  taking  to  be  under  the  provisions  of 
chapter  514  of  the  Acts  of  1907;  and  the  said  board  of  public  works  hereby 
respectfully  petitions  your  Honorable  Board  to  approve  the  taking  of  said 
land  and  the  acquiring  thereof  after  a  hearing  duly  appointed  and  held 
by  your  Honorable  Board  under  the  provisions  of  said  act;  and  that  your 
Honorable  Board  further  approve  the  plans  for  taking,  storing,  conveying, 
and  diverting  said  water  of  said  brooks,  and  the  plan  for  the  constructioD 
of  all  work  necessary  therefor. 

Board  of  Public  Works  op  the  City  of  Piri'BFmj), 

By  M.  B.  Warner, 

City  Solicitor, 

The  petition  was  accompanied  by  two  plans:  one,  entitled  ^'Oenenl 
Plan,  Roaring  Brook-Mill  Brook  Development.  January,  1910,"  signed 
by  the  board  of  public  works,  showing  the  location  of  a  proposed  storage 
reservoir,  which  is  to  have  a  capacity  of  275,000,000  gallons,  on  the 
southerly  arm  of  Mill  Brook,  and  the  location  of  a  proposed  pipe  line, 
conduit  and  channel  leading  up  from  the  reservoir  on  Mill  Brook 
through  the  valley  of  said  brook  and  across  the  divide  into  the  water- 
shed of  Roaring  Brook  to  tributary  No.  4  on  said  brook ;  the  other  plan 
is  entitled  "Citv  of  Pittsfield.  Land  situated  on  Watershed  of  Pro- 
jei'ted  Mill  Brook  Storage  Reservoir.  April,  1910,"  showing  outlines 
of  lands  in  the  valleys  of  Mill  Brook  and  Roaring  Brook  which  it  is 
proposal  to  acquire  in  connection  with  the  plan  of  increasing  the  water 
supply  of  said  city. 

By  the  provisions  of  said  chapter  514  of  the  Acts  of  the  year  1907, 
it  is  providtHl  that  *'  no  lands  shall  be  taken  or  otherwise  acquired  under 
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the  authority  of  this  act  except  with  the  approval  of  the  state  board  of 
health  after  a  hearing,  and  that  all  works  for  taking,  storing,  conveying 
or  diverting  water  shall  be  constructed  in  general  accordance  with  plans 
approved  by  said  board."  Excepting  the  very  general  plans  showing  the 
outlines  of  the  scheme  described  above,  the  plans  of  the  works  for  taking, 
storing,  conveying  or  diverting  the  water  have  not  yet  been  received  by 
the  Board,  and  the  Board  is  unable  to  take  definite  action  upon  the 
matter  at  the  present  time. 

The  land  which  you  propose  to  take  is  a  wilderness,  and  the  water 
derived  therefrom  is  unpolluted  and  likely  to  remain  unpolluted  at  least 
for  many  years.  The  water  of  Mill  Brook  is  of  good  quality  for  water 
supply  purposes.  The  water  of  the  main  stream  of  Soaring  Brook  is 
objectionable  on  account  of  the  high  color  and  large  quantity  of  organic 
matter  usually  present,  but  the  water  of  the  tributaries  of  Roaring 
Brook  is  of  better  quality,  and  it  is  probable  that  by  excluding  the  water 
of  Clapp  Pond  and  of  the  swamp  lands  along  the  pond  and  the  brook, 
if  it  is  found  practicable  to  do  this,  and  making  some  improvements  in 
the  watersheds  of  some  of  the  tributaries,  good  water  can  be  obtained 
from  this  watershed. 

It  appears  from  the  information  furnished  at  the  hearing  that  other 
sources  of  supply  are  available  and  may  be  more  appropriate  than 
the  plan  of  development  thus  far  outlined  to  the  Board,  but  that  the 
careful  study  required  to  determine  the  most  appropriate  and  desirable 
source  of  supply  has  not  been  completed.  As  soon  as  these  investiga- 
tions have  been  completed,  and  the  plans  showing  all  the  works  for 
taking,  storing,  conveying  and  diverting  the  water  are  submitted,  the 
Board  will  give  the  matter  prompt  consideration. 

Junk  2,  1910. 
To  the  Board  of  TvhXie  Works  of  the  City  of  PittsfieJd. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  May 
31,  1910,  an  application  requesting  the  approval  by  the  Board  of  the 
taking  of  water  from  Onota  Lake  as  a  temporary  water  supply  for  the 
city  of  Pittsfield  under  the  provisions  of  chapter  25,  section  35,  of  the 
Revised  Laws,  the  water  to  be  taken  at  the  same  point  (near  the  south- 
erly end  of  the  lake)  and  under  the  same  conditions  as  were  approved 
last  year. 

The  Board  is  informed  that  Ashley  Lake  is  still  several  feet  below 
high  water,  and  it  is  evident  that  unless  the  rainfall  of  the  coming 
months  shall  be  larger  than  usual  there  is  likely  to  be  a  shortage  of 
water  in  the  city  before  the  end  of  the  year.  In  the  opinion  of  the 
Board,  it  is  very  desirable  that  an  auxiliary  supply  should  be  provided 
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without  delay,  and  the  Board  approves  the  taking  of  the  waters  of 
Onota  Lake  as  a  temporary  source  of  water  supply  for  the  city  of  Pitts- 
field  under  the  provisions  of  chapter  26,  section  35,  of  the  Revised  Laws. 
It  is  of  course  important,  as  recommended  last  year,  that  the  water- 
shed of  the  lake  be  carefully  inspected  while  in  use  and  danger  of  con- 
tamination of  the  water  prevented. 

July  21,  1910. 
To  the  Board  of  Puhlie  Works  of  the  City  of  PittafieJd. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
April  6,  1910,  the  following  petition  under  the  provisions  of  chapter 
514  of  the  Acts  of  the  year  1907 :  — 

Respectfully  represents  the  board  of  public  works  of  the  city  of  Pitts- 
field  that  for  the  purpose  of  increasing  the  water  supply  of  said  city  it 
proposes  to  take  the  waters  of  certain  tributaries  of  Roaring  Brook  in  the 
town  of  Washington  in  said  county  and  certain  land  in  said  town  neces- 
sary for  such  purpose  as  more  fully  appears  by  a  plan  filed  by  the  engineer 
of  said  board  of  public  works,  said  taking  to  be  under  the  provisions  of 
chapter  514  of  the  Acts  of  1907;  and  the  said  board  of  public  works  hereby 
respectfully  petitions  your  Honorable  Board  to  approve  the*  taking  of  said 
land  and  the  acquiring  thereof  after  a  hearing  duly  appointed  and  held  by 
your  Honorable  Board  under  the  provisions  of  said  act;  and  that  your 
Honorable  Board  further  approve  the  plans  for  taking,  storing,  conveyinsr, 
and  diverting  said  water  of  said  brooks,  and  the  plan  for  the  constraction 
of  all  work  necessary  therefor. 

The  petition  is  accompanied  by  a  communication  of  the  committee  on 
water  supply,  a  general  plan  showing  the  outlines  of  a  scheme  for  in- 
creasing the  water  supply  of  the  city  by  constructing  a  storage  reservoir 
on  the  south  branch  of  Mill  Brook  and  diverting  into  it  the  waters  of 
the  upper  part  of  the  Mill  Brook  watershed  and  of  tributaries  Nos.  4  and 
6,  so  called,  of  Roaring  Brook,  and  by  a  plan  and  description  of  the 
lands  which  it  is  proposed  to  acquire  in  the  watershed  of  Mill  and  Roar- 
ing brooks.  Subsequently,  on  July  7,  further  plans  were  submitted  with 
a  report  of  your  consulting  engineer  on  the  practicability  and  probable 
cost  of  the  proposed  works,  and  finally  a  further  report  as  to  the  fea?i- 
bility  and  cost  of  diverting  the  water  of  tributaries  Nos.  1,  2  and  3 
of  Roaring  Brook  into  the  proposed  Mill  Brook  reservoir. 

The  plan  as  finally  presented  provides  for  constnicting  a  storage 
reservoir,  having  a  capacity  of  about  275,000,000  gallons,  on  the  south 
branch  of  Mill  Brook  near  the  Dellea  place,  and  for  diverting  into  this 
reservoir,  by  means  of  dams,  conduits  or  pipe  lines,  the  waters  of  the 
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upper  part  of  the  watershed  of  Mill  Brook  and  the  waters  of  the  five 
principal  tributaries  of  Soaring  Brook  and  Clapp  Pond.  The  plan 
also  includes  an  additional  pipe  line  from  the  reservoir  to  the  city  of 
BuflBcient  capacity  to  make  it  practicable,  in  connection  with  the  present 
pipe  line,  to  draw  the  entire  supply  of  the  ciiy  if  necessary  from  the 
proposed  new  reservoir. 

The  Board  has  examined  the  plans  presented  and  has  considered  the 
information  available  as  to  the  character  of  the  watersheds  and  the 
quality  of  the  water  of  the  streams  from  which  the  supply  is  to  be 
taken,  and  has  given  a  hearing  upon  the  question  of  the  taking  of  the 
lands  which  it  is  proposed  to  acquire  in  connection  with  the  plan  under 
the  provisions  of  chapter  614  of  the  Acts  of  the  year  1907. 

The  watersheds  of  the  various  streams  tributary  to  Mill  Brook  and 
Soaring  Brook,  which  are  to  be  utilized  under  the  proposed  plan,  are 
uniahabited,  and  the  waters  of  these  streams,  judging  from  the  limited 
number  of  analyses  available,  are  considerably  softer  than  the  waters  of 
the  sources  now  in  use.  The  waters  of  the  tributaries  of  Mill  Brook 
and  of  most  of  the  tributaries  of  Roaring  Brook  have  little  color,  some 
of  them  being  practically  colorless.  One  of  the  tributaries,  however, 
known  as  tributary  No.  2,  or  Sand  Wash  Brook,  is  affected  by  a  very 
considerable  color,  evidently  due  to  the  contact  of  this  water  with 
vegetable  matter  in  the  swamps  through  which  the  stream  flowp.  While 
the  water  of  this  stream,  after  mingling  with  the  other  waters  which 
are  to  be  tributary  to  the  proposed  new  reservoir,  would  probably  not 
affect  very  seriously  the  color  of  the  water  supplied  to  the  city,  it  appears 
to  be  practicable,  at  no  great  expense,  to  drain  the  swamps  through 
which  the  stream  flows,  and  thus  reduce  the  color  materially.  In  the 
opinion  of  the  Board,  if  the  proposed  reservoir  is  thoroughly  prepared 
for  the  storage  of  water  by  the  removal  of  the  soil  and  organic  matter 
from  the  area  to  be  flowed,  as  planned,  and  if  the  watershed  of  the 
tributaries  is  improved  as  necessary  by  ditching  the  swamps,  the  pro- 
posed new  works  will  supply  water  of  good  quality  for  all  the  purposes  of 
a  public  water  supply. 

The  increase  in  the  quantity  of  water  that  will  be  secured  by  the 
adoption  of  the  plan  now  proposed  is  somewhat  limited  and  will  depend 
to  a  considerable  extent  upon  the  care  used  in  operating  the  works  and 
in  the  construction  and  maintenance  of  the  diversion  conduits,  dams 
and  pipe  lines.  With  proper  construction  and  good  management  the 
new  works  will  probably  increase  the  supply  of  water  available  to  the 
city  from  80  to  90  per  cent,  over  the  capacity  of  present  sources  in 
dry  years;  that  is,  the  available  supply  will  be  increased  from  about 
,550,000  gallons  per  day  to  4,500,000  gallons,  or  possibly  somewhat 
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without  delay,  and  the  Board  approves  the  taking  of  the  waters  of 
Onota  Lake  as  a  temporary  source  of  water  supply  for  the  ciiy  of  Pitts- 
field  under  the  provisions  of  chapter  26,  section  35,  of  the  Revised  Laws. 
It  is  of  course  important,  as  recommended  last  year,  that  the  water- 
shed of  the  lake  be  carefully  inspected  while  in  use  and  danger  of  con- 
tamination of  the  water  prevented. 

July  21,  1910. 
To  the  Board  of  IPublic  Works  of  the  City  of  Pittsfield, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
April  6,  1910,  the  following  petition  under  the  provisions  of  chapter 
514  of  the  Acts  of  the  year  1907 :  — 

Respectfully  represents  the  hoard  of  public  works  of  the  city  of  Pitts- 
field  that  for  the  purpose  of  increasing  the  water  supply  of  said  eity  it 
proposes  to  take  the  waters  of  certain  tributaries  of  Roaring  Brook  in  the 
town  of  Washington  in  said  county  and  certain  land  in  said  town  neces- 
sary for  such  purpose  as  more  fully  appears  by  a  plan  filed  by  the  engineer 
of  said  board  of  public  works,  said  taking  to  be  under  the  provisions  of 
chapter  514  of  the  Acts  of  1907;  and  the  said  board  of  public  works  hereby 
respectfully  petitions  your  Honorable  Board  to  approve  the'  taking  of  said 
land  and  the  acquiring  thereof  after  a  hearing  duly  appointed  and  held  by 
your  Honorable  Board  under  the  provisions  of  said  act;  and  that  yonr 
Honorable  Board  further  approve  the  plans  for  taking,  storing,  conveying, 
and  diverting  said  water  of  said  brooks,  and  the  plan  for  the  constmetion 
of  all  work  necessary  therefor. 

The  petition  is  accompanied  by  a  communication  of  the  committee  on 
water  supply,  a  general  plan  showing  the  outlines  of  a  scheme  for  in- 
creasing the  water  supply  of  the  city  by  constructing  a  storage  reservoir 
on  the  south  branch  of  Mill  Brook  and  diverting  into  it  the  waters  of 
the  upper  part  of  the  Mill  Brook  watershed  and  of  tributaries  Xos.  4  and 
5,  so  called,  of  Roaring  Brook,  and  by  a  plan  and  description  of  the 
lands  which  it  is  proposed  to  acquire  in  the  watershed  of  Mill  and  Roar- 
ing brooks.  Subsequently,  on  July  7,  further  plans  were  submitted  with 
a  report  of  your  consulting  engineer  on  the  practicability  and  probable 
cost  of  the  proposed  works,  and  finally  a  further  report  as  to  the  fea^i- 
bility  and  cost  of  diverting  the  water  of  tributaries  Nos.  1,  2  and  3 
of  Roaring  Brook  into  the  proposed  Mill  Brook  reservoir. 

The  plan  as  finally  presented  provides  for  constructing  a  storage 
reservoir,  having  a  capacity  of  about  275,000,000  gallons,  on  the  sonth 
branch  of  Mill  Brook  near  the  Dellea  place,  and  for  diverting  into  this 
reservoir,  by  means  of  dams,  conduits  or  pipe  lines,  the  waters  of  the 
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upper  part  of  the  watershed  of  Mill  Brook  and  the  waters  of  the  five 
principal  tributaries  of  Soaring  Brook  and  Clapp  Pond.  The  plan 
also  includes  an  additional  pipe  line  from  the  reservoir  to  the  city  of 
BufScient  capacity  to  make  it  practicable^  in  connection  with  the  present 
pipe  line,  to  draw  the  entire  supply  of  the  city  if  necessary  from  the 
proposed  new  reservoir. 

The  Board  has  examined  the  plans  presented  and  has  considered  the 
information  available  as  to  the  character  of  the  watersheds  and  the 
quality  of  the  water  of  the  streams  from  which  the  supply  is  to  be 
taken,  and  has  given  a  hearing  upon  the  question  of  the  taking  of  the 
lands  which  it  is  proposed  to  acquire  in  connection  with  the  plan  under 
the  provisions  of  chapter  614  of  the  Acts  of  the  year  1907. 

The  watersheds  of  the  various  streams  tributary  to  Mill  Brook  and 
Boaring  Brook,  which  are  to  be  utilized  under  the  proposed  plan,  are 
uninhabited,  and  the  waters  of  these  streams,  judging  from  the  limited 
number  of  analyses  available,  are  considerably  softer  than  the  waters  of 
the  sources  now  in  use.  The  waters  of  the  tributaries  of  Mill  Brook 
and  of  most  of  the  tributaries  of  Roaring  Brook  have  little  color,  some 
of  them  being  practically  colorless.  One  of  the  tributaries,  however, 
known  as  tributary  No.  2,  or  Sand  Wash  Brook,  is  affected  by  a  very 
considerable  color,  evidently  due  to  the  contact  of  this  water  with 
vegetable  matter  in  the  swamps  through  which  the  stream  flowp.  While 
the  water  of  this  stream,  after  mingling  with  the  other  waters  which 
are  to  be  tributary  to  the  proposed  new  reservoir,  would  probably  not 
affect  very  seriously  the  color  of  the  water  supplied  to  the  city,  it  appears 
to  be  practicable,  at  no  great  expense,  to  drain  the  swamps  through 
which  the  stream  flows,  and  thus  reduce  the  color  materially.  In  the 
opinion  of  the  Board,  if  the  proposed  reservoir  is  thoroughly  prepared 
for  the  storage  of  water  by  the  removal  of  the  soil  and  organic  matter 
from  the  area  to  be  flowed,  as  planned,  and  if  the  watershed  of  the 
tributaries  is  improved  as  necessary  by  ditching  the  swamps,  the  pro- 
posed new  works  will  supply  water  of  good  quality  for  all  the  purposes  of 
a  public  water  supply. 

The  increase  in  the  quantity  of  water  that  will  be  secured  by  the 
adoption  of  the  plan  now  proposed  is  somewhat  limited  and  will  depend 
to  a  considerable  extent  upon  the  care  used  in  operating  the  works  and 
in  the  construction  and  maintenance  of  the  diversion  conduits,  dams 
and  pipe  lines.  With  proper  construction  and  good  management  the 
new  works  will  probably  increase  the  supply  of  water  available  to  the 
city  from  80  to  90  per  cent,  over  the  capacity  of  present  sources  in 
dry  years;  that  is,  the  available  supply  will  be  increased  from  about 
2,550,000  gallons  per  day  to  4,500,000  gallons,  or  possibly  pomewhat 
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more.  The  quantiiy  of  water  now  used,  however,  is  considerably  in 
excess  of  the  capacity  of  the  present  works,  and  the  increase  over  the 
quantity  of  water  now  used  will  be  only  from  60  to  70  per  cent. 

It  is  impossible  to  determine,  in  the  absence  of  a  thorough  investiga- 
tion as  to  the  various  sources  of  supply  available,  whether  or  not  the  plan 
now  proposed  is  the  most  economical  one  for  the  city  to  adopt,  but  the 
proposed  works  appear  to  the  Board  a  reasonable  development  of  the 
sources  of  gravity  supply  in  the  mountains  southeast  of  the  city,  and 
under  the  circumstances  the  plan  appears  to  the  Board  a  reasonable 
method  of  securing  an  additional  water  supply  for  the  city.  The  Board 
approves  the  location  of  the  proposed  reservoir  and  the  general  plan  of 
diverting  into  this  reservoir  the  waters  of  the  upper  part  of  the  main 
stream  of  Mill  Brook  and  the  waters  of  the  tributaries  of  Roaring 
Brook  designated  as  Nos.  1,  2,  3,  4  and  5,  the  details  of  which  have  not 
yet  been  presented.  These  works  must  be  designed  with  care  in  order 
to  secure  the  best  results,  and  in  addition  provision  should  be  made  for 
swamp  drainage  in  the  watershed  of  tributary  No.  2  and  for  clearing 
the  channels  of  the  other  streams  when  necessary.  The  Board  also 
approves  the  taking  of  land  for  the  construction  and  development  of  the 
proposed  works,  as  shown  upon  a  plan  filed  in  the  office  of  the  Board 
on  May  6,  1910,  and  entitled  "  Ciiy  of  Pittsfield.  Land  Situated  on 
the  Watershed  of  Projected  Mill  Brook  Storage  Reservoir.  Scale  300 
ft.  =  1  in.  April,  1910.  Lindholm  &  Tuller,  Eng^rs."  The  descrip- 
tion of  the  lands,  the  taking  of  which  is  hereby  approved,  is  appended 
hereto. 

In  the  construction  of  the  works  now  proposed  it  will  be  necessary  to 
introduce  into  the  watershed  of  Mill  Brook  above  the  dam  from  which 
the  water  is  taken  for  the  supply  of  the  city  a  large  number  of  laborers, 
and  it  will  be  essential  that  great  caution  be  exercised  to  prevent  danger 
of  the  pollution  of  the  water.  If  practicable  the  use  of  this  water  should 
be  avoided  while  the  work  is  in  progress.  It  will  also  be  essential  to 
prevent  danger  of  the  pollution  of  the  watersheds  of  the  Roaring  Brook 
valley,  from  which  water  is  to  be  taken  under  the  proposed  plan. 

The  quantity  of  water  supplied  to  the  city  of  Pittsfield  during  the 
year  1909  amounted,  accordinsj  to  the  records  of  your  board,  to  an  aver- 
age of  2,808,000  gallons  per  day.  While  the  census  of  1910  is  not  vet 
available  and  a  definite  estimate  of  the  population  is  impracticable,  it 
is  probable  that  the  quantity  of  water  used  in  1909  amounted  to  more 
than  90  gallons  per  inhabitant  per  day.  This  quantity  of  water  i« 
greatly  in  excess  of  the  amount  used  por  person  in  cities  and  town? 
where  the  water  supplied  to  consumers  is  metered  and  the  necessary  can? 
taken  in  the  maintenance  of  the  works  to  prevent  excessive  loss  of  watt-r 
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by  leakage  from  mains  and  distributing  pipes  and  waste  from  other 
causes.  If  the  measures  found  successful  in  other  places  in  restrict- 
ing the  unnecessary  use  and  waste  of  water  should  be  applied  in  Pitts- 
field,  there  is  no  reason  to  doubt  that  the  excessive  use  of  water  could 
be  prevented,  and  the  necessity  for  further  large  expenditures  in  secur- 
ing an  additional  water  supply  for  the  city,  which  is  likely  otherwise 
to  become  necessary  soon  after  the  completion  of  the  works  now  planned, 
might  be  postponed  for  several  years.  The  Board  recommends  that 
effective  measures  for  reducing  the  unnecessary  consumption  and  waste 
of  water  be  instituted  without  delay. 

The  Board  also  recommends  that  the  investigations  for  an  additional 
water  supply  which  have  led  to  the  recommendation  of  the  present  plans 
be  continued,  and  a  thorough  study  made  to  determine  the  most  appro- 
priate source  or  sources  for  the  future  water  supply  of  the  city,  since, 
if  the  present  rate  of  growth  continues,  even  with  a  reduction  in  the 
use  of  water,  a  further  additional  supply  will  be  required  before  many 
years.  This  work  should  be  carried  out  with  thoroughness  and  the 
future  policy  of  the  city  in  the  matter  of  water  supply  determined  so 
far  as  practicable,  so  that  when  further  additions  to  the  works  are  re- 
quired they  may  be  undertaken  in  ample  season. 

Description  op  Lands  to  be  taken  for  Pittspield  Water  Supply. 

William  C.  Whitney  Estate. 

Beginning  at  a  stone  monument  marked  P.  W.  W.  standing  in  the  south- 
east comer  of  land  of  one  Congdon  and  the  south-west  corner  of  land 
formerly  of  one  Keating,  and  now  owned  by  the  City  of  Pittsfield;  thence 
running  in  a  course  North  sixty-six  degrees  and  thirty  minutes  West 
(N.  66®30'W.)  along  land  of  one  Congdon,  a  distance  of  nine  hundred 
seventy-seven  and  eight  tenths  (977.8)  feet  to  a  point  on  or  near  the  east 
line  of  an  old  road  leading  to  the  house  of  one  Congdon,  now  deceased; 
thence  in  a  course  South  twenty-four  degrees  thirty  minutes  West 
(S.24''30'W.)  along  land  of  the  City  of  Pittsfield,  a  distance  of  fourteen 
hundred  fifty  (1450)  feet  to  a  stone  monument  marked  P.  W.  W.;  thence 
in  a  course  North  sixty-five  degrees  thirty  minutes  West  (N.  65®30'W.) 
a  distance  of  two  hundred  thirty-nine  (239)  feet  to  a  stone  monument 
marked  P.  W.  W.;  thence  in  a  course  South  twenty-four  degrees  thirty 
minutes  West  (8.24**  30' W.),  a  distance  of  nineteen  hundred  eighty  (1980) 
feet  to  a  stone  monument  marked  P.  W.  W. ;  thence  in  a  course  North  sixty- 
five  degrees  thirty  minutes  West  (N.  65^30' W.)  a  distance  of  eight  hun- 
dred fifty-five  (855)  feet  to  a  point;  the  last  stated  courses  are  along  land 
of  the  City  of  Pittsfield ;  thence  in  a  course  South  twenty-three  degrees  West 
(S.23®  W.)  along  land  of  Caroline  Dewey,  a  distance  of  five  hundred  fifty- 
one  (551)  feet  to  a  point  at  the  north-west  comer  of  land  now  or  formerly 
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of  Oliver  S.  Hutchinson;  thence  in  a  course  South  sixty-six  degrees  forty- 
eight  minutes  East  (S.  66°48'£.)  along  land  of  said  Hutchinson  and  land 
of  said  Dewey,  a  distance  of  sixteen  hundred  seventeen   (1617)   feet  to  a 
point  at  the  north-east  comer  of  land  of  Caroline  Dewey;  thence  in  a  course 
South  twenty-two  degrees  thirty-five  minutes  West    (S.  22^35' W.)    along 
land  of  said  Dewey,  a  distance  of  twenty-one  hundred   (2100)   feet,  to  a 
cherry  tree  or  stump  thereof,  at  the  south-east  comer  of  land  of  Oliver  S. 
Hutchinson;  thence  in  a  course  North  sixty-seven  degrees  fifty-three  minutes 
West  (N.  67''  53'  W.)  along  land  of  Hutchinson,  a  distance  of  five  hundred 
(500)  feet  to  a  point;  thence  in  a  course  South  twenty-three  degrees  West 
(S.  23^  W.)  and  crossing  Roaring  Brook,  a  distance  of  five  hundred  (500) 
feet  to  a  point;  thence  in  a  course  South  sixty^even  degrees  East  (S.  67°  £.)« 
a  distance  of  fourteen  hundred  eighty-four  (1484)  feet  to  a  point  on  or  near 
the  west  line  of  the  highway  leading  from  New  Lenox  to  Washington;  thence 
running  southerly  along  the  line  of  the  aforesaid  highway  a  distance  of  three 
hundred  twenty-three  (323)  feet  to  a  point;  thence  running  easterly  along 
a  private  road  a  distance  of  one  thousand  five  and  eight  tenths  (1005.8)  feet 
to  the  center  of  Roaring  Brook;  thence  running  south-easterly  up  the  center 
of  Roaring  Brook,  a  distance  of  about  thirty-four  hundred  (3400)  feet  to  the 
westerly  line  of  one  Congdon,  now  deceased;  the  last  mentioned  courses  are 
along  lands  of  William  C.  Whitney  Estate ;  thence  in  a  course  North  twenty- 
four  degrees  thirty  minutes  East   (N.  24°  30'  E.)  along  land  of  Congdon  a 
distance  of  forty-four  hundred  eighty-five   (4485)   feet  to  a  point  in  the 
south  line  of  land  of  one  Dillon;  thence  in  a  course  North  sixty-six  degrees 
West  (N.  66°  W.)  along  land  of  Dillon,  a  distance  of  eight  hundred  twenty 
(820)  feet  to  a  point  at  the  south-west  comer  of  land  of  said  Dillon;  thence 
in  a  course  North  twenty-four  degrees  East  (N.  24°  E.)  along  land  of  Dillon, 
a  distance  of  sixteen  hundred  fifty  (1650)  feet  to  the  highway  leading  to 
Washington,  and  locally  called  Monument  Hill  Road;  thence  crossing  and 
running  easterly  along  the  aforesaid  highway,  a  distance  of  about  fourteen 
hundred  and  fifty-one    (1451)    feet;   thence   crossing  said  highway  to  the 
southwest  corner  of  land  of  one  Killian;  thence  in  a  course  North  twenty-one 
degrees  thirty  minutes  East   (N.  21°30'E.)   along  land  of  Killian,  a  dis- 
tance of  sixteen  hundred  twenty  (1620)  feet  to  the  south  line  of  land  of  the 
City  of  Pittsfield;  thence  north-westerly  along  land  of  the  City  of  Pittsfield 
to  the  place  of  beginning.    Reference  may  be  had  to  a  plan  hereto  attached. 

Real  Estate  of  Caroline  Dewey, 

Beginning  at  a  point  on  or  near  the  highway  leading  from  New  Lenox 
to  Washington  at  the  north-westerly  comer  of  the  parcel  of  land  about  to 
be  conveyed;  thence  running  in  a  course  South  sixty-six  degrees  forty-eight 
minutes  East  (S.66°48'C.)  along  land  of  the  William  C.  Whitney  Estate, 
a  distance  of  eight  hundred  sixty-seven  (867)  feet  to  a  point;  thence  in  a 
course  South  twenty-two  degrees,  thirty-five  minutes  West  (8. 22^35' W.) 
along  land  of  the  said  Whitney  Estate,  a  distance  of  two  thousand  forty- 
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six  (2046)  feet  to  the  line  of  the  above  mentioned  highway;  thence  North- 
westerly and  Northerly  along  the  above  stated  highway  to  the  place  of 
beginning,  containing  thirty-six  (36)  acres.  Reference  may  be  had  to  a 
plan  attached  hereto. 

Real  Estate  of  Oliver  S,  Hutchinson. 

Beginning  at  a  cherry  tree  or  stump  thereof,  standing  in  the  South-east 
comer  of  the  parcel  of  land  about  to  be  conveyed,  thence  running  in  a  course 
North  sixty-seven  degrees  and  fifty-three  minutes  West  (N.  67^53' W.) 
along  land  of  the  William  C.  Whitney  Estate,  a  distance  of  sixteen  hundred 
and  seventeen  (1617)  feet  to  a  point;  thence  in  a  course  North  twenty-three 
degrees  and  seven  minutes  East  (N.  23^  07'  E.)  along  land  of  Caroline  Dewey 
a  distance  of  two  thousand  one  hundred  and  thirty  (2130)  feet  to  a  point; 
thence  in  a  course  South  sixty-six  degrees  and  forty-eight  minutes  East 
(S.66''48'E.)  along  land  of  the  said  Whitney  Estate  to  the  line  of  the 
highway  leading  from  New  Lenox  to  Washington;  thence  running  southerly 
and  easterly  along  the  line  of  the  said  highway  to  a  point;  thence  running 
ill  a  course  South  twenty-two  degrees  thirty-five  minutes  West  (S.  22®  35'  W.) 
a  distance  of  fifty-four  (54)  feet  to  the  place  of  beginning.  The  above 
described  lot  is  a  parcel  of  land  conveyed  to  the  grantor  by  Jane  Dexter 
and  contains  forty-two  and  eight  tenths  (4291o)  acres  of  land.  Reference  may 
be  had  to  a  plan  attached  hereto. 

Nov.  28,  1910. 
To  the  Board  of  Public  Works  of  the  City  of  Pittsfield. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Oct.  15,  1910,  a  petition  requesting  the  approval  by  the  Board  of  the 
taking  and  diversion  of  the  water  of  certain  tributaries  of  Soaring 
Brook  and  the  taking  of  certain  lands  in  the  watershed  of  said  brook  in 
the  town  of  Washington,  under  the  provisions  of  chapter  614  of  the 
Acts  of  the  year  1907,  said  lands  being  shown  upon  a  plan  submitted 
with  your  application,  entitled  "  Roaring  Brook-Mill  Brook  Develop- 
ment. Plan  of  Land,  Washington,  Mass.  Scale :  400  ft.  per  inch.  Sep- 
tember 1910.  City  of  Pittsfield.  A.  B.  Famham,  Engineer,  Board  of 
Public  Works,"  You  have  also  submitted  a  plan  and  profile  of  a  pro- 
posed conduit  extending  from  the  proposed  new  reservoir  on  the  south 
arm  of  Mill  Brook  into  the  watershed  of  Roaring  Brook  and  along  the 
northerly  side  thereof  to  the  neighborhood  of  Mud  Pond;  the  plan  and 
profile,  together  with  cross-sections  of  the  proposed  conduit  and  chan- 
nel, being  shown  upon  a  plan  entitled  "Roaring  Brook-Mill  Brook 
Development.  Plan  &  Profile  of  Proposed  Conduit,  Washington,  Mass. 
Scale:  400  ft.  per  inch,  October  1910.  City  of  Pittsfield.  A.  B.  Fam- 
ham, Engineer,  Board  of  Public  Works.'*  This  plan  was  filed  with  the 
State  Board  of  Health  on  Oct.  26,  1910,  and  subsequently  further  infor- 
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mation  was  submitted  showing  the  elevation  of  Boaring  Brook  at  various 
points,  and  the  elevation  of  Clapp  Pond  and  Mud  Pond. 

The  State  Board  of  Health,  in  accordance  with  the  provisions  of  chap- 
ter 514,  above  referred  to,  gave  a  hearing  at  its  ofiSce  on  November  3, 
with  reference  to  the  taking  of  the  lands  proposed  in  your  petition,  notice 
of  the  hearing  having  been  published  in  newspapers  in  the  city  of  Pitts- 
field.  After  the  hearing,  at  which  no  one  appeared  to  oppose  the  pur- 
chase or  taking  of  the  lands  in  question,  the  Board  voted  to  approve 
the  taking  by  the  city  of  Pittsfield  of  the  lands  in  the  valley  of  Boaring 
Brook,  as  shown  upon  the  plan  submitted  with  the  petition.  A  descrip- 
tion of  the  lands,  the  taking  of  which  is  hereby  approved,  is  appended 
hereto. 

The  Board  has  also  considered  the  plans  of  the  proposed  conduit  de- 
signed to  intercept  the  tributaries  of  Boaring  Brook  and  divert  the 
waters  of  these  tributaries  and  of  areas  draining  into  Boaring  Brook  to 
the  proposed  Mill  Brook  reservoir.  There  are  certain  modifications  of 
the  plans  and  profile  that  the  Board  would  recommend.  The  grade  of 
high-water  line  in  the  open  conduit  and  of  the  manholes  of  the  closed 
conduit  when  passing  through  ground  from  which  water  is  to  be 
gathered  should  be  below  the  grade  of  the  ground  water  in  a  dry  time. 
The  notes  that  have  been  received  by  the  Board  are  not  complete  upon 
this  point,  but  they  indicate  that  the  grade  of  the  closed  conduit  from 
Station  50  to  Station  78  should  be  lower  than  indicated  upon  the  plans, 
and  the  conditions  above  stated  should  be  established  here  and  elsewhere 
on  the  line  of  the  conduit. 

The  capacity  of  the  conduit  the  Board  would  recommend  to  be  capable 
of  conve3dng  6,500,000  gallons  per  day  per  square  mile  of  gathering 
area. 

At  its  upper  end  in  the  neighborhood  of  Clapp  Pond  and  Mud  Pond 
the  conduit  as  now  planned  passes  through  a  swamp,  and  tributary  con- 
duits are  indicated  on  the  plans  to  receive  the  water  from  the  upper 
tributaries.  It  is  very  important  to  exclude  from  the  conduit  the  water 
of  the  undrained  swampy  areas  in  that  region,  which  is  highly  colored 
and  contains  much  organic  matter.  It  may  be  found  desirable  in  con- 
structing the  works  in  this  section  to  locate  the  conduit  farther  east  at 
the  edge  of  the  swamp,  in  order  that  objectionable  swamp  water  may 
with  certainty  be  excluded.  It  will  also  be  important  to  drain  the 
swamps  upon  the  Sand  Wash  Brook,  the  water  of  which  is  seriously  col- 
ored at  times  bv  vegetable  matter. 

The  success  of  the  plan  will  depend  to  a  large  degree  upon  the  detailed 
design  and  proper  construction  of  the  works  and  the  eflBcient  mainte- 
nance of  the  conduit  and  connections. 
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The  details  of  design,  involving  engineering  questions  of  stability, 
adaptation  to  the  ground  and  details  of  construction,  have  not  been 
investigated  by  the  Board,  but  the  general  plan  of  the  works  for  obtain- 
ing water  from  the  gathering  ground  and  conveying  it  to  and  storing  it 
in  the  reservoir  formed  by  the  dam,  as  proposed,  modified  by  the  sug- 
gestions herein  contained,  is  approved  by  the  Board  under  the  provisions 
of  chapter  514  of  the  Acts  of  the  year  1907. 

Description  of  Lands  ovmed  by  the  William  C.  Whitney  Estate  and  the 
Henry  Congdon  Estate  in  the  town  of  Washington  to  he  taken  for 
Pittsfield  Water  Supply. 

Beginning  at  a  point  on  the  easterly  bank  or  shore  of  Roaring  Brook  where 
it  crosses  the  south  line  of  a  private  road  of  the  William  C.  Whitney  estate 
which  place  of  beginning  is  about  one  thousand  feet  (1,000  ft.)  up  stream 
from  where  Roaring  Brook  crosses  the  highway  leading  from  New  Lenox 
to  Washington  and  Becket;  thence  running  up  the  stream  of  said  Roaring 
Brook  and  along  the  easterly  bank  thereof  to  the  north  line  of  land  formerly 
of  one  Henry  Congdon ;  thence  north  twenty-four  degrees  and  thirty  minutes 
east  (N.  24  deg.  —  30'  E.)  along  the  line  of  said  land  formerly  of  said 
Congdon  four  hundred  feet  (400  ft.);  thence  south  forty-thre^  degrees  east 
(S.  43  d^.  E.)  two  thousand  feet  (2,000  ft.) ;  thence  north  forty-seven  de- 
grees east  (N.  47  deg.  E.)  one  thousand  nine  hundred  feet  (1900  ft.) ;  thence 
southeasterly  about  three  thousand  two  hundred  feet  (3200  ft.)  to  a  point 
in  the  north  line  of  the  Sand  Hill  Road  so  called,  two  hundred  and  twenty- 
five  feet  (225  ft.)  easterly  of  the  centre  line  of  Sand  Wash  Brook  so  called; 
thence  southwesterly  on  the  north  line  of  said  Sand  Hill  Road  about  four 
thousand  eight  hundred  seventy-nine  feet  (4,879  ft.)  to  a  point  which  is  five 
hundred  fifty  feet  (550  ft.)  easterly  of  the  centre  of  the  intersection  of  the 
private  macadam  road  of  the  Whitney  estate  and  said  Sand  Hill  Road; 
thence  northwesterly  a  distance  of  about  four  thousand  three  hundred  feet 
(4300  ft.)  in  a  straight  line  passing  westerly  of  the  extreme  west  shore  of 
Mud  Pond  so  called  and  distant  therefrom  one  hundred  and  fifty  feet  (150 
ft.)  to  an  iron  pin  marked  PWW;  thence  north  thirty-two  degrees  and 
forty-five  minutes  west  (N.  32  deg.  45'  W.)  two  thousand  and  flUfty  feet 
(2050  ft);  thence  north  twenty-three  degrees  west  (N.  23  deg.  W.)  one 
thousand  nine  hundred  and  fifty  feet  (1950  ft.) ;  thence  north  sixty-seven 
d^rees  west  (N.  67  deg.  W.)  about  two  hundred  and  fifty  feet  (250  ft.) 
to  the  south  line  of  the  aforesaid  private  road  of  the  Whitney  estate; 
thence  along  the  south  line  of  said  private  road  to  the  place  of  beginning. 
Also  one  other  piece  or  parcel  of  land  bounded  and  described  as  follows: 
Beginning  at  the  southerly  line  of  said  Sand  Hill  Road  at  a  point  two 
hundred  and  twenty-five  feet  (225  ft.)  easterly  of  the  centre  of  said  Sand 
Wash  Brook  where  it  crosses  said  road;  thence  south  forty-two  degrees  east 
(S.  42  d^.  E.)  one  thousand  feet  (1000  ft.);  thence  south  forty-eight  de- 
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grees  west  (S.  48  deg.  W.)  six  hundred  twenty-five  feet  (625  ft);  thenoe 
north  forty-two  degrees  west  (N.  42  deg.  W.)  about  eight  hundred  forty 
feet  (840  ft.)  to  the  south  line  of  said  Sand  Hill  Road;  thenoe  northeasterly 
along  the  south  line  of  said  road  about  six  hundred  and  ninety  feet  (690  ft) 
to  the  place  of  beginning;  said  two  parcels  of  land  containing  about  three 
hundred  and  seventy-six  (376)  acres.  ' 

Plymouth. 

Aug.  4|  1910. 
To  the  Board  of  Water  Comtnisaioners  of  Uie  Town  of  Plymouth,  Mom. 

Gentlemen:  —  In  response  to  a  petition  filed  with  this  Board  on 
July  22,  1910^  and  your  communication^  together  with  a  statement  from 
the  local  board  of  health  appended  thereto^  relative  to  a  temporary  mod- 
ification of  rule  14  of  the  rules  and  regulations  adopted  by  this  Board 
on  Feb.  6,  1908,  for  the  sanitary  protection  of  the  water  supply  of  the 
town  of  Plymouth  so  as  to  permit  bathing  in  Boot  Pond,  the  Board  has 
caused  the  locality  to  be  examined  and  has  considered  the  information 
presented  with  the  petition. 

An  examination  of  the  pond  shows  that  its  waters  are  not  now  directly 
connected  with  any  of  the  other  ponds  used  as  sources  of  water  supply  by 
the  town  of  Plymouth  and  that  no  means  now  exist  for  drawing  water 
for  the  supply  of  the  town  from  said  pond.  It  is  probable  that  the 
water  of  this  pond  filters  through  the  ground  to  Great  South  Pond,  and 
in  very  wet  weather  water  flows  from  Boot  Pond  to  Great  South  Pond. 

Considering  the  circumstances,  the  Board  hereby  modifies  its  regula- 
tion of  Feb.  6,  1908,  prohibiting  bathing  in  the  waters  of  Boot  Pond  in 
Plymouth,  by  limiting  this  prohibition  to  times  when  the  distance  be- 
tween the  waters  of  the  two  ponds  at  the  nearest  point  is  less  than 
100  feet. 

Randolph  and  Holbrook. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  7,  14  and  15  of  the  rules  and  regulations  adopted  by  the  Board  on 
July  7,  1904,  for  preventing  the  pollution  and  securing  the  sanitary 
protection  of  the  water  supply  of  the  towns  of  Randolph  and  Holbrook, 
were  amended  on  May  6,  1910. 

Russell. 

Under  the  authority  of  section  113  of  chapter  76  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  Oct.  6,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitary  protection  of  the  waters 
of  Black  Brook  and  its  tributaries,  used  by  the  town  of  Russell  as  a 
source  of  water  supply. 
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Oct.  6,  1910. 
To  Mr.  £.  D.  Pabks,  Chairman,  Board  of  Water  CommUsioners,  Busaell,  Mass. 

Deab  Sir:  —  In  accordance  with  your  request  of  Sept,  28,  1910,  the 
State  Board  of  Health  has  adopted  rules  and  regulations  for  the  sani- 
tary protection  of  the  water  of  Black  Brook  which  is  soon  to  be  used 
lor  the  supply  of  the  town  of  Bussell. 

An  examination  of  the  watershed  shows  that  there  are  several  dwelling 
houses  with  outbuildings  within  its  limits,  most  of  which  are  so  situated 
that  with  proper  enforcement  of  the  rules  there  should  be  no  serious 
danger  of  the  pollution  of  the  water.  There  are,  however,  certain  very 
serious  sources  of  pollution  which  should  be  removed  before  the  water  is 
used.  Chief  among  these  is  a  lumber  camp,  situated  at  the  upper  end  of 
the  watershed,  at  which  there  are  no  sanitary  provisions,  and  provision 
must  be  made  for  the  proper  disposal  of  the  sewage  and  other  wastes  from 
this  camp  if  pollution  of  the  water  supply  is  to  be  avoided.  At  another 
camp  occupied  by  wood-choppers,  which  is  situated  close  to  the  main 
stream  a  short  distance  above  the  reservoir,  the  conditions  are  extremely 
unsanitary,  and  the  surroundings  of  this  camp  should  be  thoroughly 
deaned  and  the  necessary  sanitary  precautions  enforced,  else  the  stream 
will  inevitably  be  seriously  polluted  at  this  place.  It  would  be  much 
better  if  this  camp  should  be  removed  from  the  watershed. 

It  also  appears  that  at  one  of  the  dwelling  houses  on  the  Blandford 
Boad  sewage  is  discharged  directly  into  a  tributary  of  Black  Brook. 
These  drains  should  be  removed  and  the  sewage  disposed  of  in  accord- 
ance with  the  provisions  of  the  rules. 

There  are  also  other  sources  of  pollution  which  have  already  been 
indicated  to  you  by  the  assistant  engineer  of  this  Board,  which  should 
receive  the  necessary  attention  to  prevent  danger  of  pollution  of  the 
stream  before  the  water  is  used. 

The  water  of  Black  Brook  should  not  be  supplied  to  the  town  until 
the  pollution  of  the  stream  has  been  prevented,  especially  the  pollutions 
due  to  the  lumber  camps  and  wood-choppers*  cabins,  and  no  water  should 
be  used  from  this  source  for  a  period  of  a  month  after  the  pollutions 
have  been  removed. 

Salem. 

To  the  Salem  Water  Board,  Mr.  Henbt  E.  Bxynolds,  Clerk,        Junk  7,  1910. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
May  4,  1910,  the  following  communication  requesting  its  opinion  as  to 
the  advisability  of  granting  permits  for  boating  and  fishing  upon  Wen- 
ham  Lake:  — 

The  Salem  water  board  having  under  consideration  the  vexed  question  of 
lieensea  for  boating  or  fishing  upon  Wenham  Lake  and  being  divided  in 
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their  opinions,  have  directed  me  to  ask  the  State  Board  of  Health  the 
following  questions:  — 

First,  —  If  in  their  judgment  it  is  proper  or  advisahle  to  grant  liceDses 
to  boat  or  fish  upon  any  pond  the  water  of  which  has  been  taken  for  domes- 
tic use. 

Second.  —  Is  boating  or  fishing  allowed  (within  your  knowledge)  upon 
any  of  the  great  ponds  in  the  State,  the  waters  of  which  have  been  taken 
for  domestic  use? 

Any  information  you  can  give  us  on  this  question  will  be  greatly  appre- 
ciated. 

The  Board  has  carefully  considered  the  desirability  of  granting  per- 
mits for  boating  and  fishing  on  Wenham  Lake  and  the  possible  dangers 
arising  therefrom.  The  granting  of  unlimited  boating  and  fishing  per- 
mits on  Wenham  Lake  would,  in  the  opinion  of  the  Board,  be  a  great 
danger  to  the  health  of  those  who  use  the  water,  since  it  is  obviously 
impracticable  to  inspect  properly  a  large  number  of  boats  in  different 
parts  of  the  lake,  and  no  inspection  of  any  value  is  possible  at  night 

In  1906  and  1907,  when  for  a  time  the  regulation  of  boating  and 
fishing  on  Wenham  Lake  was  carried  out  by  the  Board,  the  plan  adopted 
after  careful  consideration  of  the  circumstances  was  to  grant  a  limited 
number  of  permits  for  boating  and  fishing  under  certain  conditions  and 
with  careful  inspection ;  and  it  appears  to  the  Board  that  a  similar  plan 
may  reasonably  be  adopted  for  the  present  year  and  its  results  carefully 
observed  to  determine  whether  it  is  safe  to  continue  this  practice  in  the 
future.  Its  safety  will  of  course  depend  to  a  large  extent  on  the  con- 
duct of  the  persons  to  whom  permits  are  given,  and  if  this  conduct  and 
the  conditions  are  such  as  to  warrant  the  continuation  of  the  practice, 
it  may  be  continued  for  a  time. .  If,  on  the  other  hand,  it  is  found 
impracticable  to  secure  proper  observation  of  the  necessary  sanitary 
precautions,  then  boating  and  fishing  must  be  prohibited  if  the  safety  of 
the  health  of  those  using  the  water  of  this  source  of  supply  is  to  be 
properly  protected. 

The  Board  advises,  then,  that  a  limited  number  of  permits  for  boating 
and  fishing  on  Wenham  Lake  be  granted  under  the  following  condi- 
tions :  — 

1.  There  shall  be  no  fishing  within  the  limits  of  that  portion  of  the  lake 
lying  within  the  city  of  Beverly. 

2.  Persons  keeping  boats  on  the  lake  within  the  limits  of  the  city  of 
Beverly  must  when  using  them  proceed  directly  to  the  portion  of  the  lake 
within  the  limits  of  Wenham,  and  upon  returning  must  return  directly  to 
their  boat  landings,  keeping  as  far  as  practicable  from  the  intakes  of  the 
water  works. 
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3.  Each  person  to  whom  a  permit  is  granted  should  be  informed  of  the 
necessity  of  careful  observation  of  the  conditions,  and  the  necessity  that  wUl 
exist,  in  case  the  conditions  are  not  observed,  for  removing  the  privilege 
altogether. 

4.  Permits  should  be  granted  only  to  persons  owning  a  boat  on  the  lake 
and  should  not  be  granted  to  persons  who  keep  boats  to  let  to  the  public. 

Persons  granted  permits  should  subscribe  to  the  following  further 
conditions :  — 

1.  Not  to  use  firearms  or  explosives  while  upon  the  waters  of  the  lake. 

2.  Not  to  spit,  throw  any  fish,  food,  animal  or  vegetable  matter  or  any 
other  matter  tending  to  pollute  the  water  into  the  water  of  said  lake  or  leave 
the  same  upon  its  shores. 

3.  Not  to  throw  any  cans,  bottles  or  boxes  into  the  water  of  said  lake 
or  leave  the  same  upon  its  shores. 

4.  To  comply  with  all  rules  and  regulations  of  the  State  Board  of  Health 
relative  to  the  waters  or  the  watershed  of  said  lake. 

5.  To  exhibit  the  permit,  when  called  upon  to  do  so  by  any  officer  of  the 
law  or  by  any  agent,  officer,  member  or  employee  of  the  State  Board  of 
Health  or  of  the  water  board  of  the  city  of  Salem  or  of  the  city  of  Beverly. 

6.  Not  to  let  or  allow  any  other  person  or  persons  to  use  any  boat  owned 
by  the  person  to  whom  the  permit  is  granted  unless  accompanied  by  that 
person. 

7.  To  paint  or  cause  to  be  painted  plainly  on  the  outside  of  the  boat  on 
each  side  in  prominent  figures  the  number  of  the  permit. 

The  Board  is  further  of  the  opinion  that  fishing  from  the  shores  of 
the  lake  can  be  permitted  at  certain  specific  points  where  the  practice 
may  be  subject  to  inspection. 

Finally,  the  Board  recommends  a  very  careful  inspection  of  the  lake 
by  your  boards  to  see  that  all  the  conditions  relative  to  boating  and  fish- 
ing are  carefully  observed.  It  appears  from  the  records  of  the  Board 
that  eighty  permits  were  granted  in  the  year  1907  for  boating  and  fish- 
ing on  Wenham  Lake  to  citizens  of  Salem,  Beverly  and  Wenham,  and 
that  persons  authorized  to  use  a  boat  upon  Wenham  Lake  were  also 
authorized  to  allow  the  nse  of  the  boat  by  members  of  their  families  if 
the  names  of  said  members  were  specified  in  the  permit. 
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South  Hadley  (South  Hadley  Fire  District  No.  2). 

April  7,  1910. 

To  the  Committee  on  Water  Supply  of  Fire  District  No.  t  in  the  Town  of  South 

Sadley. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
March  21^  1910^  an  application  for  advice  as  to  a  proposed  water  supply 
for  Fire  District  No.  2  in  the  town  of  South  Hadley,  accompanied  by  a 
plan  and  a  report  by  your  engineer,  giving  estimates  of  the  cost  of  sup- 
plying the  district  from  two  jiroposed  sources :  one,  the  water  works  of 
the  city  of  Holyoke,  from  which  the  district  could  be  supplied  by  gravity 
through  pipes  laid  across  the  Connecticut  Biver  in  the  neighborhood  of 
Smith's  Ferry,  and  the  other  a  system  of  tubular  wells  or  a  large  well, 
to  be  located  in  the  valley  of  Elmer  Brook,  a  short  distance  east  of 
Woodbridge  Street,  from  which  water  would  be  pumped  to  a  standpipe 
in  the  northerly  part  of  the  town  and  thence  delivered  to  the  district. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers, and  has  carefully  considered  the  plan  and  report  presented.  It 
is  estimated  by  your  engineer  that  the  cost  of  obtaining  a  supply  of  water 
from  the  city  of  Holyoke  would  be  much  less  than  the  cost  of  a  supply 
taken  from  the  ground  in  the  valley  of  Elmer  Brook,  since  the  Holyoke 
supply  would  be  delivered  to  the  district  by  gravity,  while  a  ground 
water  supply  from  the  Elmer  Brook  valley  would  have  to  be  pumped; 
but,  in  the  absence  of  definite  information  as  to  the  charge  that  is  likely 
to  be  made  by  the  city  of  Holyoke  for  water  supplied  to  the  district,  it  is 
impracticable  to  determine  definitely  the  comparative  cost  of  the  two 
plans. 

There  is  no  doubt,  in  the  opinion  of  the  Board,  that  a  good  ground 
water  supply  would  be  more  desirable  than  the  water  of  surface  source?, 
such  as  those  used  by  the  city  of  Holyoke,  and  of  the  plans  presented  the 
Board  is  of  the  opinion  that,  all  things  considered,  the  most  desirable 
plan  for  the  district  to  adopt  would  be  to  obtain  a  supply  of  ground 
water  either  from  Elmer  Brook  or  some  other  suitable  place  within  the 
Mmits  of  the  town,  if  such  a  supply  can  be  obtained  at  a  reasonable  cost 
No  careful  investigation  appears  to  have  been  made  as  yet  to  determine 
the  practicability  of  obtaining  an  adequate  supply  of  ground  water  for 
the  district  within  the  valley  of  Elmer  Brook  or  elsewhere.  While  the 
conditions  are  very  favorable,  judging  from  surface  indications,  for  ob- 
taining an  ample  supply  of  good  water  from  the  ground  near  the  brook 
east  of  Woodbridge  Street,  it  is  possible  that  an  adequate  supply  of  good 
water  might  be  obtained  at  some  other  place  in  the  town.  The  valley  of 
Muddy  Brook  and  the  extensive  plain  southeast  of  the  village  should  be 
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carefuUy  examined  before  a  source  of  supply  is  finally  selected,  since,  if 
a  supply  could  be  obtained  at  either  of  these  locations,  the  cost  of  the 
works  would  doubtless  be  less  than  if  the  supply  were  taken  from  the 
neighborhood  of  Elmer  Brook  and  a  large  saving  might  also  be  made 
in  the  cost  of  pumping. 

The  Board  recommends  that  you  make  further  investigations  and  tests 
of  the  ground  by  means  of  tubular  wells  at  the  locations  mentioned, 
with  a  view  to  obtaining  definite  information  as  to  the  most  favorable 
place  in  which  to  obtain  a  supply  of  water  for  the  district;  and  the 
Board  will,  upon  application,  give  you  further  advice  in  this  matter 
when  you  have  the  results  of  these  further  tests  to  present. 

Oct.  24,  1910. 

To  the  Board  of  Water  Commisnonera  of  Fire  District  No.  S,  South  Hadley, 

Mass, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Oct.  21,  1910,  an  application  relative  to  a  proposed  water  supply  for 
Fire  District  No.  2  in  the  town  of  South  Hadley,  requesting  the  ap- 
proval of  the  location  of  certain  proposed  wells  in  the  valley  of  Elmer 
Brook,  shown  on  plans  submitted  by  your  engineer,  Mr.  Lewis  D.  Thorpe, 
of  Boston. 

The  plans  provide  for  constructing  two  large  wells  about  300  feet 
apart  in  the  valley  of  Elmer  Brook,  a  little  over  half  a  mile  northeast 
of  the  village  of  Moody  Comer,  as  shown  upon  the  State  map,  the  wells 
to  be  approximately  25  feet  in  diameter  and  12  feet  in  depth  below  the 
surface  of  the  grotmd.  The  wells  are  to  be  located  on  the  south  side  of 
the  brook  near  the  foot  of  the  steep  slope  from  the  sand  plain  which 
borders  the  southwesterly  side  of  Elmer  Brook  in  this  region.  In  the 
construction  of  the  works  it  is  proposed  first  to  make  an  excavation  at 
the  location  of  well  No.  2  somewhat  larger  in  area  than  the  proposed 
well  and  of  the  depth  required,  to  measure  the  quantity  of  water  which  it 
is  found  necessary  to  pump  in  the  course  of  this  work  and  to  make  a 
further  examination  of  the  quality  of  the  water  as  a  guide  to  the  further 
extension  of  the  work.  In  case  the  wells  proposed  for  construction  in 
the  beginning  do  not  furnish  a  suflRcient  quantity  of  water,  the  plans 
provide  for  putting  in  similar  additional  wells  or  for  laying  a  pipe  line 
with  open  joints  to  collect  the  ground  water  in  the  valley  of  Elmer 
Brook  farther  up-stream. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
a  sample  of  the  water  from  a  test  well  at  the  location  of  the  proposed 
well  No.  2  to  be  analyzed,  and  has  considered  the  plans  presented.  The 
ground  water  in  the  valley  of  Elmer  Brook,  so  far  as  can  be  judged  from 
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the  single  sample  examined^  is  likely  to  be  soft  and  in  other  respects  of 
satisfactory  quality  for  domestic  purposes.  Begarding  the  quantity  of 
water  obtainable  in  this  valley^  however^  the  tests  thus  far  made  are  not 
sufficient  to  indicate  very  definitely  whether  the  yield  of  the  propoeed 
wells  or  other  collecting  works  is  likely  to  be  sufficient  for  the  require- 
ments of  the  district  at  all  times. 

Under  the  circumstances^  the  plan  of  making  a  large  excavation  at 
well  No.  2  and  obtaining  further  information  as  to  the  probable  yield 
of  the  well  and  the  quality  of  the  water^  appears  to  the  Board  to  be 
a  reasonable  one  to  adopt ;  and  as  soon  as  the  information  furnished  bv 
this  proposed  test  is  available,  the  Board  will  give  you  further  advice  as 
to  the  plan  of  taking  a  water  supply  for  the  district  from  this  locality, 

Spencer. 

To  the  Board  of  Water  CommisHoners  of  the  Town  of  Spencer.    Nov.  3,  1910. 

Gentlemex  :  —  The  State  Board  of  Health  received  from  you  on  Oct. 
22,  1910,  the  following  petition  for  the  approval  by  the  Board  of  the 
taking  of  a  temporary  water  supply  for  the  town :  — 

Acting  under  authority  of  chapter  361  of  the  Acts  of  1902,  we  hereby 
petition  your  Honorable  Board  that  you  approve  the  taking  of  the  water 
from  the  pond  known  as  WMttemore  or  Moose  Pond,  situated  in  said  town 
of  Spencer,  as  a  proper  source  of  water  supply,  to  relieve  the  emergency 
now  existing  in  said  Spencer,  owing  to  the  unsafe  and  weakened  condition 
of  the  14-inch,  cement  lined,  water  main,  leading  from  Shaw  Pond,  wbieb 
is  the  source  of  supply  for  the  town  of  Spencer. 

You  further  state  that  it  is  the  intention  of  the  town  to  erect  a  tem- 
porary pumping  station  at  the  upper  end  of  the  pond  on  land  owned  by 
the  town  of  Spencer,  and  to  install  an  emergency  pumping  plant  for 
use  while  a  break  is  being  repaired  in  the  main  leading  from  Shaw  Pond 
to  the  town  or  while  the  main  is  being  relaid. 

In  response  to  this  petition  the  Board  has  caused  the  pond  and  its 
surroundings  to  be  examined  by  one  of  its  engineers  and  a  sample  of 
the  water  to  be  analyzed.  The  conditions  affecting  the  quality  of  the 
water  from  Whittemore  Pond  do  not  appear  to  have  changed  materially 
since  your  previous  petition  for  the  use  of  this  pond  as  a  temporary 
source  of  water  supply  in  1905.  Most  of  the  buildings  on  the  water- 
shed of  the  pond  are  located  at  considerable  distances  from  its  ^ores 
and  its  tributaries,  and  the  outbuildings  formerly  situated  near  the  shore 
of  the  pond  have  been  removed;  but  a  bam  near  the  highway  at  the 
northwesterly  end  of  the  pond  is  so  situated  that  drainage  from  it  pol- 
lutes the  water.    It  will  not  be  difficult  to  prevent  pollution  of  the  pond 
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from  most  of  the  buildings  now  on  the  watershed,  but  it  is  desirable  for 
the  town  to  construct  a  sewer  in  Park  Street  and  secure  the  connection 
with  the  sewers  of  all  buildings  on  the  streets  near  the  upper  end  of  the 
pond,  so  far  as  practicable.  Before  using  the  water  all  of  the  buildings 
within  the  watershed  should  be  inspected  and  pollution  of  the  pond 
from  any  of  these  places  prevented. 

With  the  suggestions  herein  contained  for  preventing  the  pollution  of 
its  waters,  the  Board  approves  the  use  of  Whittemore  Pond  as  a  tem- 
porary source  of  water  supply  for  the  town  of  Spencer  under  the  pro- 
visions of  law  relating  to  temporary  water  supplies. 

Springfield. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  Jan.  6,  1910,  for 
preventing  the  pollution  and  securing  the  sanitary  protection  of  the 
waters  of  Westfield  Little  River  and  its  tributaries,  used  by  the  city 
of  Springfield  as  a  source  of  water  supply. 

Stockbridoe. 

Under  the  authority  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  Sept.  1,  1910,  for  pre- 
venting the  pollution  and  securing  the  sanitary  protection  of  the  waters 
of  Lake  Averic  and  its  tributaries,  used  by  the  Stockbridge  Water  Com- 
pany as  a  source  of  water  supply  for  the  town  of  Stockbridge. 

Taunton. 

To  the  Board  of  Water  Commissioners  of  the  City  of  Taunton.  Sift.  1,  1910. 

Gentlemen:  —  The  State  Board  of  Health,  acting  under  authority 
of  chapter  467  of  the  Acts  of  the  year  1907,  recommends  that  no  per- 
mits be  granted  for  boating  on  that  portion  of  Assawompsett  Pond  that 
lies  west  of  a  line  between  Green  Point  and  a  point  about  one-quarter 
of  a  mile  cast  of  the  brook  from  Long  Pond,  except  that  owners  of  boats 
on  this  part  of  the  pond  be  given  permission  to  cross  its  waters  from 
their  boat  houses  or  stations  in  a  reasonably  direct  line  when  going  to  or 
coming  from  the  main  portion  of  the  pond. 

TowNSEND  (Well). 

To  the  Board  of  Health  of  the  Town  of  Tounsend.  May  19,  1910. 

Gentlemen:  —  In  response  to  a  request  for  an  examination  of  the 
vater  of  a  well  used  for  the  supply  of  the  high  and  grammar  schools 
the  Board  has  caused  the  well  and  its  surroundings  to  be  examined  and 
a  sample  of  the  water  to  be  analyzed. 
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It  appears  that  complaint  has  been  made  of  a  bad  taste  in  the  water 
of  this  well  since  a  heavy  thaw  last  February^  and  that  its  use  has  been 
discontinued.  An  analysis  of  a  sample  of  the  water  collected  recently 
when  compared  with  the  results  of  an  examination  of  last  December 
shows  that  there  has  been  a  very  great  deterioration  in  the  quality  of  the 
water  and  that  imperfectly  purified  sewage  is  finding  its  way  into  the 
well. 

The  Board  recommends  that  the  further  use  of  water  from  this  well 
be  prevented. 

Tyngsborough  (Willow  Dale). 

Mat  10,  1910. 
To  the  Board  of  Health  of  the  Town  of  Tyngsborough. 

Gentlemen  :  —  An  examination  of  the  summer  resort  known  as  Wil- 
low Dale,  on  the  southeasterly  shore  of  Tyng's  Pond  in  Tyngsborough 
shows  that  the  water  supply  for  this  resort  is  taken  directly  from  the 
lake,  the  water  of  which  is  polluted  at  several  points  by  sewage.  In  the 
opinion  of  the  Board,  it  is  essential  for  the  protection  of  the  health  of 
those  using  this  resort  that  a  supply  of  good  drinking  water  be  provided 
and  the  use  of  water  from  the  lake  discontinued. 

Provision  should  also  be  made  for  the  disposal  of  the  sewage  from 
this  resort  in  such  a  way  that  it  will  not  create  a  nuisance  or  pollute 
the  water  of  the  lake. 

The  Board  has  also  examined  the  sanitary  conditions  affecting  the 
group  of  cottages  located  near  the  southerly  end  of  the  lake  and  finds 
that  the  water  supply  at  some  of  them  is  badly  polluted  and  unsafe  for 
drinking.  The  water  of  the  wells  in  this  densely  populated  localit)'  is 
exposed  to  pollution  from  the  numerous  vaults  and  cesspools  which  are 
necessarily  located  at  no  great  distance,  and  it  is  necessary  for  the  pro- 
tection of  the  health  of  those  living  in  this  locality  that  a  supply  of  good 
drinking  water  be  provided.  It  is  probable  that  a  supply  of  good  water 
can  be  obtained  from  the  ground  at  some  point  in  this  region  which 
would  furnish  all  the  water  required  both  for  these  cottages  and  for  the 
resoi-t  known  as  Willow  Dale,  at  a  reasonable  expense. 

Wakefield. 

Dec.  28,  1910. 
To  the  Wakefield  Water  and  Sewerage  Board,  Wakefield,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  vou  on 
Dec.  9,  1910,  the  following  application  for  advice  relative  to  the  water 
pupply  of  the  town :  — 

The  Wakefield  water  and  sewerage  board  desire  to  obtain  the  opinion  of 
the  State  Board  of  Health  in  relation  to  the  cause  of  the  unpleasant  taste 
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and  odor  of  the  water  of  Crystal  Lake^  Wakefield,  whether  it  is  deleterious 
to  health,  how  it  compares  with  the  waters  of  other  lakes  of  the  state, 
and  also,  the  best  method  of  overcoming  the  same.  As  the  town  year  closes 
on  December  31,  and  the  board  desire  to  have  this  information  before  making 
the  annual  report,  an  early  answer  would  be  greatly  appreciated. 

Upon  the  receipt  of  this  application  the  Board  caused  the  lake  and  its 
watershed  to  be  examined  by  one  of  its  engineers,  and  has  considered 
the  results  of  numerous  chemical  and  microscopical  analyses  of  the  water 
of  the  lake,  covering  a  period  of  many  years. 

These  analyses  show  that  the  water  of  the  lake  has  always  been  affected 
in  a  greater  or  less  degree  by  the  presence  of  microscopic  organisms, 
including  at  times  some  of  those  which  have  been  known  to  impart  to 
water  a  disagreeable  taste  and  odor.  Prominent  among  these  is  the  or- 
ganism Asierionella,  which  has  been  present  at  times  in  large  numbers 
in  the  fall  and  spring.  A  far  more  serious  trouble,  however,  which 
occurred  in  the  summer  of  1908,  was  caused  by  the  organism  AnabcBna, 
which  has  rarely  been  present  in  this  water  in  considerable  numbers.  At 
the  time  of  its  presence  in  1908  it  appeared  in  large  numbers  and  af- 
fected the  water  very  disagreeably  during  the  latter  part  of  the  summer.- 
The  water  has  also  at  times  been  affected  by  the  presence  of  small  num- 
bers of  Synura  and  Uroglena  in  the  colder  season  of  the  year,  organisms 
which  have  often  been  known  to  cause  very  disagreeable  tastes  and  odors, 
sometimes  for  long  periods,  when  present  in  considerable  numbers. 

The  cause  of  the  appearance  of  these  organisms  in  the  waters  of  ponds 
and  reservoirs  is  not  definitely  known,  and  no  means  of  preventing  their 
appearance  has  thus  far  been  devised  which  may  be  used  without  danger 
of  injuring  the  quality  of  the  water.  Water  affected  by  them  is  not 
known  to  be  injurious  to  health.  Such  organisms  grow  more  abund- 
antly in  ponds  and  reservoirs  having  swampy  drainage  areas  or  contain- 
ing considerable  quantities  of  organic  matter  in  their  bottoms,  as  is  the 
case  with  a  large  part  of  the  area  of  Crystal  Lake.  These  growths  have 
also  been  found  to  be  greater  in  waters  in  populous  areas  than  in  cases 
where  the  watersheds  are  sparsely  populated.  The  watershed  of  Crystal 
Lake  in  proportion  to  its  size  contains  a  larger  population  unprovided 
with  sewers  than  that  of  any  other  pond  or  lake  now  in  use  as  a  source 
of  public  water  supply,  and  the  population  appears  to  have  increased  con- 
siderably in  the  last  few  years.  There  is  no  doubt  that  the  presence 
of  this  population  has  a  tendency  to  increase  the  growth  of  organisms 
in  the  water,  and  as  the  population  on  the  watershed  increases,  the  waters 
of  the  lake  are  likely  to  be  affected  more  seriously  by  organic  growth  p. 
Of  the  48  ponds  and  reservoirs  at  present  used  as  sources  of  public  water 
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supply  in  the  State  41  contain  less  organic  matter,  as  shown  by  the  free 
and  albuminoid  ammonia,  than  Crystal  Lake,  36  have  less  color  and  37 
supply  a  softer  water. 

The  best  practicable  plan  of  removing  the  organic  growths  from  thi§ 
water  and  preventing  the  disagreeable  tastes  and  odors  which  they  pro- 
duce is  to  filter  the  water  through  sand,  and  there  is  no  doubt  that  by 
this  method  the  objectionable  tastes  and  odors  can  be  efiSciently  removed 
at  all  times.  Filtration  would  also  be  a  further  safeguard  against  danger 
of  the  effect  of  the  pollution  of  the  lake  by  the  increasing  population  on 
its  watershed. 

While  this  appears  to  the  Board  to  be  the  best  plan  of  improving  the 
water  of  Crystal  Lake,  the  Board  deems  it  important  to  call  attention  to 
the  fact  that  the  area  of  the  watershed  of  Crystal  Lake  is  somewhat 
less  than  a  square  mile,  and  while  its  storage  capacity  is  very  consider- 
able, the  present  use  of  water  by  the  town  evidently  already  equals  and 
possibly  exceeds  the  capacity  of  the  lake  and  its  watershed  in  a  series  of 
very  dry  years.  Under  these  conditions  it  is  not  desirable  to  make  a 
further  considerable  outlay  for  filtering  the  water  or  making  other  im- 
provement in  the  lake  or  its  watershed  until  the  town  has  considered  the 
question  of  providing  an  additional  water  supply  to  meet  its  increasing 
requirements.  It  is  very  desirable,  in  the  opinion  of  the  Board,  that 
the  town  begin  without  delay  an  investigation  as  to  the  best  plan  of  pro- 
viding an  adequate  supply  of  water  for  its  requirements  in  the  near 
future,  taking  into  account  at  the  same  time  the  question  of  improving 
and  preserving  the  quality  of  the  water  of  Crystal  Lake.  The  Board 
will  assist  you  in  the  investigations  as  to  an  additional  or  improved 
water  supply  by  supplying  such  information  as  it  may  have  in  the  mat- 
ter, and  will  upon  request  give  you  further  advice  as  to  the  treatment  of 
the  water  of  Crystal  Lake  after  the  results  of  investigations  as  to  an 
additional  supply  are  available. 

Westpiet.d  (Westfikld  State  Sanatorium). 

Dsc.  1,  1910. 

To  the  Commission  on  Hos^idU  for  Consumptives,  Abthub  T.  Cabot,  M.D., 

ChairmaH,  3  Joy  Streetf  Boston,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  vour  re- 
quest  of  Nov.  7,  1910,  for  advice  as  to  the  desirability  of  acquiring 
additional  lands,  with  the  object  of  protecting  the  water  supply  now  used 
by  the  Westfield  State  Sanatorium  from  possible  pollution,  and  has  ex- 
amined the  results  of  analyses  of  samples  of  water  from  the  wells  from 
which  the  supply  of  the  institution  has  been  drawn  during  the  year 
1910. 
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It  appears  that  the  population  at  the  institution  during  the  past  few 
months  has  been  in  the  neighborhood  of  200^  and  that  the  quantity  of 
water  used  has  amounted  to  about  20^000  gallons  per  day.  This  quan- 
tity has  apparently  been  obtained  from  the  wells  without  serious  diflB- 
culty  during  the  very  dry  months  of  the  past  summer  and  fall. 

The  results  of  the  analyses  of  samples  of  water  from  the  wells  collected 
daring  the  past  six  months  are  similar  to  those  of  the  samples  collected 
last  year^  though  there  has  been  an  improvement^  especially  as  to  the 
quantity  of  iron  present  in  the  water.  The  water  still  shows  evidence  of 
previous  pollution^  which,  judging  from  the  results  of  recent  investiga- 
tions, is  caused  very  largely  by  the  pollution  of  the  ground  water  at  and 
in  the  neighborhood  of  the  dwelling  house  near  the  highway  northwest 
of  the  wells.  The  experience  of  the  past  year  indicates  that,  if  the 
present  sources  of  water  supply  should  be  properly  protected,  an  ade- 
quate quantity  of  water  of  suitable  quality  for  the  requirements  of  the 
institution,  as  at  present  developed,  can  be  obtained  from  these  wells, 
but  if  the  water  should  not  be  protected  and  the  quality  should  become 
objectionable,  the  cost  of  securing  an  adequate  supply  of  good  water 
from  some  other  source  would  be  a  serious  one. 

Considering  the  circumstances,  it  is  advisable,  in  the  opinion  of  the 
Board,  for  the  trustees  to  secure  control  of  the  dwelling  house  and  land 
north  of  the  wells  between  the  highway  and  the  brook,  and  when  control 
has  been  secured,  the  occupation  of  the  dwelling  house  and  the  cultiva- 
tion of  the  land  should  be  discontinued. 

Westox. 

Dec  1,  1910. 
To  the   Weston  Water  Company,   Weston,  Mass, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Oct  27,  1910,  through  your  engineer,  an  application  for  the  advice  of 
the  Board  relative  to  taking  water  for  the  supply  of  the  town  of  Wes- 
ton from  the  ground  southwest  of  Stony  Brook  near  the  Kendal  Green 
railroad  station,  and  in  response  to  this  application  the  Board  has  caused 
the  locality  to  be  examined  by  its  engineer  and  samples  of  the  water 
of  the  wells  to  be  analyzed. 

It  appears  that  during  the  past  summer  five  test  wells  were  driven  at 
this  place,  which  is  about  600  feet  up-stream  from  the  point  at  which 
the  test  was  made  last  year,  and  that  water  was  pumped  from  these 
wells  for  the  supply  of  the  town  for  a  period  of  about  seven  weeks  be- 
ginning September  4,  the  estimated  rate  of  pumping  being  about  120,000 
gallons. per  day.  The  results  of  the  analyses  of  the  samples  of  water 
sent  in  by  you  during  the  time  the  wells  were  in  use  show  that  this 
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water  is  of  good  quality  for  domestic  purposes  and  free  from  an  excess 
of  iron.  The  information  as  to  the  lowering  of  the  ground  water  and 
its  recovery  at  the  end  of  the  test  indicates^  in  connection  with  other 
circumstances^  that  a  sufBcient  supply  of  water  for  the  requirements  of 
the  town  of  Weston  can  probably  be  obtained  from  the  ground  in  this 
locality^  and^  in  the  opinion  of  the  Boards  the  proposed  source  is  an 
appropriate  one  from  which  to  take  water  for  the  supply  of  the  town 
of  Weston.  If  it  is  decided  to  take  water  from  this  source,  it  will  be 
desirable  for  the  water  company  to  secure  control  of  a  considerable  area 
of  land  about  the  wells  in  order  to  protect  the  purity  of  the  water. 

Westport  (Westport  Manufacturing  Company). 

Sept.  1,  1910. 
To  the  Westport  Manufacturing  Companyf  Westport,  Mass. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
the  wells  used  for  the  supply  of  your  mills  and  tenement  houses  in  Dart- 
mouth and  Westport,  the  Board  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  samples  of  water  from  ten  of  the  wells  in  the 
neighborhood  of  the  mills  to  be  analyzed. 

The  results  of  the  examination  of  three  wells  near  Mill  No.  2  and 
seven  wells  near  Mill  No.  1  show  that  all  of  these  wells  are  located  in 
the  immediate  neighborhood  of  dwelling  houses^  with  sources  of  pollution 
at  no  great  distance.  The  results  of  the  analyses  show  that  the  waters 
of  all  of  these  wells  have  at  some  time  been  polluted  and  have  not  sub- 
sequently been  thoroughly  purified  in  passing  through  the  ground  before 
entering  the  wells.  While  the  waters  of  some  of  these  wells  may  not  be 
injurious  for  drinking  at  the  present  time,  a  change  in  the  conditions 
affecting  their  pollution  may  at  any  time  render  the  water  of  any  of 
them  unsafe. 

At  present  the  water  of  the  well  used  at  the  office  and  in  Mill  No.  1 
contains  greater  impurities  than  the  others  and  caimot  be  regarded  as 
safe  for  drinking.  Some  of  the  others  approach  very  nearly  to  this  con- 
dition. 

Under  the  circumstances,  the  Board  recommends  that  a  supply  of 
water  from  a  source  of  known  purity  be  provided  for  use  in  these  mills 
and  tenements. 

Oci'.  6,  1910. 
To  the  Westport  Manufacturing  Company,  Westport,  Mass. 

Gentlemen  :  —  In  accordance  with  your  request  of  Sept.  7,  1910,  for 
an  examination  of  two  wells  from  which  you  might  obtain  a  supply  of 
water  for  the  village,  the  Board  has  caused  the  wells  and  their  surround- 
ings  to  be  examined  and  samples  of  their  waters  to  be  analyzed. 
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The  results  of  the  analyses  show  that  the  waters  of  these  wells  do  not 
contain  as  much  organic  matter  as  those  of  the  wells  previously  exam- 
ined, but  both  wells  show  evidence  of  considerable  previous  pollution, 
and  while  these  waters  may  not  be  injurious  for  drinking  at  the  present 
time,  there  are  sources  of  pollution  at  no  great  distance  and  a  change  in 
the  conditions  affecting  their  pollution  may  at  any  time  render  these 
waters  unsafe.  Under  the  circumstances  the  Board  is  unable  to  recom- 
mend the  use  of  either  of  these  wells  as  a  source  of  water  supply  for  the 
village. 


In  addition  to  the  foregoing,  the  Board  has  advised  the  following 
cities,  towns  and  persons  relative  to  spring  waters,  waters  used  for  the 
supply  of  factories,  public  wells  or  wells  used  by  a  number  of  families ; 
but  as  these  matters  are  for  the  most  part  of  minor  importance,  the 
commtmications  of  the  Board  in  these  cases  have  not  been  printed. 
Copies  of  them  are  on  file  in  the  oflBce  of  the  Board. 

Acton,  well  in  South  Acton. 

Acton,  well  in  West  Acton. 

Attleborough,  well  of  J.  M.  Fisher  Company. 

Attleborongh,  well  of  Frank  Mossberg  Company. 

Beverly,  wells  of  United  Shoe  Machinery  Company. 

Braintree,  water  supply  of  Rice  &  Hutchins. 

Cambridge,  well  of  Y.  M.  C.  A. 

Danvers,  spring. 

Dartmouth,  wells  at  Lincoln  Park  (two). 

Qloucester,  well  in  West  Gloucester. 

Hamilton,  well  at  Aabury  Grove. 

Harvard,  water  supply  of  Hildreth  Bros. 

Harvard,  well  at  grammar  school. 

Lancaster,  spring  at  Bolton  annex  of  Lancaster  Industrial  School. 

Lexington,  spring  of  Jefferson  Union  Company. 

Lynn,  springs. 

Norfolk,  wells  of  American  Felt  Company. 

North  Adams,  well  of  Barber  Leather  Company. 

North  Andover,  water  supply  of  Davis  &  Furber  Company. 

Northborough,  well  of  Whiting  Manufacturing  Company. 

Peabody,  King  Philip  Spring. 

Pittsfield,  water  supply  of  Pittsfield  Junction. 

Rockport,  well. 

Salem,  Sutton  Spring. 

Salem,  well  of  Salem  Laundry  Company. 

Stoughton,  well  of  Plymouth  Rubber  Company. 
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Sutton,  well  of  Army  and  Navy  Cotton  Duck  Company. 

Taunton,  well. 

Walpole,  w^li  at  mill  of  F.  W.  Bird  &  Son. 

Weston,  well  df  Hook  &  Hastings  Company. 

Ice  Supplies. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  sources  of  ice 
supply :  — 

ASHBUBXHAM. 

Mat  19*,  1910. 
To  the  Board  of  Selectmen  of  the  Town  of  Ashhurnham, 

Gentlemen:  —  In  accordance  with  your  request  for  an  examination 
of  the  ice  harvested  in  Ashhurnham  and  advice  as  to  its  quality,  the 
Board  has  caused  Brigham's  Pond,  which  appears  to  be  the  main  source 
of  ice  supply,  to  be  examined  and  samples  of  ice  collected  from  an  ice- 
house on  the  shore  of  the  pond  to  be  analyzed. 

The  samples  examined  consisted  in  part  of  clear  ice  and  in  part  of 
snow  ice,  the  thickness  of  snow  ice  upon  one  of  the  samples  analyzed 
being  about  5  inches.  The  analyses  show  that  the  snow  ice  is  of  very 
poor  quality.  It  contained  a  large  number  of  bacteria  and  a  much 
larger  quantity  of  organic  matter  than  is  found  in  good  ice  and  should 
not  be  used  where  it  may  come  in  contact  with  food  or  drinking  water. 
The  samples  of  clear  ice  were  found  to  be  of  good  quality,  and  it  is 
probable,  in  the  opinion  of  the  Board,  that  if  the  snow  ice,  including 
the  first  inch  of  clear  ice  that  formed  upon  the  pond,  should  be  removed 
before  using,  the  clear  ice  beneath  the  first  inch  might  safely  be  used 
for  domestic  purposes,  provided  all  ice  containing  particles  of  foreign 
matter  were  rejected. 

There  is  a  considerable  population  about  the  shores  of  the  pond  and 
along  the  stream  above  it,  and  the  water  is  polluted  by  sewage  from  fac- 
tories and  buildings  near  the  pond  and  drainage  from  the  populated 
territory  about  it.  While,  by  carefully  observing  the  precautions  which 
have  been  suggested,  a  portion  of  the  ice  harvested  under  the  conditions 
which  existed  during  the  past  winter  may  probably  be  used  with  safety, 
the  pond  is  not,  in  the  opinion  of  the  Board,  a  safe  source  from  which 
to  take  ice  for  domestic  purposes  under  existing  conditions,  and  until 
*t8  direct  pollution  by  sewage  is  prevented,  the  Board  recommends  that 
:8  further  use  as  a  source  of  ice  supply  be  discontinued. 
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Concord. 

Fbb.  3,  1910. 
To  Mr.  John  M.  Kxyss,  Chairman  Board  of  Eectlthy  Concord,  Mass. 

Deab  Sib:  —  In  response  to  your  request  for  an  examination  of  the 
ice  taken  from  Hayward's  Pond  in  Concord  and  advice  as  to  its  quality, 
the  State  Board  of  Health  has  caused  the  pond  and  its  watershed  to  he 
examined  and  samples  of  the  water  and  ice  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  ice  contained  more  organic 
matter  than  is  found  in  good  ice,  the  large  quantity  of  organic  matter 
probably  being  due  to  the  snow  ice  of  which  it  is  partly  composed.  This 
ice  can  probably  be  used  with  safety  for  domestic  purposes,  provided  the 
snow  ice  and  the  first  inch  of  clear  ice  that  formed  upon  the  pond  be 
removed  before  using  and  all  ice  containing  particles  of  foreign  matter 
rejected. 

Lexington. 

Feb.  3,  1910. 
To  the  Board  of  Health  of  the  Town  of  Lexington, 

Gentlemen:  —  In  accordance  with  your  request  for  an  examination 
of  the  ice  of  Simond^s  Pond  in  Lexington  and  advice  as  to  its  use  for 
domestic  purposes,  the  Board  has  caused  the  pond  and  its  surroundings 
to  be  examined  and  a  sample  of  the  ice  to  be  analyzed. 

The  conditions  about  the  pond  have  been  improved  since  a  previous 
examination,  and  the  results  of  an  analysis  of  a  sample  of  the  ice  show 
that  its  quality  is  better  than  last  year.  In  the  opinion  of  the  Board, 
this  ice  can  safely  be  used  for  domestic  purposes,  provided  that  all  snow 
ice,  including  the  first  inch  of  clear  ice  that  forms  upon  the  pond,  be 
removed  before  using  and  that  all  ice  containing  particles  of  foreign 
matter  be  rejected,  as  recommended  last  year. 


Medford. 

Feb.  3,  1910. 
To  the  Board  of  Health  of  the  City  of  Medford. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
the  ice  of  a  flooded  clay  pit  between  Steams  and  College  avenues  and 
Main  Street  in  Medford,  north  of  Buzzels  Lane,  and  advice  as  to  its 
quality,  the  Board  has  caused  the  clay  pit  and  its  surroundings  to  be 
examined  and  samples  of  the  water  and  ice  to  be  analyzed. 

The  results  of  the  examination  show  that  several  surface  drains  in 
adjacent  streets  discharge  upon  ground  sloping  toward  the  clay  pit,  and 
that  there  are  other  sources  of  pollution  in  the  neighborhood,  including 


126  '  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

a  dump  for  city  refuse  and  another  used  for  the  disposal  of  snow  from 
the  streets. 

An  analysis  of  a  sample  of  water  collected  from  the  clay  pit  shows  that 
it  is  badly  polluted,  and  the  snow  ice,  of  which  the  ice  upon  the  pond  is 
now  largely  composed,  contains  a  greater  quantity  of  organic  matter 
than  is  found  in  good  ice.  A  sample  of  the  clear  ice  was  found  to  be  of 
good  quality,  but  the  depth  of  clear  ice  is  small. 

Considering  the  pollution  to  which  this  pond  is  exposed,  the  Board  U 
of  the  opinion  that  it  is  an  unsafe  source  from  which  to  take  ice  to  use 
for  domestic  purposes  where  it  may  come  in  contact  with  food  or  drink- 
ing  water; 

Melbose. 

Apbil  7,  1910. 
To  the  Board  of  Health  of  the  City  of  Melrose, 

Oentlehen  :  —  In  accordance  with  your  request,  the  State  Board  of 
Health  has  caused  an  examination  to  be  made  of  Long  Pond,  Stillman's 
Pond  and  the  ponds  of  the  East  Side  Ice  Company,  so  called,  and  sam- 
ples of  the  water  and  ice  from  these  sources  to  be  analyzed. 

The  results  of  the  analyses  of  samples  of  ice  from  these  sources  indi- 
cate that  the  clear  ice  is  of  good  quality  for  domestic  purposes.  The 
Board  recommends  that  all  snow  ice,  including  the  first  inch  of  clear 
ice  that  formed  upon  the  pond,  be  removed  before  using,  and  all  ice 
containing  particles  of  foreign  matter  rejected. 

The  condition  of  Towner's  and  Swain's  ponds  was  examined  last  year 
in  response  to  a  request  from  the  authorities  of  the  city  of  Maiden.  The 
conditions  affecting  the  ice  from  these  sources  do  not  appear  to  have 
changed  since  that  time,  and  a  copy  of  the  advice  of  the  Board  with 
reference  to  these  sources  is  enclosed  herewith. 

If  these  directions  are  followed,  the  Board  is  of  the  opinion  that  the 
remaining  ice  from  these  sources  may  safely  be  used  for  domestic  pur- 
poses. 

Newton. 

Fkb.  3,  1910. 

To  Francis  Gbobob  Cubtis,  M.D.,  Chairman,  Board  of  Health,  Newton,  Mau. 

Deab  Sir  :  —  In  response  to  your  request  for  an  examination  of  Ham- 
mond's Pond  in  Newton  and  advice  as  to  the  quality  of  the  ice  taken 
therefrom  the  Board  has  caused  the  pond  to  be  examined  and  samples 
of  the  water  and  ice  to  be  analyzed. 

The  watershed  is  thinly  populated  and  contains  btit  few  dwelling 
houses,  most  of  which  are  quite  remote  from  the  pond.  A  sewer  now 
in  process  of  construction  will  soon  be  available  for  removing  the  sew- 
age from  most  of  the  houses  within  the  watershed.     The  pond  has  a 
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muddy  bottom  and  a  considerable  area  of  swamp  within  its  watershed 
and  the  water  contains  a  large  quantity  of  organic  matter.  At  the  pres- 
ent time  there  is  a  considerable  depth  of  snow  ice  upon  the  pond,  the 
greater  portion  of  which  is  being  removed  before  harvesting.  Analyses 
show  that  the  snow  ice  contains  a  large  quantity  of  organic  matter  and 
that  the  ice  after  harvesting,  which  still  includes  a  thin  layer  of  snow 
ice,  also  contains  a  larger  quantity  of  organic  matter  than  is  usually 
found  in  good  ice.  The  clear  ice  beneath  the  snow  ice  was  found  to  con- 
tain much  less  organic  matter  than  the  other  samples.  The  number  of 
bacteria  in  all  cases  was  low,  and,  judging  from  the  results  of  these 
analyses,  it  does  not  appear  that  the  ice  as  harvested  is  likely  to  be  dan- 
gerous or  objectionable  for  domestic  use. 

The  Board  recommends  that  hereafter  all  snow  ice,  including  the  first 
inch  of  clear  ice  that  forms  upon  the  pond,  be  removed  and  only  the 
clear  ice  retained  for  use.  If  these  precautions  are  observed  and  all  ice 
containing  particles  of  foreign  matter  rejected  this  pond  will  continue, 
in  the  opinion  of  the  Board,  to  be  a  safe  source  of  ice  supply  under 
present  conditions. 

Northampton. 

June  2,  1910. 
To  the  Board  of  Health  of  the  City  of  Northampton. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
the  ice  supplied  by  the  Meadow  City  Ice  Company  in  the  city  of  North- 
ampton and  advice  as  to  its  quality,  the  Board  has  causecL  the  source  of 
supply  to  be  examined  and  samples  of  the  water  and  ice  to  be  analyzed. 

The  results  of  the  examination  show  that  the  ice  is  taken  from  a  small 
pond  in  the  southerly  part  of  the  city,  and  there  appear  to  be  no  build- 
ings in  the  neighborhood  of  the  pond  or  upon  its  watershed  so  situated 
as  to  cause  pollution  of  the  pond.  An  examination  of  the  ice  collected 
from  an  ice-house  near  the  shores  of  the  pond  shows  that  it  is  of  good 
quality,  and,  in  the  opinion  of  the  Board,  ice  from  this  source  may  safely 
be  used  for  domestic  purposes. 

QUINCY. 

April  7,  1910. 
To  the  Board  of  HeoHth  of  the  City  of  Quinoy. 

Gentlemen:  —  In  accordance  with  your  request  of  Jan.  8,  1910,  for 
an  analysis  of  a  sample  of  water  from  Manet  Lake  at  Hough's  Neck,  the 
Board  has  caused  a  further  examination  of  the  lake  to  be  made  and  a 
sample  of  the  water  to  be  analyzed.  The  results  of  the  analysis  show 
that  the  water  is  very  highly  colored  and  contains  an  excessive  quantity 
of  organic  matter. 
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A  sample  of  the  best  ice  which  it  was  practicable  to  obtain  from  the 
lake  was  also  analyzed  at  this  time^  and  the  results  show  that  its  char- 
acter is  about  the  same  as  that  of  samples  previously  analyzed  from  this 
source,  concerning  the  quality  of  which  you  have  already  been  advisei 
An  examination  of  the  ice  stored  in  the  ice-house  near  the  shore  of  the 
lake,  and  apparently  harvested  from  the  lake  during  the  past  winter, 
shows  that  much  of  it  contains  filaments  of  aquatic  plants  and  weeds  or 
similar  foreign  matter. 

The  Board  knows  of  no  practicable  way  to  secure  from  this  lake  ice 
which  may  safely  be  used  for  domestic  purposes  where  it  may  come  m 
contact  with  food  or  drinking  water;  and  there  does  not  appear  to  be 
any  practicable  way  of  improving  the  condition  of  the  lake  to  such  an 
extent  that  ice  of  good  quality  can  be  obtained  from  it  in  the  future. 

Salisbury. 

AnxL  7, 1910. 

To  the  Board  of  Health  of  the  Town  of  Salisbury. 

Gentlemen:  —  The  attention  of  the  State  Board  of  Health  having 
been  called  to  a  pond  located  about  one  mile  east  of  the  village  of 
Salisbury  and  500  feet  south  of  the  beach  road,  so  called,  which  is  said 
to  be  used  as  a  source  of  ice  supply,  the  Board  has  caused  the  pond  and 
its  surroundings  to  be  examined  and  samples  of  the  water  and  ice  to  be 
analyzed. 

The  results  of  the  examination  show  that  the  pond  is  shallow  and 
that  the  water  contains  a  large  quantity  of  organic  matter.  The  ice  as 
harvested  contained  about  2  inches  of  snow  ice,  and  the  quantity  of 
organic  matter  found  in  a  sample  of  this  ice  was  much  greater  than  is 
found  in  good  ice.  There  are  no  sources  of  pollution  in  the  immediate 
neighborhood  of  the  pond,  however,  and  it  is  probable,  in  the  opinion  of 
the  Board,  that  ice  harvested  from  this  source  may  safely  be  used  for 
domestic  purposes,  provided  that  the  first  inch  of  ice  that  forms  upon 
the  pond,  including  all  snow  ice,  be  removed  before  using,  and  that  all 
ice  containing  particles  of  foreign  matter  be  rejected. 

Whitman. 

Feb.  3,  1910. 
To  Mr.  J.  E.  Whidden,  Whitman,  Uau. 

Deab  Sib  :  —  In  response  to  your  request  for  advice  as  to  the  use  of 
ice  cut  from  Hobart's  Pond  in  Whitman  for  domestic  purposes,  the 
Board  has  caused  the  pond  and  its  surroundings  to  be  examined  and 
samples  of  the  water  and  ice  to  be  analyzed. 

The  results  of  the  analvses  show  that  the  water  of  Hobarfs  Pond  \^ 
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considerably  polluted  and  contains  a  large  quantity  of  organic  matter^ 
and  that  the  snow  ice  is  of  very  objectionable  quality,  partaking  largely 
of  the  character  of  the  pond  water.  The  clear  ice  beneath  the  snow  ice 
is  of  good  quality. 

In  the  opinion  of  the  Board  the  only  plan  by  which  it  is  practicable 
to  obtain  from  this  pond  ice  which  may  safely  be  used  for  domestic 
purposes  is  to  remove  from  the  ice,  when  harvested,  all  snow  ice,  in- 
cluding the  first  inch  of  clear  ice  that  formed  upon  the  pond,  and  to 
reject  all  ice  containing  particles  of  foreign  matter.  If  these  precau- 
tions are  observed  the  clear  ice  may  be  used  with  safety  for  domestic 
purposes. 

WOBCRN. 

Feb.  3,  1910. 
To  Mr.  MiLFOBD  G.  Hopper,  Wohum,  Mass. 

Deab  Sir  :  —  In  response  to  your  request  for  an  examination  of  the 
ice  of  Hopper's  Pond  and  advice  as  to  its  quality,  the  State  Board  of 
Health  has  caused  the  pond  to  be  examined  and  a  sample  of  the  ice 
therefrom  to  be  analyzed. 

The  results  of  the  analvsis  show  that  the  clear  ice  from  this  source 
is  of  good  quality  for  domestic  purposes.  The  Board  recommends  that 
all  snow  ice,  including  the  first  inch  of  ice  that  forms  upon  the  pond, 
be  removed  before  using  and  that  all  ice  containing  particles  of  foreign 
matter  be  rejected. 

Sewerage  and  Sewage  Disposal. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  sewerage  and  sewage 
disposal :  — 

Amherst. 

Fib.  3,  1910. 
To  the  Board  of  Selectmen  of  the  Town  of  Amherst, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  15,  1910,  an  application  for  advice  as  to  a  proposed  system  of 
sewage  disposal  for  the  sewage  discharged  at  the  Dana  Street  outlet,  so 
called,  accompanied  by  plans  of  the  proposed  works.  The  plans  pro- 
vide for  collecting  the  sewage  in  a  tank  having  a  capacity  of  a  little 
less  than  3,000  gallons,  to  be  located  at  a  point  about  340  feet  above 
the  present  sewer  outlet,  from  which  the  sewage  is  to  be  discharged 
upon  four  filter  beds,  two  of  which — having  an  area  of  about  0.12 
of  an  acre  —  are  to  be  constructed  in  the  beginning. 

The  soil  at  the  location  of  the  filtration  area  is  not  suitable  for  the 
purification  of  sewage  by  intermittent  filtration  and  the  filter  beds  are 
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to  be  constructed  of  sand  or  gravel  hauled  to  this  location  from  a  sand 
bank  at  a  distance  of  a  little  less  than  a  mile.  The  Board  has  caused 
the  locality  to  be  examined  by  one  of  its  engineers  and  has  considered 
the  plans  presented. 

The  quantity  of  sewage  discharged  at  the  Dana  Street  outlet  at  the 
present  time  is  very  small,  there  being  only  about  seven  dwelling  houses 
connected  with  the  sewer  and  ten  or  twelve  in  the  district  likely  to  be 
served  by  it,  and  the  area  of  filter  beds  which  it  is  proposed  to  construct 
in  the  beginning  is  ample  for  present  needs. 

If  the  filter  beds  are  constructed  under  proper  supervision  with  sand 
or  gravel  suitable  for  the  purpose  and  the  underdrains  are  properly  laid, 
the  filter  beds  will  be  capable  of  purifying  the  sewage  satisfactorily 
so  that  the  underdrainage  may  be  discharged  into  a  neighboring  water- 
course without  objection.  It  is  important  for  the  successful  operation 
of  the  dosing  tank  that  a  properly  designed  siphon  be  provided  when 
it  is  constructed,  which  will  empty  the  tank  at  each  discharge.  While 
filter  beds  at  the  proposed  location  can  be  operated  without  creating 
objectionable  conditions  in  the  neighborhood  if  they  receive  proper 
care,  it  is  not  desirable  to  attempt  to  dispose  of  a  much  larger  quantity 
of  sewage  in  this  locality,  and  the  Board  recommends  that  in  planning 
for  a  general  system  of  sewage  disposal  for  the  town  provision  be  made, 
if  practicable,  for  disposing  of  the  sewage  from  the  Dana  Street  outlet 
in  connection  with  that  from  the  other  portions  of  the  town  and  the 
use  of  the  filter  beds  now  proposed  discontinued. 

Oct.  6,  1910. 

To  the  Board  of  Selectmen  of  the  Town  of  Amherst,  Mr.  Thomas  J.  TnuiSfOK, 

Chmrman. 

Gbntlemen:  —  The  State  Board  of  Health  received  from  you  on 
Sept.  6,  1910,  a  petition  for  the  approval  by  the  Board  under  the  pro- 
visions of  chapter  49,  section  1,  of  the  Revised  Laws,  of  the  purchase 
or  taking  of  certain  lands  in  the  town  of  Amherst  for  the  purification 
and  disposal  of  sewage,  accompanied  by  a  plan  and  description  of  the 
lands  which  it  is  proposed  to  acquire  which  are  situated  in  the  south- 
easterly part  of  the  town  of  Amherst  near  Fort  Biver. 

In  refiponse  to  this  petition  the  Board,  after  having  caused  an  ex- 
amination of  the  lands  to  be  made  by  one  of  its  engineers,  gave  a 
public  hearing  as  required  by  law  at  its  office,  Room  143,  State  House, 
on  Thursday,  Oct.  6, 1910,  at  11  a.m.,  due  notice  of  said  hearing  having 
been  given  by  publication  in  the  newspapers  of  the  town  of  Amherst 
and  of  the  city  of  Springfield.  After  the  hearing,  at  which  no  one 
appeared  to  oppose  the  taking  of  the  lands  in  question  by  said  town, 
the  Board  on  consideration  voted  to  approve  the  purchase  or  taking 
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of  the  lands  indicated  upon  the  plan  submitted  for  the  purification  and 
disposal  of  sewage,  said  lands,  —  which  aggregate  about  7%  acres  in  area, 
—  being  bounded,  measured  and  described  as  follows :  — 

Land  of  Abbie  Hafitings:  Beginning  at  a  highway  bound  stone  on  the 
southerly  side  and  at  the  easterly  end  of  the  highwayi  thence  south  58°  9' 
east  one  hundred  and  eighty-eight  (188)  feet  by  a  fence,  said  fence  being 
the  boundary  of  a  lane,  on  land  of  Abbie  Hastings,  to  a  stake,  said  stake 
being  forty-four  (44)  feet  westerly  of  a  fence  which  divides  two  lots  of 
the  said  Abbie  Hastings;  thence  south  22°  21'  west  six  hundred  and  sizty- 
eig^t  (668)  feet  by  land  of  Abbie  Hastings  to  a  stake  and  stones;  thence 
north  69°  19'  west  two  hundred  and  eighty-eight  (288)  feet  by  land  of 
Abbie  Hastings  to  another  stake  and  stone;  thence  north  5°  41'  east  two 
hundred  and  twelve  (212)  feet  by  a  fence  and  land  of  Henry  Juckett  to 
an  elm  tree;  thence  north  63°  37'  west  forty-seven  (47)  feet  by  a  fence  and 
land  of  said  Juckett  to  another  elm  tree;  thence  north  70°  27'  west  thirty- 
seven  (37)  feet  by  a  fence  and  land  of  said  Juckett  to  another  elm  tree 
and  comer  of  land  of  Henry  Juckett  and  Abbie  Hastings;  thence  north 
3^  53'  east  two  hundred  and  seventy-two  (272)  feet  by  land  of  Abbie  Hast- 
ings to  a  stake  and  stones;  thence  north  21°  52'  east  two  hundred  and 
eighty-three  (283)  feet  to  the  west  post  of  a  pair  of  bars  in  a  fence  on  the 
highway  first  mentioned  in  this  description;  thence  south  61°  14'  east  three 
hundred  and  thirty-four  (334)  feet  by  a  fence  and  by  the  westerly  side  of  the 
highway  first  mentioned  to  the  point  of  beginning,  said  lot  containing  about 
seven  acres  of  land. 

Land  of  Henry  Juckett:  Beginning  at  an  elm  tree  in  a  comer  of  the  land 
of  Henry  Juckett  and  running  south  5°  41'  west  two  hundred  and  twelve 
(212)  feet  by  a  fence,  said  fence  and  land  of  Abbie  Hastings;  thence  north 
69°  19'  west  seventy-three  (73)  feet  by  land  of  Henry  Juckett  to  a  stake 
and  stones;  thence  north  3°  53'  east  two  hundred  and  sixteen  (216)  feet 
by  land  of  said  Henry  Juckett  to  an  ehn  tree;  thence  south  70°  27'  east 
thirtynseven  (37)  feet  by  a  fence  and  land  of  Abbie  Hastings  to  another 
ehn  tree;  thence  south  63°  37'  east  forty-seven  (47)  feet  by  a  fence  and  land 
of  Abbie  Hastings  to  the  point  of  beginning,  said  lot  containing  about  one 
third  of  an  acre  of  land. 

Oct.  24,  1910. 
To  the  Board  of  Seleetmen  of  the  Town  of  Aml^erst, 

Gentlemex:  —  The  State  Board  of  Health  received  from  you  on 
Oct.  6,  1910,  an  application  for  advice  as  to  plans  of  filter  beds  for  the 
purification  of  the  sewage  now  discharged  into  Fort  Eiver  from  the  town 
of  Amherst,  accompanied  by  plans  of  the  filters,  submitted  by  your 
engineer. 

The  plans  provide  for  the  construction  of  six  filter  beds  and  two 
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Bmall  sludge  beds  having  an  aggregate  area  of  two  acres,  to  be  located 
on  the  land  already  acquired  for  the  purification  and  disposal  of  sewage 
in  the  neighborhood  of  your  present  main  sewer  outlet  into  Fort  River. 
According  to  the  plans,  the  filter  beds  are  to  be  constructed  in  part 
upon  an  area  of  sandy  land  lying  considerably  above  the  level  of  the 
river  and  in  part  upon  low  ground  adjacent  to  the  river,  using  material 
taken  from  the  higher  lands,  the  soil  of  which,  while  much  of  it  is 
somewhat  fine,  is  suitable  for  the  purification  of  sewage  by  intermittent 
filtration.  The  plans  provide  for  filters  having  a  depth  of  from  4  to 
4^  feet,  to  be  underdrained  by  a  main  underdrain  in  each  filter 
and  lateral  drains  26  feet  apart  in  all  of  the  beds.  The  present  tanks 
are  to  be  used  as  settling  tanks,  the  sludge  from  which  is  to  be  dis- 
charged upon  two  small  sludge  beds  located  at  the  southerly  end  of 
the  filtration  area  near  the  river. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers, the  quantity  and  character  of  the  sewage  at  present  discharged 
at  the  Fort  River  outlet  to  be  determined  and  has  considered  the  plans 
presented.  A  measurement  of  the  flow  of  sewage  made  on  October  6  and 
7  last,  after  an  unusually  dry  period  of  several  weeks'  duration,  at  a 
time  when  the  leakage  into  the  sewers  was  probably  at  a  minimum, 
shows  that  the  quantity  discharged  at  that  time  amounted  to  about 
140,000  gallons  per  day.  At  other  times  measurements  have  shown  that 
the  quantity  of  sewage  flowing  from  this  outlet  is  much  larger,  the 
maximum  summer  flow  probably  being  at  times  as  much  as  twice  the 
quantity  found  at  the  recent  observations.  The  measurements  avail- 
able indicate  that  there  is  a  large  leakage  of  ground  water  into  the 
sewers  and  it  is  possible  that  considerable  surface  water  finds  its  way 
into  them. 

An  analysis  of  the  sewage  shows  that  at  the  present  time  it  differs 
but  little  from  ordinary  town  sewage,  though  containing  .probably 
somewhat  less  organic  matter  than  is  usually  the  case. 

In  the  opinion  of  the  Board,  the  proposed  filters,  if  constructed  with 
due  care  and  properly  maintained,  are  capable  of  purifying  adequately 
the  sewage  discharged  at  this  outlet  during  the  drier  portion  of  years 
of  ordinary  rainfall,  while  the  population  using  the  sewers  is  no  larger 
than  at  the  present  time.  It  is  unlikely  that  these  filters  will  be  capable 
of  purifying  all  of  the  sewage  satisfactorily  during  the  winter  and  spring, 
and  it  is  doubtful  whether  they  can  care  for  all  of  the  sewage  flowing 
from  the  town  in  wet  seasons,  even  in  the  warmer  part  of  the  year. 
Their  construction  will  prevent  a  large  part  of  the  pollution  of  Fort 
River,  especially  in  the  summer  season,  and  the  Board  recommends 
that  the  proposed  filters  be  completed  as  soon  as  practicable. 
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It  is  advisable  that  plans  be  made  in  the  early  future  either  for 
reducing  the  flow  in  the  sewers  by  eliminating  ground  drainage  and 
surface  water,  if  there  are  any  connections  or  openings  through  which 
the  surface  water  is  admitted  to  the  sewers,  or  for  enlarging  the  filtra- 
tion area  to  such  an  extent  as  may  be  necessary  to  provide  for  the 
treatment  of  all  of  the  sewage  at  all  times. 

Attleborough. 

April  9,  1910. 
To  the  Sewerage  Committee  of  the  Town  of  Attlehorough. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
March  22,  1910,  an  application  under  the  provisions  of  chapter  157 
of  the  Acts  of  the  year  1909,  for  the  approval  of  a  proposed  system  of 
sewerage  and  sewage  disposal  for  the  town  of  Attlehorough,  which 
provides  for  the  purification  of  the  sewage  upon  filter  beds  lying  partly 
in  the  town  of  Attlehorough  and  partly  in  the  town  of  Seekonk,  south 
of  the  Providence  Division  of  the  New  York,  New  Haven  &  Hartford 
Railroad,  and  between  said  railroad  and  the  Ten  Mile  Biver,  as  provided 
in  said  chapter  157;  and  in  accordance  with  the  further  provisions  of 
said  chapter  the  State  Board  of  Health  gave  a  "hearing  upon  the  pro- 
posed plans  at  its  office.  Room  143,  State  House,  on  April  7,  1910, 
after  giving  notice  of  the  hearing  by  publishing  the  same  in  the  Attle- 
horough "Sun."  At  this  hearing  no  person  appeared  to  object  to  the 
approval  of  the  plans  presented.  After  the  hearing  the  Board  voted 
to  approve  the  proposed  system  of  sewerage  and  sewage  disposal,  as 
shown  upon  the  plans  submitted,  the  general  plan  of  the  system  of 
sewers  and  disposal  works  being  shown  upon  three  sheets,  bearing  re- 
spectively the  following  titles:  — 

(1)  Attlehorough  Sewerage.  Plan  Showing  Location  of  Sewers  and  Filtra- 
tion Field.  Attlehorough,  Mass.  March  1910.  J.  J.  Van  Yalkenburgh, 
C.  E.    Scale  —  1  inch  =  500  feet. 

(2)  Attlehorough  Sewerage.  Topographical  Plan  of  Filtration  Field, 
Showing  Location  of  Proposed  Filters  and  Trunk  Sewer.  Attlehorough, 
Mass.  March  1910.  J.  J.  Van  Yalkenburgh,  C.  E.  Scale  —  1  inch  =  80 
feet. 

(3)  Attlehorough  Sewerage.  Plan  of  Filtration  Areas.  Showing  Sys- 
tems of  Distribution  and  Underdrainage.  Attlehorough,  Mass.  March  1910. 
J.  J.  Van  Valkenburgh,  C.  E.     Scale  —  1  inch  =  40  feet. 
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Boston. 

Sept.  12,  1910. 
Mr.  L.  K.  BousKS,  Superintendent  of  Streets  of  the  City  of  Boston, 

Deab  Sib:  —  The  State  Board  of  Health  has  considered  your  com- 
munication of  August  26  requesting  advice  as  to  whether  "  the  condition 
of  Boston  Harbor  would  warrant  the  city  and  State  making  an  experi- 
ment in  the  disinfection  of  sewage  with  chloride  of  lime  for  a  sufficiently 
long  time  to  allow  of  samples  being  taken  of  the  waters  of  the  harbor 
in  various  places  and  submitted  to  bacterial  analysis  to  see  whether  a 
substantial  improvement  worth  what  it  costs,  can  be  effected  in  this 
wav." 

A  very  thorough  examination  was  made  of  the  condition  of  the  water 
in  all  parts  of  the  harbor  in  1905.  The  results  of  chemical  and  bacterial 
examinations  made  at  that  time,  which  covered  all  parts  of  the  harbor 
and  included  testH  of  the  waters  of  the  sea  outside,  showed  that  the 
most  polluted  section  of  Boston  Harbor  at  that  time  was  the  portion 
extending  from  the  neighborhood  of  Governor's  Island  and  City  Point 
to  the  mouths  of  the  Charles  and  Mystic  rivers.  The  least  polluted 
sections  were  the  large  area  known  as  Hingham  Bay  and  the  region 
north  of  the  main  ship  channel  between  East  Boston  and  Deer  Island. 
The  greatest  pollution  in  small  areas  was  found  in  the  areas  covered 
by  sewage  discharged  at  the  main  sewer  outlets  at  Moon  Island,  Deer 
Island  and  Peddock's  Island,  —  the  area  covered  by  sewage  at  Moon 
Island  being  much  larger  than  in  the  case  of  the  other  outlets.  In  the 
Neponset  estuary,  also,  the  pollution  was  very  marked,  due  no  doubt 
to  the  pollution  of  the  Neponset  Biver  above. 

The  results  of  the  analyses  also  showed  that  the  pollution  detectable 
by  chemical  and  bacterial  analysis  in  the  region  about  the  sewer  outlets 
was  confined  practically  to  the  area  visibly  affected  by  sewage.  The 
area  affected  by  the  sewage  discharged  at  Peddock's  Island  was  very 
limited,  and  the  area  affected  at  Deer  Island  under  ordinary  conditions 
was  not  very  extensive.  The  discharge  at  Moon  Island,  which  is  confined 
to  about  two  hours  on  each  ebb  tide,  is  very  much  larger  while  it 
continues  than  in  the  case  of  the  other  outlets  where  the  discharge  is 
continuous,  and  the  area  affected  by  the  sewage  at  Moon  Island  during 
and  for  a  time  after  the  period  of  discharge  was  much  larger  than  at 
the  other  outlets. 

There  has  been  no  material  change  in  the  conditions  since  the  exam- 
inations of  1905  were  made,  except  that  the  quantity  of  sewage  dis- 
charged at  the  Peddock's  Island  outlet  has  been  considerably  increased* 
Examinations  of  this  outlet,  however,  show  that  the  area  affected  by 
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sewage  continues  to  be  very  limited;  in  fact  its  location  is  difBcult  to 
find  at  any  time.  The  sewage  discharged  at  Deer  Island  and  Peddock's 
Island  flows  into  swift  tidal  currents,  becomes  quickly  mixed  with  a 
great  volume  of  water  and  on  each  outgoing  tide  is  carried  completely 
to  sea  and  dispersed.  The  evidences  of  the  careful  examinations  of 
1905  indicate  that  at  Moon  Island  also  the  sewage,  when  discharged  at 
the  proper  time,  affects  only  the  waters  of  the  channels  into  which  it 
is  discharged.  Under  the  circumstances  it  does  not  appear,  upon  these 
examinations,  that  the  discharge  of  sewage  at  the  three  main  sewer 
outlets  mentioned  is  causing  serious  injury  to  the  waters  of  the  harbor 
generally,  the  effect  of  the  discharge  of  sewage  at  these  outlets  being 
confined  to  certain  quite  definite  areas. 

Aside  from  these  well-defined  areas  the  most  seriously  polluted  por- 
tion of  Boston  Harbor,  as  shown  by  the  very  thorough  examinations 
referred  to,  is  the  inner  harbor  and  its  various  arms,  including  the 
mouths  of  the  rivers  and  estuaries;  and  the  results  of  the  examinations 
show  that  this  pollution  is  not  due  to  the  discharge  of  sewage  at  the 
Moon  Island  or  at  either  of  the  other  main  outlets.  This  pollution 
is  due  to  the  discharge  of  sewage  mingled  with  storm  water  at  the 
various  sewer  outlets  at  times  of  stoim,  of  which  large  quantities  find 
their  way  into  the  waters  along  the  shores  of  the  harbor  at  times  of 
heavy  rain,  and  to  matters  discharged  or  thrown  into  the  water  from 
shipping  and  from  buildings,  wharves  and  lands  along  the  waterfront. 
These  polluted  waters  border  upon  the  shores  of  the  more  densely  popu- 
lated parts  of  the  city,  while  the  sewage  discharged  at  the  three  main 
harbor  outlets  is  confined  to  the  currents  into  which  it  is  discharged, 
by  which  it  is  removed  from  the  harbor  and  dispersed  before  reaching 
any  thickly  populated  shore. 

Under  the  circumstances  it  is  not  likely  that  the  disinfection  of  the 
sewage  discharged  at  the  Deer  Island  and  Peddock^s  Island  outlets  would 
have  a  noticeable  effect  on  the  condition  of  the  waters  of  Boston  Harbor 
generally,  nor  is  it  likely,  assuming  the  sewage  discharged  at  the  Moon 
Island  outlet  to  be  disinfected  aa  thoroughly  as  practicable,  that  such 
treatment  would  have  a  material  effect  upon  the  harbor  waters  outside 
of  the  currents  into  which  the  sewage  is  discharged.  The  results  of 
the  examinations  of  the  sewer  outlets  and  harbor  waters  show  that  to 
the  improvement  of  the  condition  of  the  more  seriously  polluted  por- 
tions of  the  harbor  waters,  which  are  adjacent  to  its  most  densely 
populated  shores,  the  treatment  of  the  sewage  at  the  main  sewer  outlets 
in  the  manner  proposed  would  contribute  but  little. 
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Braixtree. 

Feb.  3,  1910. 
To  the  Sewerage  Committee  of  the  Town  of  Braintree, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  22,  1910,  an  application  for  advice  as  to  a  proposed  system  of 
sewerage  and  sewage  disposal  for  the  town  of  Braintree,  accompanied  by 
a  report  of  your  engineer,  W.  S.  Johnson,  C.E.,  of  Boston,  describing 
the  conditions  affecting  the  disposal  of  the  sewage  of  the  town  and 
giving  an  outline  of  the  plan  recommended. 

This  plan  provides  for  collecting  the  sewage  of  the  central  and  south- 
erly  portions  of  the  town,  including  the  villages  of  Braintree  and  South 
Braintree^  into  a  main  sewer  beginning  in  South  Braintree  and  passing 
through  the  valley  of  the  Monatiquot  Biver  to  Braintree  and  thence 
through  the  divide  to  the  valley  of  the  Town  River  in  Quincy,  whence, 
it  appears,  the  sewage  will  flow  by  gravity  to  the  high-level  sewer  of 
the  South  Metropolitan  District. 

The  lower  parts  of  the  town,  including  the  village  of  East  Braintree, 
are  too  low  to  be  served  by  the  proposed  main  sewer  by  gravity,  and 
under  the  proposed  plan  the  sewage  from  these  districts  would  be  pumped 
into  the  main  sewer  in  the  neighborhood  of  Braintree  or  it  could,  if 
desirable,  be  disposed  of  at  some  future  time  in  connection  with  the 
sewage  of  the  neighboring  town  of  Weymouth. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer 
and  has  carefully  considered  the  plan  presented.  The  main  sewer  as 
proposed  in  the  valley  of  the  Monatiquot  Biver  leading  to  Quincy  would 
provide  for  the  collection  of  all  of  the  sewage  of  the  central  and  south- 
erly portions  of  the  town  where  the  need  of  sewerage  is  greatest  at  the 
present  time.  The  plan  of  collecting  the  sewage  of  the  lower  portions 
of  the  town,  including  East  Braintree,  and  pumping  it  into  the  general 
system  is  a  satisfactory  method  of  providing  for  those  districts  under 
the  existing  conditions. 

The  plan  of  disposing  of  the  sewage  by  discharging  it  into  the  high- 
level  sewer  of  the  Metropolitan  system  appears  to  be  the  best  one  avail- 
able under  the  circumstances,  and  the  proposed  plan  in  general  is,  in 
the  opinion  of  the  Board,  an  appropriate  one  for  the  sewerage  of  the 
town  of  Braintree. 

It  is  very  important,  in  the  opinion  of  the  Board,  that  sewerage 
facilities  be  provided  with  as  little  delay  as  practicable  in  the  neighbor- 
hood of  Little  Pond,  where  one  of  the  sources  of  water  supply  of  the 
town  is  located. 
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Brockton.  j^^^^^  ^^  i^io 

To  tTie  Board  of  Sewerage  Commissioners  of  the  City  of  Brockton,  Mr.  Charles 

B.  Felton,  Clerk, 

(tENTLEMEn:  —  The  State  Board  of  Health  received  from  you  on 
June  20  a  petition  for  the  approval  by  the  Board,  under  the  provisions  of 
chapter  49,  section  1,  of  the  Revised  Laws,  of  the  purchase  or  taking 
of  certain  lands  in  the  city  of  Brockton  for  the  purification  and  disposal 
of  sewage,  accompanied  by  a  plan  and  description  of  the  lands  which 
it  is  proposed  to  acquire,  which  are  situated  in  the  city  of  Brockton 
adjacent  to  the  present  filter  beds  of  that  city  and  bordering  the  bound- 
ary line  between  Brockton  and  West  Bridgewater. 

In  response  to  this  petition  the  Board,  after  having  caused  an  exam- 
ination of  the  lands  to  be  made  by  one  of  its  engineers,  gave  a  public 
hearing,  as  required  by  law,  at  its  office,  Eoom  143,  State  House,  on 
Thursday,  July  7,  1910,  at  11  a.m.,  due  notice  of  said  hearing  having 
been  given  by  publication  in  the  newspapers  of  the  city  of  Brockton. 
After  the  hearing,  at  which  no  one  appeared  to  oppose  the  taking  of 
the  lands  in  question  by  said  city,  the  Board  upon  consideration  voted 
to  approve  the  purchase  or  taking  of  the  lands  indicated  upon  the  plan 
submitted  for  the  purification  and  disposal  of  sewage,  said  lands,  which 
aggregate  about  75  acres  in  area,  being  bounded,  measured  and  described 
as  follows :  — 

The  first  parcel  of  land,  belonging  to  the  City  of  Brockton,  lies  between 
Liberty  street  and  Pearl  street,  and  northerly  from  land  taken  for  a  sewer- 
age force  main,  and  is  bounded  as  follows:  Beginning  at  the  northeasterly 
comer  of  land  of  Albert  Manley  on  the  westerly  side  of  Liberty  street; 
thence  westerly  by  a  stone  wall  122  ft.;  thence  southerly  by  a  wall  about 
121  ft ;  thence  westerly  by  a  wall  about  68.5  ft. ;  thence  southerly  by  a  wall 
about  196.5  ft.  to  a  stone  bound  marking  the  northerly  line  of  land  taken 
for  a  force  main  by  the  City  of  Brockton;  thence  westerly  by  the  northerly 
line  of  said  land  taken  for  a  force  main  about  953  ft.  to  land  now  used  by 
permission  of  the  State  Board  of  Health  for  filter  beds;  thence  northerly 
by  the  easterly  side  of  the  filter  beds  about  165  feet;  thence  northwesterly 
about  400  feet  to  the  easterly  line  of  Pearl  street;  thence  northerly  by  the 
easterly  line  of  Pearl  street  about  165  feet  to  the  ftouthwesterly  comer  of 
land  of  Coweeset  cemetery;  thence  easterly  by  land  of  Coweeset  cemetery 
322  feet  to  the  southeasterly  comer  thereof;  thenoe  northerly  475  feet  by 
the  easterly  line  of  said  cemetery  to  land  of  Jonas  Reynolds;  thence  easterly 
by  land  of  said  Jonas  Reynolds  about  865  feet  to  the  westerly  line  of  Liberty 
street;  thence  southeasterly  by  Liberty  street  about  310  feet  to  land  of  Albert 
Manley  and  the  point  of  beginning.    Said  parcel  contains  19  acres  of  land. 


138  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

The  second  parcel  of  land,  belonging  to  the  City  of  Brockton,  is  situated 
on  the  westerly  side  of  Liberty  street  and  bounded  and  described  as  fol- 
lows: Beginning  at  the  northeasterly  corner  of  said  lot,  on  the  westerly 
side  of  Liberty  street,  thence  westerly  about  75  feet  by  land  of  Albert 
Manley;  thence  southerly  by  land  of  Albert  Manley  about  81  feet  to  the 
northerly  line  of  land  used  as  a  force  main;  thence  easterly  by  the  northerly 
line  of  said  force  main  about  91  feet  to  the  westerly  line  of  Liberty  street; 
thence  northerly  by  the  westerly  line  of  Liberty  street  about  100  feet  to  the 
point  of  beginning.    Said  parcel  contains  7,480  square  feet  of  land. 

The  third  parcel  of  land,  belonging  to  Albert  Manley,  is  bounded  and 
described  as  follows:  Beginning  at  the  southeasterly  corner  of  the  de- 
scribed lot,  on  the  westerly  side  of  Liberty  street,  at  the  northeasterly  comer 
of  land  of  the  City  of  Brockton;  thence  westerly  by  land  of  said  City  of 
Brockton  about  75  feet;  thence  southerly  by  land  of  said  City  of  Brockton 
about  81  feet  to  the  northerly  line  of  land  used  as  a  force  main;  thenoe 
westerly  by  the  northerly  line  of  land  used  for  a  force  main  about  206.5  feet 
to  a  stone  wall;  thence  northerly  by  a  stone  wall  about  196.5  feet;  thence 
easterly  by  a  stone  wall  about  68.5  feet;  thence  northerly  by  a  stone  wall 
about  121  feet;  thence  easterly  by  a  stone  wall  about  122  feet  to  the 
westerly  line  of  Liberty  street;  thence  southerly  by  the  westerly  line  of 
Liberty  street  about  258  feet  to  the  point  of  beginning.  Said  parcel  con* 
tains  1  acre  19,500  sq.  ft.  of  land. 

The  fourth  parcel  of  land,  belonging  to  the  City  of  Brockton,  situated  on 
the  southerly  side  of  West  Chestnut  street  and  the  easterly  side  of  Liberty 
street,  is  bounded  and  described  as  follows:  Beginning  at  the  intersection 
of  the  southerly  line  of  West  Chestnut  street  with  the  easterly  line  of 
Liberty  street;  thence  easterly  by  the  southerly  line  of  West  Chestnut  street 
about  1,994  feet  to  land  of  the  Longview  Park  Associates;  thence  southerly 
by  land  of  said  Associates  about  429  feet;  thence  easterly  about  60  feet; 
thence  southerly  about  170  feet  to  the  southerly  line  of  a  proposed  street 
called  Tupelo  street;  thence  easterly  by  the  southerly  line  of  said  Tupelo 
street  about  341  feet  to  the  westerly  line  of  another  proposed  street  called 
Berlin  street;  thence  southerly  by  the  westerly  line  of  Berlin  street  about 
83  feet ;  thence  in  a  southeasterly  direction  about  44  feet  to  the  northwesterly 
comer  of  land  now  or  formerly  of  Lizzie  M.  Johnson;  thence  southeasterly 
by  land  of  said  Lizzie  M.  Johnson  about  367  feet  to  land  now  or  formerly 
of  L.  £.  and  E.  Copeland;  thence  westerly  by  land  of  said  L.  K  and  ¥L 
Copeland  and  land  of  C.  H.  Dunbar  Heirs  about  487  feet;  thence  northerly 
about  143  feet;  thence  in  a  northwesterly  direction  by  land  of  said  Dunbar 
Heirs  about  337  feet  to  the  northeast  corner  of  land  of  L.  E.  and  £.  Cope- 
land;  thence  westerly  by  land  of  said  Copeland  about  328  feet;  thenee  north-- 
erly  18.5  feet;  thence  westerly  by  land  of  said  Copeland  about  449  feet; 
thence  southerly  by  land  of  said  Copeland  about  333  feet  to  the  line  be^ 
tween  Town  of  West  Bridgewater  and  the  City  of  Brockton;  thence  westerly 
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by  said  line  about  954  feet  to  the  easterly  line  of  Liberty  street;  thence 
northerly  by  the  easterly  line  of  Liberty  street  about  1165  feet  to  the  point 
of  beginning.    Said  parcel  contains  about  54  acres. 

Canton  (Plymouth  Rubber  Company). 

To  the  Plymouth  Bubher  Company,  Canton,  Mass.  ^^^'  1|  ^^1®- 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
August  18  a  communication  stating  that  in  the  course  of  the  manufacture 
of  rubber  at  your  Canton  works  you  intend  to  do  considerable  washing 
and  grinding,  and  requesting  the  opinion  of  the  Board  as  to  whether 
the  drainage  system  installed  in  the  Canton  works  is  suflBcient  for  the 
proper  treatment  of  the  waste.  In  response  to  this  application  the 
Board  has  caused  an  examination  of  the  works  to  be  made  and  finds 
that  it  is  proposed  to  discharge  the  waste  liquors  from  the  boiling  and 
washing  of  stock  through  concrete  trenches  located  beneath  the  ma- 
chines, whence  the  waste,  after  passing  through  fine  screens,  will  flow  to 
settling  tanks  and  thence  to  the  river.  It  appears  that  a  large  quantity 
of  water  is  to  be  used  in  cooling  the  various  rolls  and  that  this  water  is 
also  to  be  discharged  into  the  troughs  beneath  the  machines  and  min- 
gled with  the  heavier  wastes  on  their  way  to  the  settling  tanks. 

Under  the  existing  conditions  it  is  impracticable  to  obtain  samples  of 
the  various  wastes  which  will  show  definitely  their  probable  character, 
but,  80  far  as  can  be  judged  from  examinations  of  the  wastes  from  your 
present  works  at  Stoughton,  it  is  unlikely  that  the  heavier  wastes  from 
the  new  mill  at  Canton  will  be  purified  to  a  suflBcient  extent  by  sedimen- 
tation to  prevent  objectionable  pollution  of  the  river  thereby,  if  the 
effluent  from  the  sedimentation  tanks  shall  be  discharged  directly  into 
the  stream. 

It  is  probable  that  the  water  used  in  cooling  the  rolls  will  not  be 
seriously  polluted  and  that  the  volume  of  the  waste  to  be  treated  can 
be  very  greatly  reduced  if  this  water  is  kept  separate  from  that  used  in 
the  processes  of  grinding  and  washing;  and  the  Board  recommends  that 
provision  be  made  whereby  the  water  used  in  cooling  will  be  kept  strictly 
separate  from  the  other  wastes.  Since  it  is  probable  that  the  heavier 
wastes  will  need  further  treatment,  the  works  should  be  so  arranged 
that  these  wastes  can  be  discharged  at  purification  works  upon  some  of 
the  available  land  near  the  factory. 

The  Board  recommends  that  you  secure  the  assistance  of  an  experi- 
enced sanitary  engineer  to  advise  as  to  design  and  arrangement  of  the 
drainage  system,  the  location,  size  and  arrangement  of  tanks  and  sludge 
beds,  and  as  to  a  plan  for  the  treatment  and  purification  of  the  wastes 
to  prevent  objectionable  pollution  of  the  Neponset  River. 
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Danvers  (Creese  &  Cook  Company). 

To  the  Board  of  Health  of  the  Town  of  Danvers.  July  7,  1910. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
May  25,  1910,  the  following  communication  requesting  its  advice  rela- 
tive to  the  disposal  of  wastes  from  the  Creese  &  Cook  tannery :  — 

Messrs.  Creese  &  Cook  Company  and  the  Keith  Leather  Company  are 
investigating  settling  tanks  with  a  view  of  installing  some  such  arrangements 
at  leather  working  establishments  of  theirs  in  this  town.  Creese  &  Cook 
are  much  interested  in  the  tanks  now  in  use  at  the  Armstrong  Leather 
Company  in  Peabody,  and  have  requested  this  board  to  inform  them  as  to 
whether  an  arrangement  of  this  nature  would  be  acceptable  to  the  State 
Board.  We  have  inspected  these  tanks  and  think  favorably  of  the  arrang^e- 
ments  with  some  minor  changes  to  accommodate  local  conditions.  We  would 
like  to  ask  if  the  State  Board  would  allow  the  liquid  wastes  to  empty  di- 
rectly into  the  river  after  proper  treatment  in  the  sedimentation  tank  or 
whether  they  would  compel  treatment  to  remove  the  discolorations. 

It  appears  from  an  examination  of  the  disposal  works  at  the  Arm- 
strong tannery  in  Peabody  that  the  waste  liquids  from  the  various  proc- 
esses first  pass  through  small  tanks  within  the  factory  and  are  subse- 
quently discharged  into  a  large  settling  tank  having  a  capacity  of  about 
15,000  gallons,  the  effluent  from  which  is  discharged  into  the  Peabody 
sewers.  The  total  quantity  of  waste  discharged  from  this  factory  ap- 
parently amounts  to  about  30,000  gallons  per  day,  so  that  the  waste  is 
about  five  hours  in  passing  through  the  final  settling  tank. 

The  waste  discharged  from  the  Creese  &  Cook  tannery  is  similar  in 
character  to  that  of  the  Armstrong  works,  but,  so  far  as  can  be  judged 
from  the  quantity  of  water  used,  its  volume  is  nearly  twice  as  great ;  and 
in  order  to  give  the  same  period  of  sedimentation  the  settling  tank 
would  need  to  be  twice  the  size  of  that  at  the  Armstrong  works.  Judg- 
ing from  the  limited  observation  that  it  has  been  practicable  to  make 
of  the  quantity  of  solid  matter  removed  from  the  waste  by  the  tank  at 
the  Armstrong  works,  a  properly  designed  settling  tank  would  be  capa> 
ble  of  removing  about  one-third  of  the  organic  matter  now  discharged 
into  the  Crane  River  from  the  works  of  Creese  &  Cook,  provided  the 
tanks  received  proper  care.  The  effluent  from  such  a  tank,  however, 
would  not  only  be  colored  but  would  still  contain  a  quantity  of  putres- 
oible  organic  matter  as  great  as  is  found  in  strong  domestic  sewage,  and 
the  use  of  such  a  tank  alone  would  not  prevent  objectionable  conditions 
in  the  Crane  River  resulting  from  the  discharge  of  tannery  waste  into 
that  stream. 
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In  a  commnnicatioD  to  your  board  last  year  the  State  Boaid  of  Health 
made  the  following  recommendation:  — 

The  Board  recommends  that  a  careful  investigation  be  made  to  determine 
the  best  practicable  plan  of  collecting  and  disposing  of  the  sewage  of  the 
town,  including  the  waste  from  tanneries  and  other  establishments  which 
now  pollute  the  streams  and  waters  about  it;  and  at  the  same  time  plans 
for  the  sedimentation  of  the  wastes  from  the  various  establishments  should 
also  be  prepared,  since,  whether  the  manufacturing  waste  shall  be  disposed 
of  by  itself  or  in  connection  with  a  sewerage  system  of  the  town,  thorough 
sedimentation  of  these  wastes  before  treatment  or  admission  to  sewers  will 
be  necessary.  The  practicability  of  disposing  of  the  tannery  wastes  sepa- 
rately from  the  town  sewage  should  also  be  carefully  considered. 

The  Board  advises  that  these  investigations  be  made  under  the  direction 
of  an  engineer  of  experience  in  matters  relating  to' the  coUection,  disposal 
and  purification  of  sewage  and  manufacturing  waste,  and  the  Board  will  give 
you  such  assistance  as  it  can  by  making  the  necessary  examinations  of  the 
manufacturing  wastes  and  will  give  you  further  advice  in  this  matter  when 
you  have  the  results  of  investigations  to  present. 

It  will  be  essential,  in  the  opinion  of  the  Board,  to  provide  proper  set- 
tling tanks  at  the  Creese  &  Cook  tannery  as  well  as  at  the  other  tan- 
neries in  connection  with  any  system  for  the  disposal  of  the  manufac- 
turing wastes  from  this  works^  but  it  is  very  desirable  that,  before  these 
tanks  are  constructed,  an  investigation  be  made  to  determine  upon  a 
plan  for  the  final  disposal  of  these  wastes,  whether  in  connection  with 
the  sewage  of  the  town  or  separately,  in  order  to  determine  upon  the 
moBt  economical  location  and  elevation  for  the  settling  tanks  and  sruch 
other  appliances  as  may  be  necessary,  and  the  Board  advises  that  the 
investigation   recommended  be  made   without  delay. 

The  tanks  should  be  designed  and  constructed  under  the  direction  of 
an  engineer  of  experience  in  matters  relating  to  the  disposal  of  sewage 
and  manufacturing  waste,  and  in  connection  with  the  tanks  it  will  be 
necessary  to  provide  means  for  removing  and  disposing  of  the  sludge  in 
Fuch  a  way  as  to  avoid  creating  a  nuisance. 

Greenfield. 

March  7,  1910. 
To  the  Committee  on  Sewage  Filtration  of  tlie  Town  of  Greenfield,  Messrs.  Gbobos 
P.  Mbeull,  Chairman,  Charles  J.  Day,  Thomas  L.  Goicstock  and  Frank 
F.  Zabriskie. 

Gektlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  29,  1910,  an  application  for  advice  as  to  a  proposed  plan  of  sewage 
disposal  for  the  town  of  Greenfield,  accompanied  by  a  report  by  your 
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engineer,  W.  S.  Johnson,  C.E.,  of  Boston,  and  plans  of  the  proposed 
disposal  works. 

The  plans  provide  for  collecting  the  sewage  which  is  now  discharged 
into  Green  Biver  at  many  outlets  into  an  intercepting  sewer  to  be  laid 
in  the  valley  of  the  river  from  the  upper  sewer  outlet  above  Shelbume 
Street  to  a  point  near  the  mouth  of  the  stream,  where  it  is  proposed  to 
purify  the  sewage  by  intermittent  filtration  and  discharge  the  effluent 
into  the  river.  It  is  further  proposed  to  discharge  all  of  the  sewage  tem- 
porarily into  the  Green  Biver  near  its  junction  with  the  Deerfield  Biver. 

It  appears  that  the  sewers  of  Greenfield  are  constructed  generally 
upon  the  combined  plan  and  receive  both  sewage  and  rain  water,  and  it 
is  not  deemed  practicable  to  divert  the  entire  flow  of  the  sewers  from  the 
river,  but  the  plan  provides  for  diverting  into  the  intercepting  sewer 
all  of  the  flow  of  the  tributary  sewers  in  dry  weather,  allowing  a  part 
of  the  mingled  sewage  and  storm  water  at  times  of  heavy  rain  or  when 
snow  is  melting  rapidly  to  overflow  into  the  river  at  the  present   outlets. 

The  Board  has  considered  the  plans  and  information  presented  there- 
with and  has  caused  the  locality  to  be  examined  by  its  engineer.  Exam- 
inations of  the  Green  Biver,  made  under  the  direction  of  the  Board, 
show  that  it  is  very  badly  polluted  in  and  below  the  thickly  populated 
portions  of  Greenfield,  and,  in  the  opinion  of  the  Board,  it  is  very  im- 
portant for  the  protection  of  the  public  health  that  the  sewage  of  the 
town  of  Greenfield  be  removed  from  the  river  as  soon  as  practicable  and 
further  nuisance  therefrom  prevented. 

The  best  practicable  plan  of  preventing  the  further  objectionable  pol- 
lution of  the  river  is  to  divert  the  sewage  which  is  the  chief  cause  of 
the  nuisance  to  some  place  where  it  can  be  purified  or  diluted  suffi- 
ciently to  make  it  unobjectionable. 

The  soil  of  the  low  lands  near  the  mouth  of  the  Green  Biver,  upon 
which  the  sewage  can  be  delivered  by  gravity,  is  not  suitable  for  sewage 
purification,  and  in  order  to  deliver  the  sewage  upon  any  available  land 
in  this  region  containing  soil  suitable  for  the  purpose,  it  would  be 
necessary  to  pump  all  of  the  sewage  to  an  elevation  many  feet  above 
the  river.  It  is  practicable,  however,  by  using  the  suitable  soil  found 
in  the  higher  lands  in  this  neighborhood  to  construct  filter  beds  ad<^ 
quate  for  the  purification  of  the  sewage  of  Greenfield  upon  the  low  land? 
near  the  mouth  of  the  Green  Biver,  as  proposed  in  the  plan  presented, 
and  this  plan  appears  to  present  the  only  available  method  by  which  the 
sewage  of  Greenfield  can  be  purified  within  the  limits  of  the  town  with- 
out pumping. 

The  Board  has  considered  also  the  plan  of  discharging  the  sewage  tem- 
porarily into  the  Green  Biver,  and  is  of  the  opinion  that  such  an  outlet 


No.  34.]  ADVICE  TO  CITIES  AND  TOWNS.  143 

may  not  be  objectionable  for  a  time  if  located  within  a  few  hundred 
feet  of  the  Deerfield  Biver  in  such  a  way  that  the  sewage  would  flow 
rapidly  to  the  latter  stream  and  become  quickly  diffused  in  the  current. 
ConditionB  in  the  Deerfield  River  are  such,  however,  that  there  is  some 
danger  that  if  the  sewage  should  be  discharged  into  that  river  or  into  the 
Green  River  near  its  confluence  with  the  Deerfield,  solid  matters  from 
the  sewage  would  collect  upon  the  sides  and  exposed  portions  of  the 
bottom  of  the  latter  stream  in  dry  weather,  and  decomposing  create  ob- 
jectionable conditions.  It  is  probable,  however,  that  if  the  sewage  should 
be  screened  so  as  to  remove  objectionable  matters  likely  to  float  and  col- 
lect upon  the  banks  of  the  stream,  danger  of  objectionable  conditions 
being  created  in  the  immediate  future  in  the  Deerfleld  River  below  the 
sewer  outlet  would  be  removed.  Tinder  the  circumstances  the  Board  is 
of  the  opinion  that  it  is  permissible  to  discharge  the  sewage  of  the  town 
of  Greenfield  temporarily  into  the  Green  River  a  short  distance  above 
its  junction  with  the  Deerfield  River,  after  the  sewage  has  been  screened 
to  remove  matters  likely  to  float  down  the  stream  and  collect  upon  its 
banks.  This  method  of  disposal  should  be  regarded,  however,  as  a  tem- 
porary one,  to  be  euperseded  by  a  more  efficient  method  as  soon  as  the 
conditions  shall  make  it  necessary. 

The  plan  of  intercepting  only  the  dry  weather  flow  of  sewage  for  treat- 
ment at  the  disposal  works  at  the  present  time  is  the  best  that  it  is  prac- 
ticable to  adopt  under  existing  circumstances.  In  the  experience  of 
nearly  all  cities  and  towns  situated  like  Greenfleld  it  has  been  found  to 
be  necessary  sooner  or  later  to  separate  the  sewage  from  the  storm  water, 
and  separation  is  especially  important  where  the  sewage  is  likely  to 
require  purification,  as  in  this  case,  before  final  disposal.  A  material 
saving  in  the  future  cost  of  sewerage  and  sewage  disposal  can  undoubt- 
edly be  made  by  the  town  of  Greenfield  by  adopting  and  strictly  adhering 
to  the  separate  system  of  sewerage,  keeping  all  storm  water  and  ground 
drainage,  so  far  as  practicable,  out  of  the  sewers.  Storm  water  un- 
affected by  sewage  can  be  discharged  into  any  convenient  water  course 
without  objection,  and  the  Board  strongly  urges  the  town  to  adopt  the 
separate  system  and  not  only  construct  all  future  sewers  upon  this  plan, 
but  revise  the  existing  system,  so  as  to  exclude  surface  water.  The 
work  of  separation  can  be  done  gradually,  and  if  a  portion  is  done  each 
year,  the  work  can  be  completed  within  a  reasonable  time  end  the  cost 
can  be  distributed  in  such  a  way  that  the  annual  outlay  required  will 
not  be  large. 
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Dec.  13, 1910. 
To  the  Board  of  Selectmen  of  the  Town  of  Greenfield. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  peti- 
tion for  the  approval  by  the  Board,  under  the  provisions  of  chapter  49, 
section  1,  of  the  Bevised  Laws,  of  the  purchase  or  taking  of  a  certain 
parcel  of  land  lying  south  of  Petty^s  Plain  Boad  and  west  of  the  Green 
Biver  in  Greenfield,  for  the  purification  and  disposal  of  sewage,  and  on 
Thursday,  Dec.  1,  J910,  gave  a  hearing,  as  required  by  law,  notice  of 
said  hearing  having  been  given  by  publication  in  newspapers  in  the  town 
of  Greenfield. 

After  the  hearing,  at  which  no  one  appeared  to  oppose  the  taking  of 
the  land  in  question  by  said  town,  the  Board,  upon  consideration,  voted 
to  approve  the  purchase  or  taking  of  such  portion  of  the  land  in  ques- 
tion as  the  board  of  selectmen  of  the  town  of  Greenfield  designated  as 
being  necesssary  for  the  purification  and  disposal  of  sewage;  such  ap- 
proval to  be  given  in  form  upon  receiving  from  said  board  a  detailed 
plan  of  the  necessary  area.  The  land,  the  taking  of  which  is  now  herein 
approved,  is  shown  upon  a  plan  entitled :  — 

Town  of  Greenfield.  Office  of  Board  of  Selectmen.  Plan  showing  Loca- 
tion of  Land  of  First  Congregational  Society  of  Deerfield  proposed  to  be 
taken  by  the  Town  of  Greenfield  for  Purification  and  Disposal  of  Sewage 
under  Section  1,  Chapter  49  of  the  Revised  Lawf«.  December  1,  1910.  Scale 
—  1"  =  100'. 

RoBEBT  E.  Pray,  ^   .^      ,    ^ 

(Signed)    Williaic  A.  Davenport,  C 

Frank  Gehrett,  >  SeUctmen. 

It  has  an  area  of  1.7  acres  more  or  less,  and  is  bounded,  pleasured  and 
described  as  follows :  — 

Beginning  at  a  point  at  the  northwesterly  comer  of  said  tract,  which  point 
is  on  the  west  boundary  line  of  the  land  of  the  First  Congregational  Society 
of  Deerfield  five  himdred  and  sixty-five  feet  (565)  southerly  of  the  inter* 
section  of  said  west  boundary  and  the  south  side  of  the  County  hi^way 
known  as  Potty's  Plain  Road;  Thence  southerly  on  the  same  line  seven  hun- 
dred and  seventy  feet  (770),  more  or  less,  to  the  Green  Biver;  Thence  easterly 
one  hundred  and  ten  feet  (110),  more  or  less,  along  the  Green  River;  Thence 
northerly  parallel  to  the  first  descrihed  line,  and  one  hundred  feet  (100) 
distant  from  the  same,  seven  hundred  and  fifteen  feet  (715),  more  or  less; 
Thence  westerly  one  hundred  feet  (100)  to  the  place  of  beginning,  the  in- 
terior angles  at  the  last  point  and  point  of  beginning  being  90^  00'. 
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Hinsdale. 

May  19,  1910. 

To  Mr.  G.  T.  Plunkett,  Chairman  Water  Commismoners,  Hinsdale  Fire  District, 

Hinsdale,  Mass. 

Dear  Sib  :  —  The  State  Board  of  Health  received  from  you  on  April 
26,  1910,  the  following  application  relative  to  proposed  sewers  in  the 
village  of  Hinsdale:  — 

The  Hinsdale  Fire  District  proposes  to  lay  down  a  sewer  on  its  Main 
Street  preparatory  to  macadamizing  the  street.  The  sewer  will  discharge  at 
either  end  into  the  mill  pond.  The  woolen  mill  connected  with  the  pond  is 
not  in  operation  and  has  not  been  for  a  number  of  years. 

After  flowing  over  the  dam  there  is  a  rapid  fall  for  several  miles  towards 
Dalton.  On  the  street  to  be  sewered  there  are  but  25  families  and  stores 
and  practically  all  are  now  sewered  by  private  drains  into  the  same  mill 
pond.  In  fact,  the  whole  village  is  also.  While  we  do  not  think  the  matter 
is  of  enough  importance  to  demand  an  investigation  on  part  of  your  Board 
we  do  not  feel  like  going  on  without  first  laying  it  before  you. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers and  has  considered  your  application  and  the  information  furnished 
as  to  the  location  of  the  proposed  sewers  and  the  conditions  affecting  the 
discharge  of  sewage  into  the  river  in  the  village. 

Of  the  new  sewers,  it  appears  that  one  is  to  be  laid  in  Main  Street 
from  Plunkett  Street  southerly  to  the  river  and  is  to  intercept  the  flow 
from  an  old  drain  in  Plunkett  Street  which  now  has  an  objectionable 
outlet  into  the  stream.  Another  sewer  will  begin  at  a  point  on  Main 
Street  just  north  of  the  hotel  and  extend  northerly  through  Main  Street 
to  the  river;  while  a  third,  beginning  in  Main  Street  in  the  neighbor- 
hood of  the  hotel,  will  extend  southerly  and  easterly  through  Main  and 
Maple  streets  to  the  river,  —  the  latter  outlet  being  about  500  feet  up- 
stream from  the  Main  Street  outlet. 

The  Board  is  informed  that  the  proposed  sewers  are  to  receive  the 
sewage  now  being  discharged  from  the  hotel,  nine  dwelling  houses  and 
seven  other  buildings  used  partly  for  business  and  partly  as  dwellings, 
and  that  at  some  time  in  the  future  sewage  from  about  foi'ty  houses  in 
the  vicinity  of  Water,  Church  and  Goodrich  streets  not  now  provided 
with  sewers  will  be  discharged  through  these  outlets.  The  total  popu- 
lation which  will  be  connected  with  the  sewers  now  proposed  is  estimated 
at  100,  and  if  the  RBwers  should  be  extended  to  serve  the  district  indi- 
cated the  population  discharging  sewage  into  the  stream  would  probably 
amount  to   300.    A  considerable  quantity  of  manufacturing  waste  is 
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discharged  into  the  river  at  times.  It  is.  understood  that  storm  water 
is  not  to  be  admitted  to  the  sewers. 

In  the  opinion  of  the  Board  it  is  unlikely  that  the  discharge  of  sew- 
age into  the  Housatonic  River  through  the  two  proposed  outlets  beneath 
Main  Street  will  create  objectionable  conditions,  provided  the  outlets 
are  carried  into  the  water  in  such  a  way  as  to  be  covered  with  water 
at  all  times  and  avoid  fouling  the  banks  of  the  river.  The  proposed 
outlet  at  Maple  Street  would  discharge  into  shallow  water,  and  while 
the  quantity  of  sewage  to  be  discharged  there  is  small,  there  appears  to 
be  no  great  diflBculty  in  extending  the  sewer  southerly  in  Main  Street 
to  the  corner  of  Maple  Street  and  receiving  all  of  the  sewage  which 
would  otherwise  discharge  through  the  Maple  Street  outlet,  with  the  ex- 
ception of  that  from  a  house  on  Maple  Street  near  the  river,  the  sewage 
of  which  is  already  discharged  into  the  stream. 

While  the  discharge  of  sewage  into  the  Housatonic  River  at  Main 
Street  from  the  limited  population  connected  with  the  proposed  sewers 
appears  to  the  Board  to  be  permissible  for  the  present,  there  is  danger 
that  if  a  larger  population  than  proposed  should  be  connected  with  these 
sewers  objectionable  conditions  would  result  and  a  nuisance  be  created 
in  the  thickly  populated  part  of  the  town.  There  will  apparently  be 
no  great  diflBculty,  however,  in  intercepting  the  sewage  which  it  is  pro- 
posed to  discharge  at  these  outlets  and  convejdng  it  to  some  point  far- 
ther down  stream  and  at  a  greater  distance  from  the  thickly  settled  por- 
tion of  the  village  at  any  time  that  it  may  be  necessary,  and  purifying 
it  there,  if  necessary,  at  any  time  that  it  may  be  deemed  desirable. 

The  plan  of  keeping  the  storm  water  separate  from  the  sewage,  as 
you  propose,  is  a  very  desirable  one,  and  this  method  should  be  continued 
whenever  the  sewers  are  extended,  since  it  is  not  unlikelv  that  it  mav 
be  found  necessary  in  the  future  to  purify  the  sewage  or  remove  a  part  of 
the  organic  matter  therefrom  before  it  is  discharged  into  the  river. 

HoLDEN'  (School  Butldixg). 

Auo.  1,  1910. 
To  the  School  Building  Committee,  Bolden,  Mass.,  Mr.  W.  J.  Powers,  Clerk. 

Gentlemen:  —  The  State  Board  of  Health  received  from  vou  on 
June  18,  1910,  an  application  for  its  approval  of  a  plan  of  disposing  of 
the  sewage  from  a  proposed  school  building  at  Holden  Center,  accompa- 
nied by  a  report  describing  the  proposed  works. 

The  plan  provides  for  conveying  the  sewage  of  the  school  building, 
which  is  to  contain  four  rooms,  to  a  rectangular  stone  cesspool  having  a 
capacity  of  about  5,600  gallons,  which  is  to  be  located  about  125  feet  eset 
of  the  school  building.    On  the  easterly  slope  below  the  cesspool  it  is  pro- 
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posed  to  remove  the  soil  from  an  area  of  about  1,000  square  feet  and 
replace  it  with  clean  gravel  for  a  depth  of  at  least  two  feet,  which  is  to 
be  covered  with  loam  and  seeded.  It  is  expected  that  the  sewage  from 
the  cesspool  will  filter  through  the  gravel  and  become  purified  before 
entering  the  brook  which  passes  about  50  feet  east  of  the  lower  limits  of 
the  gravel  area. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers and  has  examined  the  plans  presented.  Oravel  areas  constructed 
for  the  disposal  of  sewage,  as  proposed  in  this  case,  usually  become 
clogged  after  a  longer  or  shorter  period  of  use,  and  in  order  to  secure 
satisfactory  results  continuously  with  the  plan  now  proposed  it  will 
probably  be  necessary  to  remove  the  filtering  material  at  intervals  of  a 
few  years,  depending  upon  the  quantity  of  sewage  requiring  disposal, 
and  replace  it  with  clean  gravel.  If  the  works  are  properly  constructed 
and  the  filtering  material  renewed  when  necessary,  unfiltered  sewage 
can  be  prevented  from  finding  its  way  into  the  brook  below  the  area. 

With  the  suggestions  contained  herein  as  to  the  renewal  of  filtering 
material  when  necessary,  the  Board  approves  the  plan  presented. 

Hyde  Pabk  (Tileston  &  Hollingsworth  Company). 

April  7,  1910. 
To  the  THeaton  ^  HolUngsworih  Company,  Eyde  Park,  Mans, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
March  10, 1910,  a  report  and  plans  by  your  engineer  for  the  treatment  of 
the  wastes  from  your  mill  at  Mattapan,  which  are  now  discharged  into 
the  Neponset  Biver,  and  has  examined  the  plans  and  information  pre- 
sented. 

The  plans  now  proposed  provide  in  general  for  discharging  all  of  the 
machine  wastes  from  the  factory  (the  amount  of  which,  according  to  the 
estimates  furnished  by  your  engineer  some  time  ago,  was  between  400,- 
000  and  500,000  gallons  per  day)  into  a  settling  tank  having  five  com- 
partments with  an  aggregate  capacity  of  212,000  gallons.  It  is  proposed 
to  pass  the  machine  waste?  through  three  of  these  compartments,  having 
an  aggregate  capacity  of  about  125,000  gallons,  and  to  discharge  the 
effluent  therefrom  directly  into  the  river.  The  sediment  from  this  tank 
ifl  to  be  discharged  upon  sludge  beds  having  an  aggregate  area  of  9,148 
square  feet,  which  are  to  be  constructed  of  screened  cinders  and  will  have 
a  depth  of  about  12  inches.  The  sludge,  after  drying,  is  to  be  removed 
to  some  suitable  place  of  disposal. 

The  washer  wastes,  which  contain  large  quantities  of  organic  matter 
and  amount  to  between  250,000  and  400,000  gallons  per  day  and  possibly 
more,  are  to  be  discharged  into  two  compartments  of  the  sludge  tank, 


148  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

having  an.  aggregate  capacity  of  about  85,000  gallons,  the  effluent  from 
which  will  be  discharged  into  the  coagulation  basin  used  in  connection 
with  the  mechanical  filters  where,  after  being  mixed  with  river  water 
and  coagulation  with  alum,  it  will  be  filtered  by  the  mechanical  filters 
now  in  use  for  treating  the  river  water.  The  wash  water  from  the  fil- 
ters, together  with  any  accumulation  of  sludge  in  the  coagulating  basin, 
is  to  be  pumped  into  the  compartments  of  the  settling  tank  used  for 
the  washing  machine  wastes,  and  the  sludge  from  these  tanks  is  to.be 
discharged  upon  the  sludge  beds.  It  is  also  proposed,  in  case  the  dis- 
charge of  the  machine  waste  effluent  into  the  river  is  found  to  be  objec- 
tionable, to  treat  this  waste  also  by  mechanical  filtration  with  coag- 
ulation. 

The  Board  has  examined  the  plans  presented  and  the  information 
available  as  to  the  quantity  and  character  of  the  waste  discharged  from 
this  mill,  and  is  of  the  opinion  that,  if  the  character  of  the  machine 
wastes  remains  about  as  shown  by  recent  analyses,  these  wastes  can 
probably  be  discharged  into  the  river  after  sedimentation  without  cre- 
ating objectionable  conditions  there.  If,  however,  this  method  of  disposal 
should  be  found  to  be  objectionable,  it  is  probable,  in  the  opinion  of 
the  Board,  that  these  wastes  can  be  filtered  through  the  meclianical  filters 
at  the  mill,  and  a  sufficient  quantity  of  the  organic  matter  removed  to 
render  the  effluent  unobjectionable  if  discharged  into  the  river. 

As  to  the  practicability  of  treating  the  washer  wastes  by  mechanical 
filtration  and  removing  so  much  of  the  organic  matter  that  the  effluent 
can  be  discharged  into  the  river  without  objection,  the  Board  is  unable 
to  advise  you  definitely  with  its  present  information.  The  analyses  of 
the  washer  wastes  from  this  mill  show  that  a  very  large  proportion  of 
the  solid  matter  is  in  suspension,  and  these  matters  are  of  such  a  char- 
acter that  they  can  probably  be  largely  removed  by  sedimentation  and  ffl- 
tration  at  high  rates.  These  washer  wastes  contain,  however,  a  large 
amount  of  nitrogenous  organic  matter,  a  large  part  of  which  is  in  solu- 
tion, and  the  Board  is  unable  to  advise  you  as  to  the  proportion  of  this 
that  could  be  removed  by  treatment  by  means  of  the  filters  now  in  use 
at  the  factory.  It  is  possible  that  treatment  in  this  way  would  give  an 
effluent  that  would  be  unobjectionable ;  if  not,  however,  your  experiments 
upon  the  treatment  of  this  waste  have  shown  that  it  could  be  efficiently 
purified  by  the  use  of  sand  or  cinder  filters,  which  can  be  located  in  the 
neighborhood  of  the  factory. 

The  settling  tanks  proposed  in  your  plan  now  presented  appear  to  be 
of  reasonable  size  for  use  in  connection  with  either  plan,  and  the  worltf 
necessary  to  attempt  the  purification  of  the  wastes  of  the  mill  by  the 
plan  now  presented  would  practically  all  be  available  in  connection  with 
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the  works  for  the  purification  of  the  wastes  by  the  plan  previously 
proposed. 

Considering  the  fact  that  a  considerable  saving  might  be  made  if  the 
wastes  from  this  mill  can  be  eflSciently  purified  by  the  plan  now  pro- 
posed, and  that  the  works  to  be  provided  would  practically  all  be  avail- 
able in  case  more  efficient  purification  was  necessary,  the  Board  sees  no 
objection  to  attempting  to  purify  the  waste  by  the  plan  now  pro- 
posed. The  Board  recommends  that  necessaiy  works  for  the  treatment 
of  the  wastes  according  to  this  plan  be  constructed  at  once,  in  order  that 
the  river  may  be  relieved  of  serious  pollution  from  this  mill  as  soon 
as  possible. 

Leominster. 

April  7,  1910. 
To  F.  E.  Kinsman  and  others,  North  LeommsteVf  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
March  14,  1910,  the  following  petition  for  an  investigation  of  the  con- 
ditions likely  to  prevail  in  the  northerly  part  of  Leominster  as  a  result 
of  the  location  of  the  Fitchburg  sewage  filter  beds  in  the  southeasterly 
part  of  the  city  of  Fitchburg :  — 

We,  the  undersigned  residents  and  property  owners  of  North  Leominster, 
situated  on  the  east  bank  of  the  north  branch  of  the  Nashua  River,  petition 
your  Honorable  Body  to  investigate  conditions  likely  to  prevail  there  as  a 
result  of  the  location  of  the  proposed  Fitchburg  sewer  beds  in  the  south- 
east part  of  Fitchburg  adjacent  to  the  residential  territory  above  referred  to, 
with  a  riew  of  recommending  legislation  or  action  as  may  be  deemed  advis- 
able and  necessary  to  protect  us  and  our  property  from  the  effects  of  such 
location  of  said  sewer  beds. 

The  object^  being,  if  possible,  to  bring  about  the  co-operation  of  Leominster 
and  Fitchburg  in  the  establishment  of  sewerage  disposal  beds  further  down 
the  Nashua  River,  in  a  less  objectionable  locality,  by  the  use  of  a  trunk 
line  sewer  through  and  beyond  North  Leominster. 

In  response  to  this  petition  the  Board  has  caused  the  locality  to  be  ex- 
amined by  one  of  its  engineers  and  has  considered  the  probable  extent 
to  which  the  presence  of  the  filter  beds  at  the  location  proposed  would 
be  noticeable  at  the  dwelling  houses  of  the  petitioners. 

The  proposed  filter  beds  are  to  be  located  chiefly  in  the  southeasterly 
part  of  Fitchburg,  adjacent  to  the  Leominster  boundary,  and  include  a 
small  area  of  land  in  the  extreme  southwesterly  pari  of  the  town  of 
Lunenburg  south  of  the  Fitchburg  railroad  and  adjacent  to  the  boundary 
line  between  Lunenburg  and  Leominster. 

A  careful  examination  of  the  localitv  shows  that  the  nearest  dwellinor 
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house  of  any  of  the  petitioners  is  located  at  a  distance  of  more  than  a 
mile  from  the  proposed  sewage  disposal  works,  and  that  many  of  them 
are  at  distances  of  more  than  a  mile  and  a  half.  In  the  opinion 
of  the  Board,  it  is  improbable  that  offensive  odors  or  other  objectionable 
conditions  likely  to  affect  the  health  or  comfort  of  your  petitioners  will 
be  noticeable  in  the  neighborhood  of  their  dwelling  houses  at  any 
time  from  properly  operated  sewage  disposal  works  at  the  place  at  which 
the  city  of  Fitchburg  is  authorized  to  construct  them. 

Mansfield. 

July  7,  1910. 

To   the  Committee  on  Sewerage  of  the   Town  of  Mansfieldf  Mr.   Walter  BI. 

LowKXT,  Chairman. 

Gentlemex:  —  The  State  Board  of  Health  received  from  you  on 
March  29^  1910,  an  application  for  advice  as  to  a  proposed  system  of 
sewerage  and  sewage  disposal  for  the  town  of  Mansfield,  accompanied  by 
plans  and  a  report  by  your  engineer  describing  the  proposed  works.  The 
plan  presented  provides  for  collecting  the  sewage  of  the  thickly  popu- 
lated portions  of  the  town  in  the  valley  of  the  Rumford  River  in  a  sys- 
tem of  pipe  sewers  and  conveying  it  to  an  area  of  low  land  near  the 
river,  just  below  Fisher's  Millpond,  where  it  is  proposed  to  purify  it  by 
intermittent  filtration  and  discharge  the  effluent  into  the  river. 

The  sewers  are  designed  to  remove  the  domestic  sewage  and  such  man- 
ufacturing wastes  as  may  require  disposal  in  connection  witli  the  sewage 
and  can  properly  be  admitted  to  the  sewers;  but  all  surface  water  and, 
so  far  as  practicable,  all  ground  drainage  are  to  be  excluded  from  the 
system. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  plans  presented.  It  is  proposed  to  construct  the  filter 
beds  below  Fisher's  Millpond  at  the  site  of  a  cranberry  bog  on  the  east- 
erly side  of  the  river,  using  for  the  purpose  soil  taken  from  the  adjacent 
highlands  east  of  the  cranberry  bog,  where  there  appears  to  be  an  ample 
quantity  of  sand  well  suited  for  the  purpose.  The  plans  provide  for  the 
construction  there  of  30  filter  beds  having  an  aggregate  area  of  12 
acres,  half  of  which  are  to  be  prepared  in  the  beginning. 

Further  investigations  show  that  it  is  practicable,  by  slight  modifica- 
tions in  the  outfall  sewer,  to  discharge  the  sewage  by  gravity  upon  land 
on  the  westerly  side  of  the  river,  and  a  limited  number  of  examination? 
:)f  the  soil  in  this  region  show  that,  while  it  is  quite  variable  in  charac- 
ter, it  is  probable  that  suitable  filter  beds  can  be  construoted  there  for 
the  disposal  of  all  of  the  sewage  of  the  town.  The  re^on  west  of  the 
Tiver  below  Fisher's  Millpond  is  uninhabited,  and  filter  beds  locate<l 
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there  would  be  at  a  much  greater  distance  from  dwelling  houses  than  if 
located  on  the  cranberry  bog  east  of  the  river. 

Considering  the  circumstances,  the  Board  recommends  that  the  filter 
beds  be  located  west  of  the  river  below  Fisher's  Millpond  at  a  suflBcient 
distance  from  the  river  (100  feet  or  more)  to  allow  for  the  maintenance 
of  a  growth  of  trees  between  the  filter  beds  and  the  river. 

The  sewerage  system,  as  shown  on  the  plans  presented,  is  capable  of 
receiving  the  sewage  of  all  of  the  thickly  settled  portions  of  the  town 
which  appear  to  be  in  need  of  sewerage  facilities  at  the  present  time. 
There  appear  to  be  no  large  quantities  of  manufacturing  wastes  requir- 
ing disposal  in  connection  with  the  sewerage  system,  and  the  sizes  of 
the  sewers  as  designed  are  sufficient  for  all  reasonable  requirements.  It 
appears  to  the  Board  possible  that^  by  constructing  the  main  sewer  in  the 
valley  of  the  river  instead  of  through  the  main  street  of  the  town,  the 
work  can  be  done  with  less  inconvenience  and  possibly  at  less  cost  than 
by  the  plans  proposed^  and  before  the  construction  of  the  system  is 
begun  the  Board  recommends  that  this  question  be  given  further  careful 
consideration. 

With  the  modifications  suggested  the  plans  appear  to  the  Board  to 
provide  satisfactorily  for  the  collection  of  the  sewage  of  all  of  the  por- 
tions of  the  town  which  seem  likely  to  require  sewerage  for  a  long  time 
in  the  future,  and  the  disposal  of  the  sewage  by  intermittent  filtration 
west  of  the  river  below  Fisher's  Millpond  appears  to  the  Board  to  be  the 
best  method  that  it  is  practicable  to  adopt. 

Mablbobough. 

July  21,  1910. 
To  Hon.  John  J.  Shauohnesst,  Mayor  of  the  City  of  Marlborough,  Mass. 

Deab  Sib  :  —  The  State  Board  of  Health  received  from  you  on  July 
6,  1910,  through  your  engineers,  Messrs.  Metcalf  &  Eddy  of  Boston,  the 
following  communication  describing  the  proposed  plans  for  improving 
the  sewage  purification  works  of  the  city  of  Marlborough  and  submit- 
ting plans  of  proposed  additional  filter  beds  for  the  approval  of  the 
Board  under  the  provisions  of  Chapter  626  of  the  Acts  of  the  year 
1910:  — 

Upon  petition  of  Hon.  John  J.  Shaughnessy,  mayor  of  the  city  of  Marl- 
borough, an  Act,  Chapter  626  of  Laws  1910,  was  passed  by  the  General  Court, 
authoriang  the  city  of  Marlborough  to  issue  bonds  to  the  extent  of  $50,000, 
for  the  purpose  of  constructing  additional  filter  beds  and  improving  the 
sewage  purification  worka 

The  city  of  Marlborough  has  authorized  us  to  prepare  plans  for  the' 
contemplated  improvements,  and  in  accordance  with  the  stipulations  of  Sec- 
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tion  2,  Chapter  626,  above  referred  to,  we  snbmit  herewith  for  your  approval 
plans  and  metbodB  contemplated  for  the  improvements  proposed.  The 
time  which  has  elapsed  since  we  were  authorized  to  proceed  with  this  woric, 
haa  not  been  sufBcient  for  preparing  detailed  plans  and  we  submit  this 
statement  and  outline  sketch  for  your  approval,  at  an  early  meeting,  so  that 
the  worlc  of  construction  may  go  forward  promptly.  As  soon,  —  within  a 
very  few  weeks,  —  as  preliminary  plans  are  prepared,  we  shall  submit  them 
to  you  for  filing,  and  shall  also  furnish  yon  with  record  plans  of  work 
actually  constructed,  upon  its  completion. 

The  work  contemplated  at  the  disposal  area,  is  the  construction  of  a  tank 
for  the  purpose  of  removing  a  lai^  proportion  of  suspended  solids  from  the 
sewage,  before  its  application  to  the  filters,  and  of  applying  the  sewage  to 
the  filters  in  doses,  instead  of  allowing  it  to  flow  continuously  onto  the  beds, 
as  is  necessary  under  the  present  arrangement.  In  addition,  it  is  intended 
to  provide  between  six  and  seven  aeres  of  new  Alton,  located  tubstantialiy 
as  shown  by  the  dotted  lines  upon  the  accompanying  plan. 

We  have  made  a  very  careful  examination  of  the  territery  surrounding 
the  present  plant,  in  hopes  of  finding  more  snitable  sand  than  is  available 
upon  the  lands  owned  by  the  city.  Ibis  search  has  been  fruitless,  however, 
and  we  have  been  compelled  Bnslly  to  decide  upon  constructing  more  filters 
upon  land  now  owned  by  the  city. 

The  effective  size  of  the  sand  in  the  proposed  beds  will  vary  from  0.07 
to  0.2  millimeter,  but  will  probably  average  between  0.08  and  0.1  millimeter. 
We  realize  that  this  material  ia  extremely  fine,  but  under  the  circumstances 
have  advised  the  city  to  construct  the  filters  shown  upon  the  plan. 

If  you  desire  further  information  regarding  the  proposed  work,  we  shall 
be  pleased  to  furnish  it  as  qnickly  sa  possible.  Should  this  preliminary  state- 
ment and  sketch  show  with  sufBcient  cleaniet«  the  proposed  improvetnents 
to  the  sewage  purification  plant,  it  would  facilitate  construction  if  your 
Board  would  Eormally  approve  of  the  course  herein  outlined. 

Further  information  liae  also  been  submitted  by  the  engineers,  includ- 
ing a  summary  of  the  improvements  recommended,  together  with  an 
estimate  of  the  coat  of  the  work.  It  appears  that  there  are  now  13.68 
acres  of  actnal  filtering  surface  in  uee  at  the  Marlborough  sewage  dis- 
posal area  in  addition  to  3.68  acres  usually  devoted  to  the  dispos&l  of 
slndfTP.  Thf  nrnposed  additional  area  will  bring  the  total  filtering  sar- 
acree,  or  33.39  acres  including  the  sludge  beds.     The 

of  the  engineers  are  summarized  as  follows :  — 

nnderdrains  not  relaid  last  year. 

for  sedimentation  and  doling. 

tain  leaky  ^wers. 

>ven  acres  of  new  filters. 

certain  distribution  pipes. 

9  carefully  examined  the  plans  and  information  pre- 
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sented  and  has  considered  the  results  of  the  examination  of  the  condi- 
tion of  the  filters  and  the  stream  below  the  works.  Observations  of 
the  flow  of  sewage  in  the  Marlborough  sewers  show  enormous  variation, 
the  maximum  amount  probably  reaching  the  neighborhood  of  3,000,000 
gallons  per  day,  while  in  dry  months  the  average  is  considerably  less 
than  300,000  gallons  per  day.  During  recent  years  a  part  of  the  sew- 
age at  times  of  maximum  flow  has  been  diverted  to  the  filters  built  by 
the  Metropolitan  Water  Board,  and  the  maximum  quantity  of  sewage 
reaching  tiie  filtration  area  probably  rarely  exceeds  2,300,000  gallons 
per  day.  In  wet  periods  the  quantity  of  sewage  delivered  at  the  filter 
beds  has  amounted  to  as  much  as  1,250,000  gallons  per  day  continuously 
for  a  period  of  at  least  three  months,  and  in  a  year  of  average  rainfall 
the  average  quantity  of  sewage  delivered  at  the  filter  beds  has  amounted 
to  as  much  as  800,000  gallons  per  day.  During  the  past  two  years, 
which  have  been  dry  ones,  the  flow  of  sewage  has  been  less  than  usual 
on  account  of  the  reduction  in  the  quantity  of  leakage  and  all  of  the 
sewage  has  been  passed  through  the  filters. 

An  examination  of  the  filter  beds  shows  that  the  material  of  which 
they  are  composed  is  probably  stratified  to  such  an  extent  as  to  inter- 
fere considerably  with  their  efficiency,  and  it  appears  that  the  condition 
of  the  underdrainage  in  the  filters  which  have  been  examined  has  been 
found  to  be  unsatisfactory.  The  sand  of  which  the  filters  are  con- 
structed is  quite  fine,  but  this  material  is  capable  of  purifying  sewage 
ver}'  effectively  if  the  quantities  of  sewage  applied  are  limited  to  its 
capacity. 

Measurements  of  the  quantity  of  sewage  discharged  at  the  filtration 
area  show  that  in  the  wetter  portion  of  a  year  of  average  rainfall,  it  is 
evidently  necessary  to  apply  sewage  to  the  filters  at  a  rate  of  as  much 
as  100,000  gallons  per  acre  per  day  for  periods  of  several  months,  and 
sometimes  in  larger  quantities.  Such  rates  are  far  in  excess  of  the 
capacity  of  filters  of  such  fine  material  for  the  satisfactory  purification  of 
sewage  even  if  the  filters  were  well  constructed  and  operated  most  effi- 
ciently. The  addition  of  seven  acres  of  new  filters  as  proposed  will 
increase  the  capacity  of  the  works,  but  the  material  of  which  these  filters 
are  to  be  composed  is  so  fine  that  their  capacity  is  limited  and  the 
quantity  of  sewage  delivered  at  the  filter  beds  in  the  wetter  portion  of 
the  year,  especially  in  years  of  more  than  average  rainfall,  will  necessi- 
tate the  application  of  sewage  to  the  filters  at  much  higher  rates  than 
they  are  capable  of  purifying  efficiently.  While  there  has  been  an  im- 
provement in  the  character  of  the  effluent  of  the  filter  beds  during  the 
present  year,  a  result  due  in  part  no  doubt  to  the  enlargement  and  im- 
provement in  the  filters  made  last  year,  the  improvement  is  no  doubt 


154  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

aided  very  materially  by  the  reduction  in  the  flow  of  sewage  due  to  the 
continued  low  rainfall. 

The  investigations  of  your  engineer  show  not  only  that  a  very  large 
quantity  of  ground  water  finds  its  way  into  the  sewers,  but  that  they  also 
receive  large  quantities  of  surface  water  at  times  of  rain  and  when  snow 
is  melting.  Surface  water  enters  the  sewers  through  perforated  man- 
hole covers,  especially  those  located  in  low  places,  and  through  the  brick- 
work of  manholes,  some  of  which  are  out  of  repair.  It  is  probable, 
also,  that  considerable  quantities  of  surface  water  enter  the  sewers 
through  direct  connections  from  roofs  and  cellars. 

The  entrance  of  surface  water  through  perforated  manhole  covers  can 
readily  be  prevented  by  substituting  tight  covers,  as  recommended  by 
your  engineer,  and  raising  and  repairing  manholes  would  also  tend  to 
exclude  considerable  quantities  of  surface  water.  These  improvements 
could  be  made  at  small  expense.  It  is  also  practicable  by  thorough 
inspection  to  locate  connections  through  which  surface  water  is  ad- 
mitted to  the  sewers  from  roofs  and  cellars,  and  these  connections  can  be 
cut  off,  though  it  may  be  necessary  in  some  cases  to  provide  surface 
water  drains  for  the  purpose. 

It  further  appears  that  large  quantities  of  surface  and  ground  water 
enter  the  sewers  through  drains  in  the  neighborhood  of  the  New  York, 
New  Haven  ft  Hartford  Sailroad  property,  which  could  be  apparently 
diverted  without  serious  difficulty.  While  the  investigations  of  your 
engineer  show  that  ground  water  leaks  into  the  sewerage  system  pretty 
generally  throughout  the  city,  there  are  certain  sections  in  which  the 
leakage  into  the  sewers  is  much  greater  than  in  others,  and  that  by 
rebuilding  sewers  having  an  aggregate  length  of  about  a  mile  in  different 
places  it  would  be  practicable  to  relieve  the  system  of  large  quantities  of 
ground  water  and  thus  reduce  materially  the  flow  in  the  sewers. 

While  it  is  impracticable,  from  the  information  available,  to  determine 
definitely  to  what  extent  the  flow  of  sewage  would  be  reduced  by  carrying 
out  these  suggestions,  it  appears  to  the  Board  essential  either  that  the 
quantity  of  sewage  discharged  at  the  filtration  area  be  materially  re- 
duced or  that  the  capacity  of  the  filtration  area  be  enlarged  in  order 
that  the  sewage  may  be  purified  at  all  times  to  such  a  degree  that  it  can 
be  discharged  into  the  brook  below  the  filter  beds  without  being  deleteri- 
ous to  the  public  health. 

The  Board  approves  the  plan  of  constructing  immediately  seven  acres 
of  new  filters  as  propoped,  and  approves  also  the  recommendations  of 
your  engineer  as  t;p  the  building  of  suitable  sedimentation  and  dosing 
tanks,  and  as  soon  as  practicable  thereafter  the  rebuilding  of  all  under- 
drains  not  relaid  last  year,  and  would  add  the  breaking  up  of  stratifi- 
cation in  the  upper  12  inches  of  these  beds. 
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If,  in  addition  to  these  improvements,  the  further  recommendations 
of  your  engineer  relative  to  rebuilding  leaky  sewers  is  carried  out,  in- 
cluding the  repairing  of  manholes,  replacing  perforated  with  tight  man- 
hole covers,  the  cutting  off  of  surface  drains  and  the  exclusion  of  roof 
water  and  cellar  drainage,  it  is  probable  that  the  enlarged  filtration 
works  will  then  purify  the  remaining  sewage  so  that  the  effluent  will  be 
unobjectionable.  The  sufBciency  of  these  improvements  will  depend 
upon  the  extent  to  which  storm  water  now  entering  directly  or  through 
the  ground  is  excluded.  If  a  large  part  of  this  water  be  not  excluded  it 
will  be  necessary  to  still  further  enlarge  materially  the  filtration  area. 

Sept.  7,  1910.. 
To  the  Board  of  Sewer  Cammieeianers  of  the  City  of  Marlborough, 

GbKtlemen:  —  The  State  Board  of  Health  received  from  you  on 
Aug.  30,  1910,  through  your  engineers,  Messrs.  Metcalf  &  Eddy,  a  plan 
showing  outlines  of  a  proposed  settling  tank  to  be  used  in  connection 
with  the  sewage  disposal  system  of  the  city,  accompanied  by  a  commu- 
nication from  your  engineers  relative  thereto. 

The  plan  provides  for  a  settling  tank  in  two  compartments  having  an 
aggregate  capacity  of  about  275,000  gallons,  and  a  dosing  tank  having  a 
capacity  of  35,500  gallons.  The  details  of  the  operation  of  the  tank  and 
the  removal  of  sludge  are  not  presented,  but  the  capacity  of  the  tank  ap- 
pears to  the  Board  to  make  reasonable  provision  for  the  sedimentation  of 
the  sewage  before  its  application  to  the  filter  beds. 

New  Bedfobd. 

Dec.  14,  1910. 
To  the  Hon.  Chables  S.  Ashley,  Mayor  of  the  City  of  New  Bedford, 

Deak  Sir:  — The  State  Board  of  Health  received  on  Aug.  4,  1910, 
the  following  application  in  the  form  of  an  order  from  the  board  of 
aldermen  for  advice  relative  to  a  proposed  system  of  sewage  disposal  for 
the  city  of  New  Bedford,  with  an  outlet  in  Buzzard's  Bay :  — 

Ordered,  That  the  plan  prepared  by  the  city  engineer  showing  a  pro- 
posed location  in  Buzzard's  Bay  of  the  outfall  pipes  of  the  intercepting 
sewer  system  and  the  location  of  the  screen  chambers,  power  house,  and  sand 
catcher  at  the  southerly  end  of  West  French  Avenue  on  Clark's  Point  in 
this  dty,  be  submitted  to  the  State  Board  of  Health  for  their  advice  in  ac- 
cordance with  section  117  of  chapter  75  of  the  Revised  Laws. 

The  application  was  accompanied  by  plans  giving  a  general  outline  of 
the  proposed  works.  Subsequently  a  further  communication  was  re- 
ceived from  the  city  engineer,  Mr.  William  F.  Williams,  stating  that  tlie 
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advice  of  the  Board  was  especially  desired  at  this  time  upon  the  pro- 
posed outlet  for  the  sewage^  leaving  all  matters  pertaining  to  the  inter- 
cepting  sewer  for  consideration  at  some  later  period.  Your  engineer 
has  also  submitted  in  connection  with  the  application  and  plans  the 
results  of  a  large  number  of  experiments  and  observations  made  to  deter- 
mine the  movement  and  velocity  of  the  tides  and  currents  in  portions 
of  Buzzard^ff  Bay  adjacent  to  the  city,  together  with  information  as  to 
the  character  of  the  bottom,  direction  of  prevailing  winds,  etc. 

After  an  examination  of  the  plans  and  information  presented  and  con- 
ferences with  your  engineer,  at  the  suggestion  of  the  Committee  on  Water 
Supply  and  Sewerage  of  this  Board  the  location  of  the  outlet  was 
changed  by  carrying  it  somewhat  farther  east  than  at  first  proposed,  to  a 
point  3,600  feet  southeast  of  the  location  of  the  old  tower  on  Clark's 
Point,  at  a  place  where  the  depth  of  water  is  about  27  feet  at  low  tide, 
the  location  of  the  proposed  outlet,  as  finally  presented,  being  shown 
upon  a  plan  submitted  on  Oct.  10,  1910,  entitled  ^'Plan,  Profile  and 
Details  of  Outfall,  Screens  and  Sand  Catcher.  Intercepting  Sewer. 
Xew  Bedford,  Mass.  William  F.  Williams,  City  Engineer.  Oct.  10, 
1910.'' 

The  plan  provides  that  the  sewage  on  its  way  to  the  outlet  shall  be 
passed  through  screens  for  the  removal  of  matters  likely  to  float  upon 
the  water,  and  through  a  sand-catcher  for  the  removal  by  sedimentation 
of  such  heavy  matters  as  might  deposit  upon  the  bottom  of  the  sea  in 
the  neighborhood  of  the  outlet. 

On  Dec.  1,  1910,  the  Board  gave  a  hearing  upon  the  location  selected 
for  the  discharge  of  the  sewage  of  the  city  of  Xew  Bedford  to  all  per- 
sons interested  therein,  notice  of  the  hearing  being  given  by  publication 
in  newspapers  in  the  city  of  New  Bedford. 

After  the  hearing  and  further  consideration  of  the  plans  presente<l, 
thf  Board  voted  to  approve  the  location  of  the  proposed  outlet  in  Buz- 
zard's Bay  for  the  disposal  of  the  sewage  of  the  city  of  New  Bedford, 
after  screening  and  the  removal  of  heavier  matters  by  means  of  a  sand- 
catcher,  as  proposed,  the  outlet  to  be  located  at  the  point  shown  upon  the 
plan  filed  with  this  Board  on  Oct.  10,  1910,  and  described  herein. 

It  is  understood  that  detailed  plans  of  the  proposed  intercepting  sewor 
or  sewers  and  appurtenances  will  be  presented  for  the  consideration  of 
the  Board  at  a  later  time. 
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Northampton. 

Aug.  4,  1910. 
To  the  Board  of  Sewer  CommiMioners  of  the  City  of  Northampton,  Mass. 

Gentlemex  :  —  The  State  Board  of  Health  received  from  you  on  May 
9,  1910,  a  petition  requesting  pennission  to  continue  until  otherwise 
ordered  the  present  method  of  disposal  of  the  sewage  of  the  city  of 
Northampton  by  discharging  it  into  the  Mill  River  at  a  point  1,200  feet 
below  Meadow  Street,  the  period  within  which  the  present  method  of 
disposal  is  authorized  expiring  on  Dec.  1,  1910. 

In  response  to  this  petition  the  Board  has  caused  the  locality  to  be 
examined  by  its  engineer  and  has  carefully  considered  the  information 
presented  and  the  results  of  the  examinations  of  the  Mill  Biver  and  the 
sewage  disposal  system  of  the  city  made  from  time  to  time  since  1905. 

It  appears  that  in  accordance  with  the  suggestion  of  the  Board  in 
1905  the  channel  of  Mill  Biver  has  been  cleaned  and  kept  free  from  ob- 
structions, that  a  large  part  of  the  storm  water  has  been  diverted  from 
the  sewers  and  much  progress  made  in  the  separation  of  the  sewage 
from  the  storm  water  in  the  portions  of  the  city  served  by  the  combined 
system  of  sewers.  Analyses  of  the  water  of  the  river  at  various  points 
along  its  course  have  shown  that  there  has  been  a  reduction  in  the  quan- 
tity of  pollution  entering  the  river  in  the  thickly  settled  portions  of  the 
city  and  an  improvement  in  its  appearance  and  condition. 

After  consideration,  the  Board  voted  that  if  the  separation  of  sewage 
from  the  storm  water  be  carried  to  completion  as  rapidly  as  practicable, 
thus  more  completely  removing  the  pollution  of  the  river  by  sewage  and 
manufacturing  wastes  in  the  thickly  populated  portions  and  reducing 
the  amount  of  sewage  to  be  conveyed  to  the  Connecticut  Biver,  the 
Board  will  extend  the  time  for  the  completion  of  the  main  sewer  to  the 
Connecticut  Biver  to  Dec.  1,  1915,  unless  the  Board  finds  it  necessary 
to  require  the  removal  of  sewage  from  Mill  Biver  previous  to  that  date. 

NoBTH  Beading  (North  Beading  State  Sanatobium). 

Dec.  1,  1910. 

To  Dr.  Ernest  B.  Emerson,  Superintendent,  North  Reading  State  Sanatorium, 

North  Beading,  Mass, 

Dear  Sir:  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  the  proposed  system  of  sewage  disposal  for  the 
^orth  Beading  State  Sanatorium  and  the  plans  for  the  proposed  works 
submitted  therewith. 

It  appears  at  the  present  time  that  the  sewage  is  conveyed  through  a 
^inch  main  sewer  to  a  cesspool  located  southeast  of  the  buildings  from 
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which  it  overflows  to  another  cesspool  and  is  thence  discharged  into  a 
nnmber  of  ditches  extending  in  various  directions.  These  ditches  are 
offensive^  and  it  is  now  proposed  to  discontinue  their  use  and  dispose  of 
the  sewage  on  filter  beds. 

The  plans  submitted  provide  for  constructing  a  sewer,  8  inches  in  di- 
ameter, from  the  second  cesspool,  a  distance  of  35  feet,  to  a  dosing  tank 
having  a  capacity  of  about  5,000  gallons,  whence  the  sewage  will  flow 
a  distance  of  about  300  feet  to  the  filter  beds. 

The  filter  beds  shown  on  the  plan  are  15  in  number  and  have  an  ag- 
gregate area  of  a  little  over  0.9  of  an  acre.  They  are  to  be  constructed 
with  underdrains  26  feet  apart  connected  vrith  a  main  underdrain 
through  which  the  efiluent  will  be  discharged  upon  the  ground  below  the 
filtration  area. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer 
and  has  examined  the  plans  presented. 

The  sand  available  for  the  construction  of  the  filter  beds  is  very  well 
adapted  for  the  purpose,  and  the  area  of  filters  which  it  is  proposed  to 
construct  is  sufficient  for  the  requirements  of  the  institution  at  the 
present  time.  If  the  beds  are  properly  constructed  and  operated  they 
will,  in  the  opinion  of  the  Board,  be  capable  of  purifying  the  sewage  of 
the  institution  satisfactorily  at  all  times. 

When  the  beds  are  completed  the  use  of  both  cesspools  should  be  dis- 
continued, as  the  effect  of  their  use  may  be  unfavorable  to  the  eflSdencv 
of  the  filter  beds  in  the  purification  of  the  sewage. 

Shirley  (F.  D.  Weeks  Extractiko  Compaxt). 

May  19,  1910. 
To  the  F,  D,  Weeks  Extracting  Company.  Shiriey,  Mass, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
April  29,  1910,  a  communication  stating  that  you  desire  to  enlarge  yonr 
works  at  Shirley  to  include  a  plant  for  the  scouring  and  carbonizing  of 
wool  and  noils,  and  requesting  to  be  advised  whether  by  putting  in 
settling  beds  of  earth  for  the  purpose  of  settling  out  the  grease  and  soap 
it  would  be  permissible  to  discharge  the  remainder  of  the  manufacturing 
waste  into  the  stream;  and  in  response  to  this  request  the  Board  has 
caused  the  locality  to  be  examined  by  one  of  its  engineers  and  has  con- 
sidered the  information  presented. 

It  appears  that  it  is  proposed  to  scour  from  8,000  to  10,000  pounds  of 
wool  per  day  at  a  mill  south  of  and  adjacent  to  the  Fitchburg  Railroa>i 
just  above  Shirley  Village,  and  to  discharge  the  refuse  which  wouM 
amount  to  perhaps  15,000  to  20,000  gallons  per  day  through  settlinir 
tanks  into  Catacoonamu^  Brook.     The  area  of  the  watershed  of  thi- 
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brook  above  the  mill  at  which  it  is  proposed  to  scour  the  wool  is  about 
20  square  miles^  and  the  flow  of  the  stream  is  probably  well  maintained 
during  dry  weather  by  the  large  amount  of  storage  contained  in  the 
Shirley  Beservoir  and  other  ponds ;  but  there  is  no  doubt^  in  the  opinion 
of  the  Boards  that  with  the  best  designed  settling  tanks  the  waste  from 
the  scouring  of  8,000  to  10,000  pounds  of  wool  per  day  would  create  a 
nuisance  in  the  brook  which  flows  through  the  village  of  Shirley  a  short 
distance  below  the  mill.  It  is,  furthermore,  very  doubtful,  in  the  opin- 
ion of  the  Board,  whether  it  would  be  practicable  within  the  limited  area 
of  ground  which  appears  to  be  available  in  the  neighborhood  of  the  fac- 
tory to  purify  the  wastes  from  scouring  the  quantity  of  wool  indicated  to 
a  sufScient  extent  to  prevent  a  nuisance  in  the  brook. 

It  might  be  possible  by  constructing  a  grease  extracting  plant  and  sub- 
sequently treating  the  wastes  for  the  removal  of  organic  matter  to  pro- 
duce an  effluent  that  would  not  cause  a  nuisance  in  the  brook,  but  there 
does  not  appear  to  be  a  sufScient  area  of  available  land  in  the  neighbor- 
hood of  the  mill  where  works  adequate  for  the  proper  treatment  of  these 
wastes  could  be  constructed.  At  the  upper  mill  below  the  outlet  of  the 
Shirley  Beservoir  a  much  larger  space  is  available  for  the  treatment  of 
such  wastes,  and  there  appears  also  to  be  a  considerable  area  of  land  in 
the  neighborhood  composed  of  gravelly  soil  which  might  b6  suitable  for 
the  filtration  of  the  wastes  after  the  grease  has  been  extracted,  and  it  is 
possible  that  the  scouring  of  10,000  pounds  of  wool  per  day  could  be 
carried  on  at  the  upper  mill  if  a  grease  extracting  plant  and  suitable 
works  for  the  subsequent  purification  of  the  wastes  should  be  installed 
there  without  creating  a  nuisance  in  the  brook.  This  is  very  doubtful, 
however,  and  the  Board  recommends  that  before  installing  any  works  or 
machinery  for  the  treatment  or  scouring  of  the  wool  at  any  point  in  the 
valley  of  this  brook  you  secure  the  advice  of  an  expert  in  the  matter  of 
purification  and  disposal  of  such  wastes  to  prepare  a  plan  which  will 
proride  for  their  treatment  in  such  a  way  that  they  will  not  be  likely  to 
cause  a  nuisance  in  the  brook. 

If  you  decide  to  proceed  further  in  this  matter  and  engage  an  expert 
to  design  a  method  for  the  treatment  of  the  wastes  mentioned  in  your 
communication  the  Board  will  give  you  such  information  as  has  been 
collected  concerning  the  method  of  disposing  of  such  wastes,  and  will 
give  you  further  advice  w.hen  you  have  a  plan  for  the  treatment  of  the 
wastes  to  present. 
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Stoughton. 


Feb.  3,  1910. 


To  the  Committee  on  Sewerage  of  the  Town  of  Stoughton, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Jan. 
31,  1910,  a  request  for  advice  as  to  a  proposed  system  of  sewerage  and 
sewage  disposal  for  the  town  of  Stoughton,  accompanied  by  plans  show- 
ing the  location  of  the  proposed  sewers  and  disposal  works. 

The  plans  provide  for  collecting  the  sewage  of  the  main  village  of 
Stoughton  in  a  system  of  pipe  sewers  and  conveying  it  by  gravity  to  a 
filtration  area  to  be  located  along  the  westerly  side  of  the  Stoughton 
Branch  of  the  New  York,  New  Haven  &  Hartford  Bail  road  and  500  feet 
or  more  south  of  the  boundary  between  the  towns  of  Stoughton  and 
Canton,  where  it  is  proposed  to  purify  it  by  intermittent  filtration  and 
to  discharge  the  effluent  through  a  main  drain  directly  into  Steep  Hill 
Brook,  a  tributary  of  the  east  branch  of  the  Neponset  Biver.  The 
works  are  designed  to  take  the  manufacturing  wastes  from  all  of  the 
factories  in  the  village  of  Stoughton,  but  it  is  not  practicable  to  receive 
into  the  sewage  disposal  system  by  gravity  the  manufacturing  wastes 
from  the  mills  in  West  Stoughton,  though  it  appears  that  these  wastes 
and  the  sewage  of  that  village  can  be  discharged  into  the  general  system 
by  pumping  without  great  difficulty  or  expense. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  carefully  examined  the  plans  presented.  The  area  which  it  is  pro- 
posed to  use  for  the  disposal  of  the  sewage  is  well  located  for  the  pur- 
pose, and  an  examination  of  test  pits  in  various  portions  of  it  shows  that 
it  contains  an  ample  quantity  of  soil  of  excellent  quality  for  the  purifi- 
cation of  sewage  by  intermittent  filtration.  In  the  opinion  of  the  Board* 
the  sewage  of  the  town  can  be  efficiently  purified  at  the  proposed  filtra- 
tion area  so  that  the  effluent  can  be  discharged  into  Steep  Hill  Brook, 
as  proposed,  without  creating  objectionable  conditions  in  that  stream  or 
in  the  neighborhood  of  the  disposal  works. 

The  capacity  of  the  proposed  main  sewers  is  ample  for  the  require- 
ments of  the  town  and  reasonable  allowance  is  made  for  future  require- 
ments. It  is  of  the  greatest  importance,  in  the  opinion  of  the  Board. 
that  care  be  taken  to  exclude  all  surface  water  and  ground  drainage  so 
fas  as  practicable  from  the  pewerage  system,  as  recommended  by  your 
engineer,  since,  if  surface  water  or  ground  drainage  in  considerable  quan- 
tity should  be  allowed  to  enter  the  sewers,  the  operation  of  the  sewers 
and  disposal  works  is  likely  to  be  seriously  interfered  with  and  the  cost 
of  maintaining  the  s)'stem  and  purifying  the  sewage  will  he  greatly  in- 
creased. 
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The  area  of  the  filter  beds  which  it  is  proposed  to  construct  in  the  begin- 
ning, amounting  to  about  7  acres,  is  a  reasonable  one  under  the  circum- 
stances, and  the  construction  of  a  settling  tank  is  in  this  case  unnecessary. 
Filter  beds  of  the  size  proposed  properly  underdrained,  as  provided  in 
the  plans  submitted,  are  likely  to  be  adequate  for  the  requirements  of 
the  town  until  there  is  a  material  increase  of  the  population,  provided 
the  sewers  are  properly  constructed. 

In  the  opinion  of  the  Board,  the  plan  presented  is  an  appropriate  and 
satisfactory  one  for  the  collection  and  disposal  of  the  sewage  of  the  town 
of  Stoughton.  It  makes  provision  for  the  disposal  of  the  wastes  from  all 
of  the  manufacturing  establishments  in  the  main  village  by  gravity,  and 
whenever  it  is  deemed  necessary  or  desirable  in  the  future  the  sewage  or 
manufacturing  wastes  from  West  Stoughton  can  be  disposed  of  in  con- 
nection with  the  proposed  works. 

The  Board  recommends  that  the  main  sewer  and  filtration  works  and 
such  portion  of  the  tributary  sewers  in  the  village  as  may  be  necessary  to 
remove  all  sources  of  pollution  from  the  streams  and  drains,  be  con- 
structed without  delay,  since  it  is  evident  from  the  examinations  made 
by  the  Board  that  considerable  pollution  from  factories,  dwelling  houses 
and  the  drains  of  the  town  is  finding  its  way  into  one  of  the  tributaries 
of  the  Neponset  Biver  in  Stoughton,  contrary  to  the  provisions  of  chap- 
ter 360  of  the  Acts  of  the  year  1906. 

The  construction  at  once  of  a  system  of  sewers  and  sewage  disposal 
for  the  town  will  b6  likely  to  save  the  town  much  inconvenience  and  ex- 
pense from  the  enforcement  of  the  law  relative  to  preventing  the  pollu- 
tion of  the  Neponset  River. 

Taunton. 

Sept.  7,  1910. 
To  the  Board  of  Sewer  Commissionera  of  the  City  of  Taunton, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation of  July  84,  1910,  for  the  extension  of  time  for  the  completion  of 
the  works  for  purifying  the  sewage  of  the  city  of  Taunton,  which  is  now 
being  discharged  temporarily  into  the  Taunton  River  near  the  electric 
light  station  below  Weir  Bridge,  and  on  Aug.  4,  1910,  gave  a  public  hear- 
ing to  the  petitioners  and  other  persons  interested,  including  representa- 
tives of  the  towns  along  the  river  below  the  city. 

The  Board,  having  considered  the  information  presented  and  bavins: 
examined  the  locality  and  the  results  of  numerous  analyses  of  the  water 
of  the  main  stream  and  its  tributaries  at  various  points  both  above  and 
below  the  city,  voted  at  its  meeting  on  Sept.  1,  1910,  that  the  time  for 
completing  the  sewage  disposal  system  of  the  city  of  Taunton  be  ex- 
tended as  follows:  that  one  year  be  allowed  from  Dec.  1,  1910,  for  the 
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more  complete  removal  of  eewage  from  Mill  River  after  the  sewage  of 
the  Taunton  Insane  Hospital  is  removed^  for  the  further  study  of  the 
most  efficient  and  economical  method  of  sewage  disposal  by  expert  engi- 
neerS;  for  approval  by  the  State  Board  of  Health  and  for  the  making  of 
working  plans  for  construction ;  that  thereafter  the  work  of  construction 
be  prosecuted  with  reasonable  dispatch  and  completed  within  three  years 
after  Dec.  1, 1910. 

Walpolk  (S.  Gray  Company). 

Aug.  i,  1910. 
To  the  8,  Gray  Company,  Waipole,  Mass,,  Mr.  Joseph  S.  Leach^  Superintendent, 

Oentlemen:  —  The  State  Board  of  Health  received  from  vou  on 
July  29,  1910,  a  plan  and  report  by  your  engineer,  Mr.  E.  Worthington, 
G.E.,  of  Dedham,  in  regard  to  the  disposal  of  the  manufacturing  wastes 
which  are  now  discharged  into  the  Neponset  River  from  your  mill.  The 
proposed  disposal  works  as  described  in  the  report  and  shown  upon  the 
plan  provide  for  the  construction  of  a  settling  tank  having  a  capacity  of 
approximately  40,000  gallons  and  three  filter  beds,  each  3  feet  in  depth 
and  having  an  aggregate  area  of  18,785  square  feet,  or  0.43  of  an  acre, 
to  be  constructed  of  sand  or  cinders  in  the  rear  of  the  factoiy  close  to 
the  bank  of  the  river.  Provision  is  made  for  the  construction  of  an  addi- 
tional settling  tank  and  for  a  future  extension  of  the  filter  beds  which 
would  bring  the  total  area  of  the  filters  up  to  about  0.7  of  an  acre.  Your 
engineer  estimates  that  the  total  volume  of  wastes  requiring  treatment  is 
about  35,000  gallons  per  day,  which  does  not  appear  to  include  waste? 
which  come  from  time  to  time  from  the  mercerizing  department  With 
the  quantity  of  wastes  estimated,  35,000  gallons  per  day,  the  rate  of 
filtration  upon  the  filter  beds  proposed  for  construction  in  the  beginnint; 
would  be  a  little  over  80,000  gallons  per  acre  per  day,  and  at  times  when 
the  waste  is  being  discharged  from  the  mercerizing  process  the  rate  of 
filtration  would  be  greater  than  the  amount  stated.  If  the  entire  filtra- 
tion area  shown  upon  the  plan  should  be  constructed  the  rate  of  filtra- 
tion would  be  about  50,000  gallons  per  acre  per  day. 

The  Board  has  carefully  considered  the  plans  submitted  and  the  result* 
of  numerous  analyses  of  the  wastes  from  this  mill  and  of  experiments 
upon  their  purification  made  at  the  experiment  station  of  the  Board  at 
Lawrence.  The  results  of  these  tests  show  that  the  waste  from  this  mill 
can  probably  be  purified  satisfactorily  by  means  of  sand  filters  3  feet  in 
depth,  if  the  filters  are  properly  operated,  at  a  rate  not  exceeding  about 
50,000  gallons  per  acre  per  day. 

Under  the  circumstances  the  Board  ip  of  the  opinion  that  if  the  quan- 
tity of  foul  waste  discharged  from  this  mill  is  not  greater  than  estimated 
by  your  engineer  these  wastes  can  be  purified  satisfactorily  by  the  pro- 
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posed  plan^  if  all  of  the  filters  ahown  upon  the  plan  submitted  shall  be 
constructed  in  the  beginning.  If  the  quantity  of  wastes  discharged  from 
the  mercerizing  department  is  considerable^  it  is  probable  that  a  larger 
area  will  be  required.  The  Board  advises  tha:t  a  careful  measurement  be 
made  of  all  the  wastes  from  the  mill^  and  that  a  sufBcient  area  of  filter 
beds  be  built  of  the  general  design  of  those  shown  upon  the  plan^  that 
the  rate  of  filtration  may  not  exceed  50,000  gallons  per  acre  per  day. 

Westborouqh  (Hickey-Btedeman  Company). 

Haboh  16,  1910. 

To  the  HxcJcey-Biedeman  Yeast  Company,  Westhorough,  Mass, 

Gentlbmen  :  —  A  further  examination  of  the  liquid  wastes  discharged 
from  your  works  into  the  sewers  of  the  town  of  Westborough  show  that 
these  wastes  still  contain  alcohol  and  yeast,  and  that  they  are  not  dis- 
charged in  such  a  way  as  to  distribute  the  flow  evenly  throughout  the 
twenty-four  hours  of  the  day. 

You  are  hereby  notified  that  unless  the  requirements  of  the  order  of 
the  Board  of  Nov.  4,  1909,  are  complied  with,  this  matter  will  be  re- 
ferred to  the  Attomey-Gteneral  for  action  under  the  provisions  of  chap- 
ter 433  of  the  Acts  of  the  year  1909. 

April  13,  1910. 
To  the  Eickey-Biedeman  Company,  Westborough,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  is  satisfied  after  investi- 
gation that  the  unsatisfactory  operation  of  the  sewage  disposal  system 
of  the  town  of  Westborough  is  due  wholly  or  partly  to  the  discharge  into 
such  sewerage  ^stem  of  liquid  wastes  from  your  yeast  factory  in  West- 
borough containing  alcohol  and  yeast,  which  are  substances  of  such  a 
character  as  to  interfere  with  the  eflBcient  operation  of  said  works;  and 
the  Board,  acting  under  the  provisions  of  chapter  433  of  the  Acts  of  the 
year  1909,  hereby  requires  the  treatment  of  all  of  the  wastes  from  the 
processes  of  making  yeast  at  your  factory  in  such  manner  as  will  remove 
the  alcohol  and  yeast  therefrom. 

Wrentham  (Wrentham  State  School). 

Nov.  3,  1910. 

To  the  Board  of  Trustees  of  the  Wrentham  State  School,  Dr.  George  L.  WALiJkCB, 

Superintendent. 

6ENTLE3iEN :  —  On  Oct.  7,  1910,  the  State  Board  of  Health  received 
from  you  through  your  engineer  plans  of  a  system  of  sewerage  and 
sewage  disposal  for  the  Wrentham  State  School. 

It  appears  that  the  total  population  of  the  institution  at  the  present 
time  is  somewhat  less  than  300,  but  that  the  school  is  designed  for  the 
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accommodation,  eventually,  of  about  1,000  patients,  and  that  the  total 
population,  including  attendants,  may  amount  to  1,250.  The  plan  for 
disposing  of  the  sewage  provides  for  collecting  the  sewage  from  all  of 
the  buildings^  including  the  laundry^  into  a  main  sewer  leading  north- 
easterly from  the  buildings  to  filter  beds  to  be  located  on  the  easterly 
side  of  North  Street  in  Wrentham,  not  far  from  the  Norfolk  boundary, 
where  it  is  proposed  to  purify  the  sewage  by  intermittent  filtration  and 
discharge  the  effluent  into  a  small  stream  tributary  to  the  Charles  River. 
A  dosing  tank,  having  a  capacity  of  about  7,700  gallons,  is  to  be  located 
on  tfee  line  of  the  main  sewer  about  1,800  feet  from  the  filtration  area. 
The  filtration  area  is  divided  into  16  beds,  each  about  75  feet  square, 
having  an  aggregate  area  of  about  2  acres,  half  of  which  it  is  proposed  to 
construct  in  the  beginning. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  enp- 
neers  and  has  considered  the  plan  presented,  and  concludes  that  the 
works  in  general,  if  properly  constructed  and  maintained,  will  provide 
adequately  for  the  disposal  of  the  sewage  of  the  institution  for  the 
present  time. 

No  measurements  of  the  quantity  of  sewage  now  discharged  from  the 
institution  are  available,  but  judging  from  the  quantity  of  water  U8e<l. 
some  of  which  is  used  for  irrigation,  the  quantity  of  sewage  may  amount 
to  as  much  as  30,000  gallons  per  day.  Filter  beds  aggregating  an  acre 
in  area  would  be  ample  for  the  purification  of  this  quantity  of  sewa^, 
but  if  the  population  at  the  school  is  to  be  increased  in  the  near  future, 
it  will  be  best  to  construct  the  entire  area  of  filter  beds  shown  on  the 
plan  in  the  beginning. 

It  is  essential,  in  order  to  secure  the  best  results  in  the  operation  of 
the  filter  beds,  that  the  works  be  constructed  under  careful  engineerinj 
supervision  and  that  this  supervision  be  continued  for  a  time  in  the 
operation  of  the  filter  beds.  The  filter  beds  are  located  at  no  great  dis- 
tance from  a  public  highway,  and  it  is  especially  important  that  a  growth 
of  trees  be  maintained  about  the  filter  beds  and  especially  between  them 
and  the  road.  By  observing  these  recommendations,  the  filter  beds  can 
be  so  constructed  and  operated  that  they  are  likely  to  purify  the  sewae** 
satisfactorily  without  causing  objection  in  the  neighlx)rhood,  either  bv 
objectionable  odors  or  the  pollution  of  adjacent  waters. 

MlSCELLAXEOrs. 

The  followins:  is  the  substance  of  the  action  of  the  Board  during  t^  • 
year  in  reply  to  applications  for  advice  relative  to  miscellaneous  mat- 
ters:— 
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Danvees. 

To  the  Board  of  Health  of  the  Town  of  Vanvera.  J^N.  6,  1910. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation of  Nov.  23,  1909,  for  an  examination  of  Crane  Eiver  and  advice 
aR  to  improving  the  conditions  there,  and  has  caused  the  locality  to  be 
examined  by  its  engineer  and  samples  of  the  refuse  discharged  into  the 
stream  to  be  analyzed. 

Crane  River  is  a  tidal  estuary  which  drains  a  small  fresh  water  water- 
shed. It  is  polluted  near  its  upper  end  by  the  manufacturing  wastes 
from  two  tanneries,  and  just  below  the  tide  mill  near  its  outlet  it  is 
further  polluted  by  the  foul  drainage  from  two  other  tanneries.  It  prob- 
ably receives  considerable  further  pollution  from  the  large  population  on 
its  watershed. 

At  the  time  of  the  recent  examination  the  quantity  of  polluting  matter 
discharged  from  the  tanneries  at  the  upper  end  of  the  stream  was  less 
than  usual.  The  stream,  however,  was  still  considerably  polluted  in  this 
region  and  was  very  badly  polluted  below  the  tide  mill.  At  some  of  the 
tanneries  there  are  settling  basins  and  an  attempt  is  made  to  remove  a 
portion  of  the  solid  matter  from  the  wastes  before  they  are  discharged 
into  the  river,  but  the  works  for  treating  the  wastes  at  these  tanneries 
are  inadequate,  and,  as  they  do  not  receive  proper  care,  they  remove  but 
little  of  the  putrescible  organic  matter  from  the  tannery  wastes. 

The  question  of  the  disposal  of  the  wastes  from  these  tanneries,  espe- 
cially those  at  the  upper  end  of  the  river,  was  carefully  considered  by 
this  Board  several  years  ago,  and  investigations  and  experiments  were 
made  to  determine  definitely  the  character  of  these  tannery  wastes  and 
the  methods  by  which  they  could  be  purified.  The  results  of  these  in- 
vestigations showed  that  a  considerable  portion  of  the  putrescible  organic 
matter  could  be  removed  from  the  wastes  by  properly  designed  settling 
tanks,  when  operated  with  care,  and  that  the  wastes  could  be  efficiently 
purified,  after  such  sedimentation,  by  filtration  through  filters  composed 
of  coke,  or  sand  or  gravel.  These  results  were  communicated  to  your 
board,  and  copies  of  the  advice  of  the  Board  at  that  time  are  enclosed 
herewith. 

It  appears  to  the  Board  that  the  best  practicable  plan  of  disposing  of 
the  wastes  from  the  tanneries  which  now  pollute  Crane  River  and  from 
other  manufacturing  establishments  discharging  their  wastes  into  the 
waters  about  the  town,  would  be  to  collect  these  wastes  in  connection 
with  the  general  system  of  sewerage  to  serve  the  thickly  settled  portions 
of  the  town  of  Danvers,  in  which  a  sewerage  system  has  evidently  become 
necessary. 
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The  only  other  practicable  plan  of  preventing  the  nuisance  caused  by 
manufacturing  wastes  discharged  into  the  waters  about  the  town  will 
be  to  purify  them  by  the  methods  already  suggested,  to  such  a  degree 
that  the  effluent  will  not  cause  objectionable  conditions  when  discharged 
into  such  waters.  It  is  impracticable  at  the  present  time,  with  the  in- 
formation available^  for  the  Board  to  advise  you  definitely  as  to  whether 
these  wastes  can  best  be  purified  separately  by  works  at  each  tannery  or 
whether  it  will  be  better  to  collect  the  drainage  from  two  or  more  of 
these  establishments  at  some  point  where  a  purification  works  can  be 
located  in  this  region. 

It  is  probable  that  the  purification  of  these  wastes  to  such  an  extent 
as  to  prevent  the  objectionable  pollution  of  local  waters  will  require 
further  treatment  than  would  be  provided  for  by  sedimentation  alone, 
and  it  is  likely  under  the  circumstances  that  it  will  be  best  to  collect 
most  of  the  tannery  wastes  and  dispose  of  them  at  a  single  works.  As 
to  the  location  of  such  a  -works,  no  definite  advice  can  be  given,  since 
it  is  impracticable  to  make  a  satisfactory  examination  of  the  various 
localities  that  may  be  available  at  this  season  of  the  year.  It  is  prob- 
able, however,  that  a  suitable  place  can  be  found  near  the  southerly  side 
of  Crane  River,  where  works  might  be  located  at  a  sufficient  distance 
from  dwelling  houses  to  prevent  a  nuisance. 

There  is  a  further  important  reason,  in  the  opinion  of  the  Board, 
why  some  action  should  be  taken  without  delay  to  prevent  the  further 
pollution  of  Crane  River  and  the  waters  about  Danvers  by  sewage  and 
manufacturing  waste.  The  cities  of  Salem  and  Beverly  and  the  town 
of  Peabody  have  spent  large  sums  of  money  for  the  removal  of  sewage 
and  manufacturing  waste  from  the  North  River  and  its  tributary 
streams  and  estuaries,  which  also  drain  the  town  of  Danvers,  and,  in 
the  opinion  of  the  Board,  the  value  of  the  work  done  by  those  munici- 
palities will  be  diminished  if  the  town  of  Danvers  is  to  continue  to  use 
Crane  River  and  other  streams  in  the  neighborhood  increasingly  as  an 
outlet  for  unpurified  sewage  or  objectionable  manufacturing  wastes, 
such  as  are  now  discharged  there. 

The  Board  recommends  that  a  careful  investigation  be  made  to  deter- 
mine the  best  practicable  plan  of  collecting  and  disposing  of  the  sewa^ 
of  the  town,  including  the  waste  from  tanneries  and  other  establish- 
ments which  now  pollute  the  streams  and  waters  about  it;  and  at  the 
same  time  plans  for  the  sedimentation  of  the  wastes  from  the  various 
establishments  should  also  be  prepared,  since,  whether  the  manufac- 
turing waste  shall  be  disposed  of  by  itself  or  in  connection  with  a 
sewerage  system  of  the  town,  thorough  sedimentation  of  these  wastes 
before  treatment  or  admission  to  sewers  will  be  necessary.     The  prac- 
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ticability  of  dispoeing  of  the  tannery  wastes  separately  from  the  town 
sewage  should  also  be  carefully  considered. 

The  Board  advises  that  these  investigations  be  made  under  the  direc- 
tion of  an  engineer  of  experience  in  matters  relating  to  the  collection^ 
disposal  and  purification  of  sewage  and  manufacturing  waste^  'and  the 
Board  will  give  you  such  assistance  as  it  can  by  making  the  necessary 
examinations  of  the  manufacturing  wastes  and  will  give  you  further 
advice  in  this  matter  when  you  have  the  results  of  investigations  to 
present. 

Seekonk. 

Sept.  1,  1910. 
To  the  Board  of  Health  of  the  Town  of  Seekonk, 

Gentlemen:  —  In  response  to  your  communication  requesting  the 
advice  of  the  State  Board  of  Health  as  to  the  action  of  your  board  in 
the  matter  of  a  proposed  cemetery  to  be  located  near  the  Ten  Mile 
Biver  in  that  town^  the  Board  has  caused  the  locality  to  be  examined 
and  has  considered  the  information  presented. 

It  appears  that  the  land  is  situated  about  a  quarter  of  a  mile  from 
the  highway  and  from  any  dwelling  and  approaches  within  30  feet  of 
a  brook  which  flows  into  the  Ten  Mile  Biver  about  one  and  one-half 
miles  from  the  pumping  station  of  the  East  Providence  Water  Com- 
pany ;  and  that  you  have  approved  the  use  of  these  lands  as  a  cemetery, 
restricting  the  area  to  be  used  for  burial  purposes  to  that  which  is 
situated  more  than  200  feet  from  the  brook  and  more  than  300  feet 
from  a  spring  situated  very  close  to  the  division  line  between  this  land 
and  the  land  owned  by  the  heirs  of  Lillian  Nesbit. 

In  the  opinion  of  the  Board  the  lands  indicated,  with  the  restric- 
tions imposed  by  your  board,  may  safely  be  used  for  the  purposes  of  a 
cemetery.  The  Board  recommends  that  a  plan  and  description  of  the 
lands  approved  be  filed  at  this  oflSce. 
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Examination  of  Public  Water  Supplies. 


The  usual  chemical  analyses  of  the  principal  sources  of  public  water 
supply  in  the  State  have  been  made  during  the  year  and  are  presented  in 
the  two  following  tables^  the  first  of  which  contains  averages  of  analyses 
of  the  surface-water  supplies  and  the  second  the  averages  of  analyses  of 
the  ground-water  supplies. 


Averages  of  Chemical  Analysea  of  Surface-water  Sources  for  the  Year  1910. 

[Pkrts  in  100.000.] 
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Avera^  of  Chemical  Analyses  of  Surface-vmUr  Sources,  etc.  —  Continued. 

IFkrta  in  100,000.] 
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.0011 

.0000 

.22 

Gambridce,   . 

Upper  Hobbe  Brook  Rea- 
ervoir. 

.46 

6.03 

.0040 

.0317 

.0060 

.48 

.0043 

.0001 

.64 

Lower  Hobbe  Brook  Rea- 

.16 

6.80 

.0037 

.0278 

.0046 

.48 

.0020 

.0001 

.36 

ervoir. 

Stony  Brook  Reeervoir. . 

.40 

6.00 

.0028 

.0226 

.0027 

.66 

.0063 

.0001 

.61 

Freeh  Pond,    . 

.23 

6.60 

0066 

.0261 

.0071 

.61 

.0137 

.0004 

41 

Cheehire. 

Thunder  Brook,     . 

.00 

0.26 

.0020 

.0064 

.0014 

.11 

.0060 

.0000 

.06 

Kitchen  Brook, 

.02 

8.06 

.0026 

.0060 

.0006 

.00 

.0020 

.0003 

.08 

Cbetter, 

Austin  Brook, 

.10 

3.76 

.0010 

.0048 

.0000 

.11 

.0020 

.0000 

.18 

Chioopee, 

Morton  Brook, 

.06 

3.86 

.0006 

.0032 

.0004 

.16 

.0010 

.0001 

.06 

Cooley  Brook. 

.20 

4.16 

.0028 

.0104 

.0022 

.14 

.0010 

.0001  , 

.30 

Conoord, 

Sandy  Pond,  . 

.06 

6.24 

.0012 

.0063 

.0004 

.36 

.0072 

.0005 

.13 

Nagog  Pond,  . 

.06 

3.44 

.0010 

.0123 

.0022 

.31 

.0013 

.0000 

.16 

DaltoD. 

Egypt  Brook  Rooorvoir, 

.38 

3.82 

.0017 

.0123 

.0016 

.10 

.0047 

.0000 

.60 

D&nT0n, 

Middleton  Pond,    . 

.46 

4.07 

.0018 

.0106 

.0017 

.47 

.0010 

.0000  < 

.66 

Deerfidd, 

Roaring  Brook, 

.06 

7.66 

.0006 

.0040 

.0002 

.17 

.0180 

.0001  '  .07 

FaU  River.    . 

North  Watuppa  Lake,    . 

.16 

4.18 

.0024 

.0206 

.0036 

.70 

.OOOOi 

.0000     .30 

Falmouth,     . 

Long  Pond,     . 

.02 

3.12 

.0013 

.0116 

.0010 

1.00 

.0003 

.0000  1 

.12  JO.4 

Fitohburg,     . 

Mcetingbouee  Pond, 

.00 

2.86 

1 

.0026 

.0134 

.0014 

.18 

0012 

.0000    .30  '  1.0 

1 

Scott  Reeervoir,     . 

.10 

3.26! 

.0200 

.0236 

.0076 

.27 

.0016 

.0001  1 

.28 

Wachuaett  Lake,     . 

.12 

2.80 

.0030 

.0168 

.0024 

.18 

.0005 

.0001     .21 

U.7 

Qftrdn«r. 

Crystal  Lake, 

.10 

6.31 

.0038 

.0126 

.0011 

.28 

.0030 

.0000   1.19 

1  1 

Olouowtcr,    . 

Dike's  Brook  Reservoir, 

.30 

4.62 

.0026 

.0160 

.0022 

1.09 

.0010 

.0000   1.33 

1 

U.4 

Wallace  Reeervoir, 

.43 

6.27 

.0026 

.0201 

.0036 

1.32 

.0007 

.0000    .49 

Haskell  Brook  Reservoir, 

.66 

4.63 

.0068 

.0146 

.0021 

1.01 

.0018 

.0000  '   36 

1 

w.^ 

Qrwt  Barrinctoo,  . 

East  MounUin  Reservoir. 

.12 

4.97 

.0016 

.0060 

.0021 

.12 

.0003 

.0000    .17 

Grsen  River,  . 

.03 

8.83ii.0087 

j 

.0068 

.0008 

.11  .0110 

1 

.0001      10 

7.U 

Greenfield,     . 

Glen  Brook  Upper  Reser- 

.09 

6.96  .0043 
6.40  .0048 

.0007 

.0036 

.16  .0023 

.0000     .12 

voir. 

,1 

Glen  Brook  Lower  Reoer- 

.06 

.0062 

.0009 

.16 

.0020 

0001  1    IS 

Hadky,                .  | 

Hart's  Brook  Reaervoir. 

.00 

4.07  .0019 

1 

.0048 

.0006  , 

1 

.19 

.0002.0000    .U  I  2.0 

1           l>        1 
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Averagea  of  Chemical  Analyses  of  Surface-^water  Sources,  etc.  —  Continued. 

(Pkita  in  100.000.) 


Source. 

• 

Residue  on  Evapo- 
ration. 

Ammonia. 

• 

1 

S 

.16 
.44 

Nitrogen  : 

AS          1 

Oxygen  Consumed.    1 

1 

ALBUMINOID. 

1 

S 

z 

1 

Crrr  o«  Towk. 

• 

1 

Sus- 
pended. 

• 

1 

Hatfield.       . 
HarerhiU,      . 

Runninc  Gutter  Brooli 

Reservoir. 
Johnson's  Pond.     . 

:      .17 
.      .14 

4.15 
4.63 

.0080 
.0017 

.0104 
.0109 

.0017 
.0019 

oun 

.0013 

.0000 
.0000 

.86 
.87 

1.8 
2.1 

Crystal  Lftke. 

.      .18 

4.06 

.0020 

.0160 

.0017 

.37 

.0010 

.0000 

.37 

1.6 

Kenoca  Imke, 

.      .17 

4.35 

.0020 

.0166 

.0019 

.42 

.0005 

.0000 

.33 

2.0 

lake  Saltonstali.    . 

.      .18 

6.60 

.0028 

.0156 

.0015 

.54 

.0017 

.0000 

.34 

2.6 

Lake  Pentucket.     . 

.      .16 

4.40 

.0012 

.0166 

.0088 

.41 

.0007 

.0000 

.33 

2.0 

MUlvale  Reservoir, 

.      .62 

6.15 

.0000 

.0907 

.0019 

.38 

.0018 

.0000 

.74 

2.0 

Htogham,      . 

.      .6» 

4.20 

.0022 

.0161 

.0017 

.71 

.0003 

.0000 

.89 

0.5 

Holden. 

U  uschopauce  Lake. 

.      .06 

2.04 

.0017 

.0109 

.0009 

.30 

.0006 

.0000 

.16 

1.1 

Holyoke, 

Whitinc  Street  Reservoir 

.      .13 

4.56 

.0083 

.0172 

.0020 

.22 

.0012 

.0000 

.21 

2.4 

Fomer  Reservoir.    . 

.      .46 

4.25 

.0026 

.0123 

.0013 

.15 

.0021 

.0000 

.47 

1.5 

Wright  and  Ashley  Pond 

.      .13 

4.71 

.0081 

.0805 

.0028 

.19 

.0010 

.0005 

.24 

2.5 

High  Servioe  Reservoir, 

.      .13 

3.M 

.0023 

.0822 

.0083 

.18 

.0003 

.0000 

.30 

1.8 

Httdson, 

Gates  Pond,    . 

.      .10 

3.08 

.0083 

.0109 

.0026 

.25 

.0015 

.0000 

.22 

1.2 

Fosgat«  Brook. 

.      .58 

5.07 

.0043 

.0850 

.0063 

.20 

.0140 

.0008 

.64 

1.7 

Hantiagton.  . 

Cold  Brook  Reservoir. 

.      .16 

3.76 

.0006 

.0048 

.0003 

.15 

.0032 

.0000 

.23 

1.5 

Ipflwieh, 

Dow's  Brook  Reservoir 

.      .20 

5.17 

.0086 

.0176 

.0033 

.83 

.0022 

.0000 

.32 

1.9 

Lavranoe, 

Merrimack     River,     fil- 
tered. 

Codding    Brook    Uppei 
Reservoir. 

Codding     Brook  Lowei 
Reservoir. 

Basin  Pond  Brook, 

.43 
r     .40 
r     .28 
.      .63 

3.14 
4.88 
4.20 

.0057 
.0099 
.0028 
.0019 

.0106 
.0198 
.0118 
.0164 

.0087 
.0017 
.0019 

.48 
.10 
.12 
.11 

.0332 
.0062 
.0038 
.0060 

.0003 

.0000 
.0000 

.0000 

.41 
.50 
.35 
.72 

1.5 
0.8 
2.6 
1.4 

Lenca,   . 

Reservoir, 

.      .06 

8.45 

.0009 

.0060 

.0023 

.13 

.0010 

.0000 

.15 

7.0 

Leominster, 

Morse  Reservoir,    . 

.      .21 

2.70 

.0089 

.0190 

.0034 

1 
.22 

.0018 

.0000 

.33 

0.3 

Haynes  Reservoir, 

.      .30  3.11 

.0139 

.0337 

.0079 

.22 

.0014 

.0001 

.40 

0.3 

Fall  Brook  Reservoir, 

.      .12  2.76 

.0028 

.0140 

.0023 

.21 

.0007 

.0000 

.27 

0.4 

LoQcmeadow, 

Cooley  Brook, 

.      .15  5.00 

.0082 

.0086 

.0034 

.21 

.0140 

.0003 

.19  3.0 

Lynn,    . 

Bireh  Reservoir,     . 

.      .27 

4.82 

.0051 

.0824 

.0039 

.67 

.0007.0001 

.45  1.7 

Breed's  Reservoir,  . 

.      .41 

4.70 

.0065 

.0844 

.0044 

.70 

.0010.0001 

.53 

1.6 

Walden  Reservoir, . 

.      .42 

5.02 

.0055 

.0225 

.0038 

.69 

.0015 

.0001 

.58   1.9 

Hawkes  Reservoir, 

.57 

6.13 

1.0048 

.0895 

.0038 

.80 

.0012  .0001 

.78  2.4 

Saugus  River, 

.    1.14 

8.54 

.0057 

.0367 

.0083 

.93 

.0005.0001 

1.11 

[ 

3.9 

Haiiehest«r.  . 

Round  Pond, 

.76 

5.59 

.0032 

.0243 

.0036 

.99 

.0010  .0000 

1 

.70  1.2 

• 

Gravel  Pbnd. 

.12 

3.97 

.0019 

.0126 

.0020 

.82'. 0010 

1        1 

.0000 

.24  0.9 

1 
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Averaifea  of  Chemical  Analyses  of  Stafae&-vxUer  Sources,  etc.  —  Continued. 

(Fftrts  in  100,000.) 


Source. 

• 

i 

» 

Ammomia. 

1 

1 

• 

o 

.64 

NxTBOonv 

AS 

1 

6 

1 

▲LBUiaNOXD. 

• 

1 

•mm 

Z 

Nitrites. 

CiTT  OB  Town. 

• 

1 

Sus- 
pended. 

tm 

ICarlborough, 

Lake  WilUama.       .       . 

.11 

4.82 

.0024 

.0182 

.0021 

.0022 

.0000 

r 

.26'  I.s 

Uftyimrd, 

MiUham    Brook    Reeer- 

voir. 
White  Pond.   . 

.42 
.06 

4.79 
8.16| 

.0062 
.0011 

.0247 
.0109 

.0042 
.0012 

.41 

.80 

1 

.0087 

flflM 

.0000  , 
.0000 

1 

.63  I.s 

.181  0.1 

Milfnrd. 

Charlet  River.  IBlterad,    . 

.22 

8.84 

.0011 

.0076 

- 

.87 

1 

.0064 

.0000 

.28|1.1 

.12.  0.4 

1 

IfoDtacue,     . 

Lake  Pleasant. 

.09 

2.90 

.0041 

.0106 

.0019 

.16 

.0020 

.0001 

Nantucket.    . 

Wannaoomet  Pond, 

.05 

6.76 

.0018 

.0122 

.0029 

2.17 

0006 

0000 

.13  IS 

New  Bedford.       . 

Little  Qulttacas  Pond.  . 

.28 

4.06 

.0022 

.0218 

.0027 

.61 

.0000 

.0000 

.42,  1.0 

Great  Quittacas  Pbnd.  . 

.88 

4.13 

.0020 

.0218 

.0089 

.62 

.0000 

.0000 

.66.  0  8 

North  Adami, 

Notch  Brook  Reservoir. 

.00 

6.60 

.0016 

.0067 

.0011 

.09 

.0010 

.0000 

.16^  5.1 

Broad  Brook, 

.22 

4.18 

1 

.0018 

.0101 

.0027 

1 

.09 

.0067 

.0000  1 

.88  2.1 

Middle  Reservoir.  . 

.20 

4.23| 

.0017 

.0114 

.0028 

.14  i.0016  .0000  . 

.85  1.8 

Mountain  Street  Reeer- 

voir. 
West  Brook.    . 

.11 
.16 

3.6o| 
4.61 

.0011 
.0006 

.0094 
.0064 

.0024 
.0021 

.12 
.13; 

.0006 

.0036 

.0000 
.0000  , 

.22  1.7 

1 

.22  2.0 

North  Andover,    . 

Great  Fond.   . 

.17 

4.42, 

1 

.0020 

.0177 

.0028  1 

.42  .0008  .0000 

'  .89.  1.6 

Northborough. 

Lower  Reservoir,    . 

.61 

4.43  .0012 

.0260 

.0066  1 

1 

.81,  .0020 

.0001 

.66  11 

Northbridge. 

Cook  Allen  Reservoir,    . 

.33 

3.6i 

.0080 

.0178 

.0041  t 

1 

.28- .0022 

1 

.0000  1 

.M  0.4 

1 

North  Brookfield.. 

Doane  Pbnd,  . 

.40 

8.47 

.0086 

.0268 

.0046 

.16,  .0010  .0000  ' 

1                                          1 

.46|0.7 

North  P6nd.  . 

.49 

8.66 

.0018 

.0299 

.0099 

1                    1 
.16;  .0007  .0000 

.66  0.6 

Norwood, 

Buekxnaster  Pbnd, . 

.12 

4.72 

.0220 

.0168 

.0046 

1 

.66  .0024  .0001 

1 

.17  1.4 

Orange, 

Distributing  Reservoir,  . 

.10 

4.43 

.0007 

.0048 

.0006 

.13,  .0007|.0000 

.U  1.1 

Ffehncr.         .       . 

Lower  Reeervoir,    . 

.26 

4.01 

.0062 

.0148 

.0088 

.17 

0089  0000 

.29  0.8 

Pfeabody. 

Brown's  Pond. 

.17 

4.80 

.0021 

.0178 

.0081 

.84  .0060  .0001 

;  .28  LI 

Spring  Pond.  . 

.16 

6.62' 

.0047 

.0178 

.0088 

.76  .0010.0001 

.81  21 

Suntaug  Lake. 

.06 

4.72 

.0022 

.0168 

.0018 

.86,.0018|.0000 

.23  8.6 

Pittefield.      . 

Ashley  Uke,  . 

.81 

4.46  .0012 

1 

.0110 

.0024 

.11  •0020.0000 

>  .46  2  2 

Ashley  Brook, 

.81 

6.62: 

.0018 

.0141 

.0049 

.10  .0060|.0000 

.41  3  2 

Hathaway  Brook.  . 

.18 

9.17 

1 

.0006 

- 

.141.0110.0000 

.28,  6.7 

MiUBiook.     . 

.11 

8. 66, .0016 

.0182 

.0042  ; 

1 1             ' 

.12  .0030.0000 

.29  1.7 

Sacket  Brook. 

.20 

6.77 

.0016 

.0076 

.0010  ' 

.18  .0140.0000 

.r  6.0 

Plymouth.     . 

Little  South  Pbnd. 

.03 

2.97| 

.0026  .0181 

.0081 

'                     1 

.16,  0  2 

GreatlSooth  Pond. 

.01 

8.09' 

1 

.0016  .0180 

.0011  ; 

<  .70  .0002.0000 

.11  0.1 

Randolph,     . 

Great  Pond.   . 

.86 

4.76 

.0020 

.0177 

.0012 

.74 

.0033  .0000 

.64  14 

Roekport.      . 

Gape  Pbnd.     . 

.26 

11.49, 

.0083.0886 

.0180  ! 

4.01 

.0006.0000  ■ 

.83  8  1 
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Ateraget  of  CAcmteoZ  Arudysea  of  Surfaee-woier  Sources,  etc.  —  Concluded. 


[Fertein 

1O0.O0O.) 

1 

g 

Ammohxa. 

NiTBOOBM 
At 

1 

1 

1 

Source. 

ALBUMIXroZD. 

CiTT  OK  TOWH. 

• 

• 

• 

1 

i 

■  • 

1 

1^ 

8 

1.01 

z 

• 

i 

Safem.   .        . 

Wenham  Lake. 

.29 

1 

6.00 

.0007 

.0224 

.0049 

.9051 

.0001 

.42 

2.8 

Longham  Reeervoir, 

.94 

7.26 

.0056 

.0264 

.0M9 

1.06 

.0061 

.0003 

.90 

2.2 

SoQthbridte. 
South  HAdlejr,      . 

Hfttohet    Brook    Reeer- 
voir No.  3. 

HiRtohet    Brook    Reeer- 
voir No.  4. 

Leaping  Well  Reeervoir. 

.80 
.82 
.00 

8.27 
8.04 
2.74 

.0076 
.0007 
.0106 

.0201 
.0184 
.0862 

.0049 
.0086 
.0119 

.24 
.24 
.17 

.0080 

1 

.0080 
.0064 

.0000 

0000 

.0001 

.42 
.44 

.14 

0.7 
0.6 
0.8 

Buttery    Brook    Reeer- 

.13 

8.80 

.0048 

.0118 

.0086 

.28 

.0170 

.0008 

.16 

1.0 

Spencer, 

voir* 
Shaw  Pond,    . 

.06 

2.81 

.0018 

.0126 

.0010 

.20 

.0012 

.0000 

.18 

0.9 

SuringSeld.   . 
fitoekbridge, 

Wcetfield   Little    River. 

filtered. 
LakeAverie.  . 

.26 

.18 

4.01 
7.80 

.0011 
.0050 

.0080 
.0184 

.0026 

.16 
.12 

.0068 
.0004 

.0000 
.0000 

.82 

1.3 
6.4 

Taimton, 

Aaeawompaett  Pond, 

.23 

8.23 

.0019 

.0188 

.0022 

.58 

.0008 

.0000 

.87 

0.7 

Elder'a  Ftond. 

.00 

8.23 

.0018 

.0162 

.0010 

.58 

.0005 

.0000 

.24 

0.6 

Wakefield.     .       . 

CryetalLake. 

.20 

5.48 

.0086 

.0186 

.0086 

.75 

.0062 

.0001 

.29 

2.1 

Waiefaun   (Oneet), 

Jonathan  Fbnd, 

.02 

2.63 

.0014 

.0067 

.0021 

.68 

.0008 

.0000 

.13 

0.2 

Weyland. 

Snake  Brook  Reeervoir,  . 

.74 

6.40 

.0040 

.0272 

.0088 

.87 

.0022 

.0000 

1 

.88 

1.6 

Wettfidd.      . 

Montgomery    Reeervoir, 

.40 

3.32 

.0058 

.0865 

.0051 

.16 

.0007 

.0000 

.64 

0.4 

Tekoa  Reeervoir,    . 

.86 

2.00! 

.0082 

.0169 

.0029 

.16 

.0008 

.0000 

.61 

0.4 

TiUoteon  Brook  Reeer- 

.18 

8.26 

.0014 

.0067 

.0006 

.16 

.0016 

.0000 

.22 

0.6 

Wcet  Springfield,  . 

voir. 
Darby  Brook  Reeervoir, 

.18 

6.22 

.0182 

.0164 

.0076 

.29 

.0068 

.0001 

.24 

2.9 

Bear  Hole  Brook,  filtered. 

.07 

6.83 

.0011 

.0042 

- 

.18 

.0069 

.0001 

- 

4.1 

Weymouth,    . 

Great  Ftond.    . 

.80 

8.95 

.0034 

.0187 

.0029 

.63 

.0018 

.0000 

.60 

0.9 

Winkmeburg, 

Reeervoir, 

.12 

4.43 

.0016 

.0066 

.0018 

.13 

.0006 

flODO 

.20 

1.9 

Wineheeter.   . 

North  Reeervoir,    . 

.00 

8.95 

.0019 

.0191 

.0089 

.50 

.0003 

.0000 

.20 

1.7 

South  Reeervoir,    . 

.11 

8.40 

.0064 

.0170 

.0083 

.45 

.0010 

.0000 

.19 

1.4 

Middle  Reeervoir,  .       . 

.10 

8.70 

.0074 

.0880 

.0057 

.47 

.0028 

.0001 

.28 

1.3 

Woseeeter, 

Bottomly  Reeervoir, 

.18 

8.61 

.0086 

.0180 

.0087 

.22 

.0067 

.0000 

.81 

1.2 

Kent  Reeervoir,     . 

.18 

8.47 

.0041 

.0162 

.0026 

.24 

1 

.0018 

.0000  . 

1 

.86 

1.1 

Leioeeter  Reeervoir, 

.16 

8.46 

.0047 

.0130 

.0016 

.26  .0025 

.0000 

.28 

1.1 

Mann  Reeervoir,     . 

.13 

8.81 

.0029 

.0148 

.0025 

.22 

.0023 

.0000 

.29 

1.2 

Upper  Hdden  Reeervoir. 

.17 

2.61 

|.0OI8 

.0138 

.0088 

.21 

.0018 

.0000  1 

.26 

0.6 

Lower  Holden  Reeervoir. 

.10  2.40 

;.0038 

.0111 

.0018 

.22 

1.0012 

.0000 

.19 

0.7 
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Ateragea  of  Ctiemical  Analyua  of  Qround^water  Source*  for  the  Year  1910. 

(Fan*  in  100.000.1 


Sooroe. 

■ 

Residue  on 
Evaporation. 

AMMOlflA. 

P 

• 

.00 

1 

NmooKK , 
Aa 

1 

1 
1 

,1 

s 

Cirr  OB  Town. 

1 

Albu- 
minoid. 

• 

Nitrites. 

1 

Tubular  wells,     . 

.03 

1 
8.40 

.0003 

.0026 

.0240    .0000 

;      1 

7.3,  0160 

Attbboioath,  . 

Laisewell 

.02 

4.74 

0010 

.0036 

.48 

.OlM    .0000 

2.2  0074 

Avon* 

WeUa 

.02 

6.57 

.0003 

.0017 

.40 

.0483 

.0000 

1.8,.0153 

1 

Aytr, 

Laise  well,  .... 

.00 

5.02 

1 

.0002 

.0021 

.76 

.0830 

1  2.4  .0018 

Tubular  weUa,     . 

.00 

4.84 

.0006 

.0010 

.17 

.0018 

.0000     2.o|.0118 

B«if6rd.  . 

Laise  well,  .... 

06 

5.11 

.0011 

.0027 

.36 

.0027 

.0000 

1 

1.7 

0250 

BOleriea,  . 

Tubular  weUa,     . 

.14 

6.35 

.0018 

.0041 

.37 

.0037 

.0000 

r 

2.4  0448 

Braintree, 

Filtai^fallery. 

.07 

5.08 

.0032 

.0067 

1.06 

.0858 

.0000 

\  1  8(  0043 

Bridcawater,    . 

Wells 

.11 

0.30 

.0004 

.0026 

.51 

.0006 

.0000 

3.8.  0412 

Btookfiald  (Eaat).    . 

Tubular  wells,     . 

.00 

3.02 

.0004 

.0012 

.90 

.0067 

.0000 

0.6 

OOS 

Brookline, 
Canton,    . 

Tubular  wells  and   filter- 
Springoaie  well,  . 

.20 

.00 

0.57 
5.17 

.0065 
.0006 

.0065 

.0020 

.72 
.45 

.0246 

.0247 

.0001 
.0000 

4.8i046S 

1 

1.5].OU0 

Well  near  Henry's  Spring,  . 

.02 

4.42 

.0003 

.0022 

.47 

.0340 

.0000  1  1.4I  oon 

Chelmaford  (North), 

Tubular  wells,     . 

.13 

3.05 

.0054 

.0046 

.80 

.0277 

.0002 

1.S|.0498 

Chieopaa  (Fatrrieir), 

Tubular  wells,     . 

.02 

3.64 

.0000 

.0000 

.11 

.0018 

.0000 

jO.ol.OlTB 

Cohaaaet, 

Tubular  wells  No.  1.  . 

.01 

14.20 

.0005 

.0012 

1.88 

.0850 

.0000  '  6.1|  006S 

Tubular  wells  No.  2,  . 

.00 

13.13 

.0004 

.0046 

1.00 

.1002 

.0000     5  61  0043 

Filter«allery, 

.44 

11.00 

.2730 

.0187 

1.27 

.0047 

.0004   ,  5  4I  0700 

Large  well 

.50 

10.71 

.0008 

.0143 

1.68 

.0001 

.0002   .  35'  202$ 

Dedham. 

Large  well  and  tubular  wells, 

.02 

10.06 

1.0013 

1 

.0034 

.06 

.1302 

.0000      4Oi006S 

Dracut  (Water  lup- 

ply  Diatricc.) 
Diaeut  (Collinsville. 

Tubular  wells,     . 
Tubular  wells,     . 

.02 
.08 

8.78 

1 

10.57 

!.O0O4 
.0000 

.0012 
.0046 

.42 
.32 

.0450 
0817 

.0001  ,!  41;  O08I 

.0000  j,  4.8,  OS77 

0000   '  S.sl  0111 

Eaathampton, 

Tubular  wells,     . 

.00 

7.04 

0001 

0013 

.13 

.0210 

Eaaton,    . 

WeU 

.01 

4.43 '.0007 

.0023 

.68 

0420  1  0000  ■    1.6  0Q6S 

Tubular  wells.     . 

.00 

3.851.0008 

.0010 

.03!i  0007 

0000   <  0  4l  0027 

Fairhaven. 

Tubular  wells.     . 

.43 

7.65  .0006 

.0002 

1.15 

.0610  '0000  >   2.6  000 

Foxborough. 

Tubular  wells,     . 

.00 

3.3O1.OOO6 

.0011 

.30 

0S50    .0001  1    l.Oj  OMO 

Framinfham, 

Filtei^galler}'.      . 

.06 

8.401.0040 

.0066  1 

.83 

.0210 

0001  !,  S  oi  0115 

Franklin, 

Tubular  wells,     . 

.06 

3.10  .0004 

.0012 

.28 

0220;  0000      0  8  0061 

1                                       * 

Grafton,  . 

Filter-gallery. 

10     8.77 

.0012 

.0047 

1.12 

.1443  >  0000  1   3  6  0117 
1                       i 

Qroton,    . 

Large  well 

00     0.03  .0000 '.0012  1 

1            1           1 

.21.   0027  '0000  '   3  0  0067 

Hingham, 

WelU 

.03 

5.77,  0034  1.0033 

II           1 

.73! 

0112    .0000      tikWK 

Hopkinton, 

Tubular  wells.     . 

00   14.23    0002  !.0021  1  I.22! 
1           1 

3267  1  0000     5  6  OQO 

Hyde  Park,     . 

Tubular  wells  near  Nepon- 
set  River. 

1 

1.18   16.24    0276    .0048  112.40  .0707     0003      0.4  OTU 

1,                               1 
1            '           ■'                               1 

No.  34.]       EXAMINATION  OF  WATER  SUPPLIES. 
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Averages  of  Chemical  Analyses  of  Ground-Heater  Sources,  etc.  —  Continued. 


[Parts  in 

100.000.1 

Source. 

• 

Residue  on 
Evaporation. 

Ammonia. 

1    . 

S 

6 

1.05 
.77 

NlTROGSN 
AS 

• 

1 

City  ob  Town. 

1 

Albu- 
minoid. 

• 

S 

z 

■ 

a 
8 

Hyde  Fkrk— Con.  . 
Eiapton, 

Tubular  wella  near  Mother 

Brook. 
Tubular  wella. 

.19 
.02 

8.63 
4.80 

.0006 
.0001 

.0084 
.0015 

.10S2 
.0090 

.0000 
.0000 

8.1 
1.4 

.0067 
.0050 

▼     •       ^^ 

Wella 

.14 

5.93 

.0001 

.0042 

.27 

.0493 

.0000 

2.7.0310 

LoweU,    . 

Boulevard  wella  (tubular),  . 

.81 

5.31 

.0340 

.0061 

.33 

.0071 

.0001 

2.1 

.1398 

HanehMter,     . 

Lazsewell,  .... 

.01 

11.40 

.0007 

.0006 

1.88 

.1630 

.0004 

4.2 

.0194 

UiDafidd. 

Lazsewell,  .... 

.00 

4.68 

.0006 

.0014 

.42 

.0463 

.0000 

1.4 

.0052 

UarUelMad.     .        . 

Wella  Noa.  1  and  2.      . 

.04 

31.45 

.0006 

.0025 

6.53 

.0153 

.0000 

13.6 

.0206 

WeU  No.  2.  filtered,     . 

.01 

22.60 

.0005 

.0026 

1.83 

.0056 

.0000 

10.4 

.0061 

Uarion.    . 

Tabular  wella,     . 

.00 

4.64 

.0002 

.0010 

.72 

.0165 

.0000 

1.0 

.0096 

Minhfield.       . 

Well 

.00 

25.20 

.0006 

.0018 

8.80 

.1050 

.0000 

6.8 

.0040 

U«dfidd. 

Spring,         .... 

.02 

9.30 

.0094 

.0206 

.82 

.0460 

.0001 

3.4 

.0140 

Ucrrimae, 

Tubular  wella,     . 

.00 

6.23 

.0005 

.0016 

1 
.51 

.0342 

.0000 

2.2 

.0040 

Uethuen, 

Tubular  wells,     . 

.24 

7.95 

.0016 

.0073 

.38 

.0135 

.0000 

3.8 

.0238 

Ulddleboroiich.       . 

WeU. 

.29 

6.27 

.0046 

.0062 

.66 

.0882 

.0000 

2.3 

.1572 

UiUbury. 

Well,    . 

.03 

5.97 

.0004 

.0024 

.38 

.0172 

.0000 

2.3 

.0091 

Hillft,      .       . 

Spring, 

.00 

8.20 

.0006 

.0066 

.71 

.1600 

.0000 

3.0 

.0120 

HooMm*  . 

Large  well. 

.00 

3.70 

.0004 

.0009 

.15 

.0090 

.0000 

1.1 

.0068 

Natick.    .       . 

Large  well,  . 

.01 

8.90 

.0003 

.0021 

.65 

.0273 

.0000 

4.5 

.0057 

Needham, 

Well  No.  1,  . 

.00 

7.10 

.0002 

.0019 

.75 

.1068 

.0000 

2.4 

.0052 

Well  No.  2, 

.00 

6.48 

.0002 

.0018 

.74 

.1050 

.0000 

2.5 

.0048 

Hick*s  Spring,     . 

.01 

5.72 

.0007 

.0043 

.59 

.0877 

.0000 

1.9 

.0063 

N«vburyport. 

Wells  and  springs. 

.07 

8.71 

.0014 

.0065 

1.11 

.0224 

.0000 

3.2 

.0239 

Newton,  . 

No.  AtUeboiouth, . 

Tubular  wells  and   filter- 
oldiS?,'     .... 

.03 
.00 

6.33 
6.62 

.0009 
.0004 

.0025 
.0017 

.49 
.59 

.0240 
.0278 

.0001 
.0000 

2.8 
2.7 

.0097 
.0065 

Oak  Bluffs,      . 

Springs 

.00 

4.80 

.0003 

.0018 

.98 

.0114 

.0000 

0.9 

.0056 

Oxford,    .       .       . 

Tubular  wells,     . 

.00 

4.18 

.0002 

.0013 

.80 

.0303 

.0000 

1.7 

0048 

Palmer  (Bondarille), 

Tubular  wells,     . 

.00 

5.73 

.0002 

.0010 

.18 

.0150 

.0000 

1.9 

.0079 

PkpperaU. 

Tubular  wells,     . 

.01 

4.01 

.0001 

.0006 

.18 

.0007 

.0000 

1.3 

.0040 

PUinTiUe. 

Tubular  wells,     . 

.11 

5.08 

.0001 

.0012 

.31 

.0006 

.0000 

2.2 

.0461 

•  tvvineatown, 

Tubular  wells  in  Truro,      . 

00 

6.60 

.0002 

.0006 

2.33 

.0061 

.0000 

1.3 

.0056 

BMdlng. . 

Filtei^gallery,      . 

.77 

12.21 

.0176 

.0146 

3.00 

.0033 

.0001 

2.8 

.2087 

Filtered  water,    . 

.26 

17.77 

.0166 

.0092 

3.09 

.0040 

.0002 

1 
7.9 

.0347 

Sdioate.  .       . 

Tubular  wells,     . 

.01 

16.84 

.0003 

.0012 

3.62 

.2140 

.0000 

6.1 

.0062 

Sbwon,    . 

Well 

.00 

10.92 

.0003 

1 

.0011 

1 

1.38 

.8000 

.0000 

4.6 

.0138 
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Averages  of  Chemical  Analyses  of  Oround-water  Sources,  etc.  —  Coacluded. 

(Parte  in  100,000.] 


Source. 

• 

^tion. 

Ammohia. 

g      Chlorine. 

NrraooBK 
AS        ; 

CiTT  OB  Town. 

Residue  on 
Evapora 

Free. 

Albu- 
'  rainoid. 

Nitrates. 

J 

1 

2 

1 

.  SB     i 

Sheffield, 

Spring.        .... 

.01 

8.30 

.0006 

1 

.0013 

.0083 

0000 

'  1.7  .0037 

Shirley.    . 

WeU 

.00 

2.92 

:.O0O3 

1 

.0010 

.22 

.0106 

.0000 

.  0.7.0043 

Tisbury,  . 

WeU 

.06 

4.10 

.0015 

.0013 

1.02 

.0080 

.0000 

0.4   C080 

Uzbridge, 

Tubular  wells,     . 

.01 

4.63 

.0002 

.0013 

.66i.0783 

.0000 

1.6.0040 

Walpole,  . 

Tubular  wells,     . 

.00 

4  80 

.0006 

.0013 

.42*  .0373 

t 

.0000 

1.6.0053 

Waltham, 

OldweU.      .        .        .        . 

.15 

8.09 

'.0045 

.0041 

.79'!. 0216 

1       1 

.0000 

3  5   0575 

New  well 

.00 

7.42 

.0007 

.0040 

'  .58'   0185 

1 

.0000 

3  4    0003 

1 

Ware, 

Wells 

.00 

5.97 

.0005 

.0012 

.36'M150 

0000 

2  2    0065 

Wareham  (Fixe  Dis- 
trict). 
Webster,  . 

Tubular  wells,     . 

Wells 

.01 
.02 

3.45 
4.60 

.0005 

1.0008 

.0013 
.0022 

.60  .0014 
.so'!. 0100 

.0000 
.0000 

OS  oom 

10  .0308 

Wellesley. 

Tubular  wells,     . 

00 

9.21 

!.O0O3 

.0018 

.08  .0964 

.0000 

4.1    0043 

Well  at  Williams  Spring.     . 

.00 

13.95 

1.0011 

.0020 

1.30' 

S558 

.0000 

5.1  .0107 

Westboroufh,  . 

Filter  basin, 

.04 

8.17 

i  0020 

.0102 

.27! 

.0002 

.0000 

1.3  .0185 

Westford. 

Tubular  wells,     . 

.00 

4.19 

>.0003 

0008 

.18 

.0073 

0000 

1.2  .0065 

Weston,    . 

Well 

.21 

8.53 

.0014 

.0005 

.58 

1 

.0148 

.0000 

8  7  .0005 

Winchendon,    . 

Well 

.22 

3.00 

.0013 

.0023 

.14. 0040 

.0000 

O.S   0070 

1 

Wobum,  . 

Filter-gallery  and  wells. 

.02 

10.47 

.0043 

.0040 

1.831.0172 

.0000 

5.0   0080 

Wrsntham, 

Tubular  wells.     . 

.00 

1 

3.12 

.0002 

.0010 

.3l".0023  1.0000 

1 

,  1.0  OOU 

EXAMINATION  OF  RIVEES. 
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EXAMINATION  OF  RIVERS. 


All  of  the  larger  rivers  of  the  State  are  polluted  in  a  greater  or  less 
degree  by  the  sewage  of  cities  or  towns  or  by  manufacturing  wastes  from 
factories  and  mills  located  upon  their  banks,  and  to  some  extent  from 
other  causes  incident  to  regions  as  populous  as  are  most  of  the  river 
valleys  of  Massachusetts.  In  some  cases  the  pollution  is  slight  and  de- 
tectable only  by  analysis  unless  in  the  immediate  vicinity  of  the  outlet 
of  a  sewer  or  below  a  factory  or  mill  discharging  wastes  from  manu- 
facturing processes  in  which  the  water  used  is  more  or  less  fouled.  In 
other  cases  the  pollution  caused  by  the  discharge  of  sewage  or  manu- 
facturing waste  at  a  city,  town  or  village  is  so  great  that  the  river  has 
an  objectionable  appearance  and  a  noticeable  odor  for  a  long  distance; 
and  in  some  cases  the  pollution  is  so  great  as  to  render  the  stream  filthy 
and  offensive  for  many  miles. 

The  year  1910  was  one  of  the  driest  on  record,  and  the  rainfall,  though 
much  greater  than  the  average  in  January  and  February,  was  much 
lower  for  the  year  than  in  any  year  for  more  than  a  quarter  of  a  cen- 
tur}' .  The  effect  of  this  extremely  low  rainfall  has  been  to  diminish  the 
flow  of  streams  to  a  smaller  quantity  than  in  the  years  of  low  rainfall 
immediately  preceding,  and  to  reduce  the  dilution  of  sewage  and  other 
polluting  matters  discharged  into  the  streams  to  a  lower  degree  than  has 
been  the  case  in  many  years. 

On  nearly  all  of  the  important  streams  of  the  State  stations  were  es- 
tablished many  years  ago  at  which  samples  of  the  water  have  been  col- 
lected for  chemical  examination  to  determine  the  changes  taking  place 
from  time  to  time  in  the  condition  of  the  water.  The  samples  are  for 
the  most  part  collected  during  the  six  driest  months  of  the  year,  from 
Jime  to  November  inclusive,  since  in  this  part  of  the  year  the  dilution 
of  sewage  in  polluted  streams  is  least  and  the  effect  of  pollution  most 
noticeable ;  though  in  a  few  cases  samples  are  collected  monthly  through- 
out the  year.  During  the  year  1910  chemical  analyses  were  made  of 
samples  of  water  collected  from  the  following  streams  at  monthly  inter- 
vals, in  some  cases  during  the  entire  year :  — 
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Assabet. 

Blackstone. 

Charles. 

Chicopee. 

Concord. 

Connecticut. 

Deerfield. 

Frencli. 

Green. 

Hoosick. 

Hoosatonie. 

Merrimack. 

Mill  (Northampton). 


Miller's. 

Nashua. 

Nemasket. 

Neponset. 

Quaboag. 

Quinebaug. 

Salisbury  Plain. 

Shawsheen. 

Sudbury. 

Taunton. 

Ten  Mile. 

Ware. 

Westfield. 


Blackstonb  Eiyeb. 

The  Blackstone  Eiver  is  polluted  by  wastes  discharged  from  mills  in 
Cherry  Valley,  chiefly  in  the  town  of  Leicester  and  the  upper  part  of 
the  city  of  Worcester^  and  in  places  in  this  region  has  been  offensive 
during  the  past  year.  It  evidently  receives  considerable  additional  pol- 
lution between  Cherry  Valley  and  the  next  observation  station  located 
a  short  distance  above  the  Worcester  precipitation  works.  Below  this 
point  the  river  receives  the  eflSuent  from  the  precipitation  works  and 
the  filter  beds  for  the  disposal  of  the  sewage  of  the  city  of  Worcester. 
Farther  down-stream  considerable  pollution  is  added  to  the  stream  from 
factories  in  the  various  villages  along  its  course. 


blackstone  rivsr. 

Blackstonb  River. 

Chemical  Exaionation  of  Water  from  Blackstone  Rtver. — Averages 
FOR  Six  Months,  from  June  to  November,  inclusive. 

BlackaUme  Rivera  bdow  Cherry  Valley. 

[PUU  in  100,000.) 


Year. 


1906. 
1909. 
1910. 


Ransus  on 

ETAPOBAnOK. 


1 


a 


1 

Ammonia. 

1 

ALBUMINOID. 

■ 

1 

« 

1 

• 

• 

1 

d 

00 

'  £ 

H 

Q 

■I 


.35 

.32 


20.57 
13.93 
16.42 


3.83 
3.34 
3.92 


.1531  .0«24 

0681  .0470 

.0633  .0480 


0608  .0116 
0334  .0136 
0387  .0102 
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bl.ack8tone  riveb. 

Chemical  Examination  qp  Water  from  Blackstone  River,  etc. — 

Continued, 

BJacksUme  River,  between  Mill  Brook  Channel  and  the  Sewage  Precipitation  Works 

of  the  CUy  of  Worcester, 

[Pkrte  in  lOO.OOa] 


• 

RxaiDUB  ON 

Eyapokation. 

AjiMOXOA. 

• 

O 
1.35 

Nztbogen 

▲I^BUMINOXD. 

AS 

1 

Yeab. 

• 

A 

• 

1 

1 

1 

« 

1 

1 

Total 

i^ 

1 

3 

1 

0 

1 

CO 

•mm 

1 

1 

1887,         .... 

0.01 

.2686 

.1741 

. 

.0160 

. 

. 

1888. 

0.76 

.. 

.. 

.2658 

.1112 

0557 

.0555 

1.50 

0882 

.0041 

- 

1889. 

0.86 

— 

— 

.3080 

.1430 

.on2 

.0658 

1.32 

.0177 

.0026 

- 

1880, 

1.14 

0.02 

3.03 

.2107 

.1246 

.0673 

.0678 

1.07 

.0250 

.0015 

2.0 

1881. 

1.10 

17.42 

5.50 

.4913 

.1050 

.1127 

.0623 

2.20 

.0102 

.0037 

5.0 

1883, 

0.62 

20.75 

6.30 

.3547 

.1433 

.0708 

.0735 

2.43 

.0227 

.0108 

6.1 

1883, 

0.40 

16.08 

4.55 

.1480 

.0588 

.0240 

.0348 

1.01 

.0115 

.0015 

6.3 

18M. 

0.66 

16.03 

4.76 

.0648 

.0380 

.0236 

.0144 

0.74 

.0115 

.0005 

4.4 

1898, 

0.40 

14.17 

4.50 

.0613 

.0414 

.0243 

.0171 

0.02 

.0163 

.0006 

3.4 

1886. 

0.61 

12.00 

2.03 

.0780 

.0415 

.0282 

.0133 

0.07 

.0147 

.0015 

3.4 

1897. 

0.86 

26.45 

7.68 

.1130 

.0674 

.0362 

.0312 

0.80 

.0090 

.0024 

4.2 

1886. 

0.83 

17.42 

5.62 

.0857 

.0610 

.0260 

.0350 

0.06 

.0053 

.0010 

4.6 

1889. 

0.14 

34.38 

10.60 

.2583 

0788 

.0300 

.0398 

— 

— 

.0004 

14.3 

1900. 

0.05 

16.48 

3.38 

.1068 

.0518 

.0210 

.0308 

1.03 

.0107 

.0012 

3.6 

1901. 

0.23 

81.03 

11.68 

.1410 

.0548 

.0300 

.0239 

- 

- 

.0023 

13.8 

IflOl, 

0.10 

46.15 

12.47 

.2453 

.0728 

.0274 

.0454 

— 

- 

.0010 

16.5 

1901. 

0.18 

24.06 

6.80 

.2836 

.0750 

.0472 

.0278 

- 

- 

.0027 

8.4 

1104.         . 

0.12 

44.68 

17.08 

.1228 

.0434 

.0225 

.0200 

<- 

— 

.0008 

14.7 

H5'      ' 

0.21 

50.36 

10.49 

.0952 

.0402 

0203 

.0280 

- 

- 

.0003 

20.3 

1806. 

0.11 

40.07 

15.25 

.0688 

.0421 

.0180 

.0232 

— 

.0038 

.0002 

20.3 

1907, 

0.04 

44.07 

17.67 

.0613 

.0343 

.0180 

.0163 

- 

- 

.0003 

- 

1908.         . 

0.16 

23.67 

5.55 

.0000 

.0291 

.0153 

.0138 

8.23 

.0134 

.0014 

- 

1909, 

— 

52.97 

18.55 

.1865 

.0381 

.0230 

.0142 

4.80 

.0033 

.0010 

- 

1910, 

»                                 • 

0.15 

1 

50.92 

18.07  1 

1 

.1033 

.0545 

.0300 

.0236 

4.07 

.0023 

.0000  . 

~ 

Blackstone  River,  hdow  Sewage  Precipitation  Worke. 


1887,         .... 

0.01 

.2686.1741 

1.35 

.0160 

1888, 

0.76 

. 

. 

.2658.1112 

aw7 

.0555 

1.50 

.0382 

.0041 

.. 

1889. 

0.86 

. 

. 

.3080 

.1430 

.0772 

.0658 

1.32 

.0177 

.0026 

— 

1890. 

0.07  1 

11.36 

3.10 

.2007 

.1492 

.0722 

.0770 

1.46 

.0270 

.0018 

3.0 

15!I' 

1.05 

22.25 

6.60 

.6367 

.1506 

.0883 

.0625 

2.61 

.0233 

.0040 

6.2 

S-      • 

0.63 

26.80 

7.75 

.5240 

.1810 

.0958 

.0852 

3.13 

.0137 

.0050 

10.8 

1893, 

0.51 

30.00 

7.13 

.5680 

.1453 

.0000 

.0553 

2.76 

.0285 

.0126 

10.9 

1894. 

0.40 

20.30 

5.86 

.6180.1390 

.1113 

.0277 

2.63 

.0212 

.0071 

10.6 

1895. 

0.71 

22.15 

5.18 

.3246 

.0806 

.0597 

.0301 

1.86 

.0267 

.0063 

7.8 

1896. 

0.30 

26.03 

6.53 

.2831 

.0898 

.0600 

.0298 

2.10 

.0217 

.0118 

9.7 

1897, 

0.73 

25.08 

4.07 

.3650 

.1122 

.0782 

.0340 

1.61 

.0207 

.0063 

6.0 

1898, 

0.23 

25.63 

6.73 

.8064 

.0868 

.0560 

.0308 

1.55 

.0132 

.0110 

0.2 

1899, 

0.14 

44.02 

9.67 

.5251 

.1707 

.0012 

.0705 

8.26 

.0108 

.0068 

16.1 

1900, 

0.22 

24.57 

4.48 

.4430 

.1249 

.0621 

.0628 

2.18 

.0110 

.0145 

7.3 

1901. 

0.00 

31.12 

6.00 

.4580 

.1203 

.0772 

.0621 

3.42 

.0090 

.0058 

10.8 

1902. 

0.15 

49.62 

13.38 

.7206 

.1284 

.0736 

.0548 

2.07 

. 

.0033 

12.5 

1908. 

0.30 

31.08 

0.48 

.3880 

.1080 

.0545 

.0535 

— 

. 

.0062 

10.4 

1904, 

. 

50.25 

13.73 

.6381 

.1523 

.0601 

.0022 

— 

— 

.0027 

16.0 

1908, 

0.10 

59.84 

17.07 

.4986 

.0085 

.0507 

.0388 

~ 

— 

.0008 

20.3 

1906. 

0.19 

40.60 

11.42 

.6330 

.1818 

.aWM) 

.1238 

_ 

.0068 

.0130 

15.0 

1907, 

0.37 

40.40 

7.87 

.7600 

.0837 

.0580 

.0257 

5.15 

.0255 

.0061 

- 

1908, 

0.46  ! 

37.70 

6.82 

1.1317 

.1362 

.0019 

.0443 

6.80 

.0078 

.0040 

- 

1909. 

— 

48.82 

9.29 

1.2200 

.1072 

.0777 

.0295 

8.20 

.0140 

.0060 

- 

1910, 

^ 

52.38 

11.13 

1.8033 

.1265 

.0802 

.0373 

8.07 

.0108 

.0046 

*■ 

184 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


BLACKSTOXS  RIVICR. 

Chemical  Examination  of  Water  from  Blackstone  Riveb,  etc. — 

Concluded. 

Blackstone  River,  at  Uxbridge, 

[Parts  in  100.000.] 


• 

RiaxDui  ON 
Etatoration. 

1 

AMMOmA. 

• 

Nitboobh 

A«     1 

1 

I 

ALBTTIONOID. 

Year. 

■ 

§1 

• 

1 

• 

1 

1 

1 

1 

J* 

1 

3 

1 

00 

1 

5 

Nitri 

Hard 

1887 

.39 

. 

. 

.1129 

.0271 

^^ 

. 

0.79 

.0860 

1 
-    1 

1  - 

1888. 

.38 

6.42 

1.52 

.1155 

.0288 

0222 

.0066 

0.68 

.0810 

0007 

1889. 

.32 

— 

~ 

.1133 

.0296 

.0192 

.0104 

0.66 

.0833 

.0009  t 

— 

1890. 

.26 

8.86 

2.12 

.1629 

.0231 

.0174 

.0067 

0.79 

.0259 

.0006 

1891. 

.20 

10.16 

2.61 

.2280 

.0175 

.0117 

.0058 

1.04 

.0435 

.0007 

1892. 

.13 

9.36 

1.88 

.2840 

.0227 

.0162 

.0065 

0.99 

.0313 

.0007 

1893. 

.24 

11.74 

2.37 

.1985 

.0207 

.0140 

.0067 

1.20 

.0683 

O06Oi 

1894. 

.35 

13.07 

2.03 

.1456 

.0243 

.0183 

.0060 

1.67 

.0673 

.0050 

1  4.9 

1895, 

.56 

12.95 

2.69 

.0906 

.0268 

.0182 

.0076 

1.S4 

.0631 

•  ^W^^^P 

■  4.7 

1896. 

.33 

12.68 

2.67 

.1129 

.0257 

.0221 

.0086 

1.88 

.0477 

.0091 

1897. 

.48 

11.60 

2.47 

.1029 

.0280 

.0215 

.0065 

1.32 

.0662 

.0Q6I 

1898. 

.49 

10.59 

2.78 

.0801 

.0264 

.0219 

.0046 

1.00 

.0470 

.0076 

1899. 

.18 

18.34 

3.11 

.2490 

.0359 

.0310 

.0049 

2.17 

.0610 

.0141  1 

1  '  '^ 

1900. 

.19 

13.42 

2  04 

.2260 

.0347 

.0257 

.0090 

1.76 

.0658 

0000 

1901. 

.22 

13.91 

2.67 

.3159 

.0285 

.0240 

.0045 

1.50 

.0196 

0015 

1902. 

.15 

14.17 

2.56 

.3462 

.0270 

.0218 

.0062 

1.95 

.0210 

.0018 

1903. 

.30 

13.16 

2.52 

.3030 

.0262 

.0215 

.0047 

1.74 

.0210 

.0084 

1904. 

.20 

13.78 

2.74 

.2399 

.0282 

.0214 

.0068 

2.12 

.0408 

.oon 

1905. 

.21 

16.34 

2.55 

.8928 

.0246 

.0203 

.0043 

2.65 

.0175 

.0025 

1906. 

.19 

14.73 

3.10 

.2218 

.0242 

.0200 

.0042 

2.10 

0252 

.0009 

4.S 

1907. 

.37 

14.28 

2.58 

.2331 

.0238 

.0182 

.0066 

2.36 

.0880 

.0040 

1908. 

.31  . 

16.33 

4.07 

2387 

0253 

.0196 

.0067 

3.05 

.0408 

.0071 

'• 

1909. 

.22 

j  18.31 

4.35 

.3473 

.0273 

.0216 

.0067 

3.64 

.0325 

.0066 

— 

1910. 

.26 

•  22.53 

1 

4.69, 

.4963 

.0856 

.0302 

0054 

4.62 

.0496 

.0048 

^ 

Blackstone  River,  <U  MiUviUe, 


1887. 
1SS8. 
1JW9. 
1890. 
1891. 
1892. 
1693. 
1894. 
1895. 
1896. 
1897. 
1S98. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 


.31 
.41 
.38 
.26 
.24 
.37 
.23 
.47 
.51 
.35 
.45 
.51 
.20 
.29 
.31 
.28 
.33 
.29 
.28 
.37 
.37 
.33 
.24 
.80 


6.22 

1.40 

6.71 

2.24 

7  48 

235 

6.70 

1.62 

7.43 

1.73 

8.42 

2.16 

8.67 

2.55 

8.53 

1.69 

7.66 

1.98 

7.12 

2.17 

12.50 

2.44 

0.33 

1.82 

8.62 

2.13 

9.43 

2.24 

8.46 

1.85 

8.71 

2.06 

10.76 

2.03 

9.02 

2.15 

10  43 

2.21 

9.85 

2.53 

11.87 

3.17 

13.94 

832 

0468 
0467 
0499 
0736 
1106 
1143 
0677 
0610 
0356 
0484 
0509 
0325 
1310 
1168 
1420 
1623 
1397 
1079 
1956 
1526 
1521 
1295 
1595 
2850 


0220 
0296 
0273 
0196 
0384 
0294 
0119 
0172 
0238 
0237 
0258 
0240 
0301 
.0254 
0288 
0284 
0233 
0235 
0311 
0306 
0240 
0282 
0267 
0277 


.0213 
.0152 
.0234 
0210 
.0067 
.0139 
.0180 
.0180 
.0210 
.0193 
.0247 
.0219 
.0227 
.0238 
.0189 
.0201 
.0222 
.0251 
.0181 
.0185 
.0220 
0234 


.0063 
.0060 

OOH 
0150 
.0084 
.0082 
.0033 
.0063 
0057 
.0048 
.0047 
.0054 
0085 
.0061 
.0046 
.0044 
.0084 
.0069 
.0055 
.0060 
.0047 
0047 
.0048 


0.61 

0.60 

0.45 

0.53 

;  0.72 

'  0.63 

,  0.77 

0.89 

0.90 

!  0.97 

0.92 

!  0.63 

I  1.31 

1.15 

0.87 

1.20 

1.10 

1.26 

1.67 

1.27 

1.61 

1.78 

2.27 

3.01 


.0810 
1.0278 
;.0107 


I   - 


.0806 
0217 
0366 
.0878 


0418 
0445 
0840 
0310 
0417 
0155 
.0196 
0182 
.0887 
.0807 
0188 
0847 


I 


I. 


,0004 
.0008 

.0003  S 

0006  1 

.0002  1 

.0011  S 

.0012  1 

.0084  S 

.0027  '  3 

.0019  S 

.0028  S 

.0049  4 

.0089  S 

.0006  S 

.0010  I  s 

.0010  s 

oooo  '  s 

oooo  s 

oooo  s 

.0014  S 

ooM  ,  a 

.0019 
.0013 


NoTi.  —  TIm  Mwag»  pttrificAtion  works  of  the  city  of  Woroaiter  wert  put  ia  opsntioii  in  ISOOi. 
■ince  which  time  a  portion  of  the  wwace  of  the  city  has  been  treated.    The  works  were  enlaiied  ia  1888 
-id  since  that  time  practically  all  of  the  dr}'-weather  flow  of  sewage  has  been  treated. 


No.  34.] 


EXAMINATION  OF  RIVERS. 
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Charles  River. 

The  Charles  River  still  receives  considerable  poilution  at  Milford, 
though  a  sewerage  system  has  recently  been  constructed  there  which  is 
intended  to  provide  for  the  diversion  of  the  sewage  from  the  river.  One 
of  the  tributaries  of  this  river  is  also  greatly  polluted  by  sewage  and 
manufacturing  wastes  in  the  town  of  Franklin.  Farther  down-stream 
the  Charles  River  is  the  indirect  source  of  water  supply  for  the  towns 
of  Dedham  and  Brookline  and  the  cities  of  Xewton  and  Waltham.  It 
also  receives  some  pollution  from  manufacturing  wastes  in  the  lower  part 
of  its  course  in  Newton,  Waltham  and  Watertown. 


CHARLES  RIVER. 

Chemical  Examination  of  Water  from  Charles  River.  —  Averages  for 
Six  Months,  from  June  to  November,  inclusive. 

Charlea  River ,  above  Milford, 

[Fkrti  in  100.000.] 


Color. 

RxaDUc  ON 
Evaporation. 

1 

Ammonia. 

Chlorine. 

NiTBOaiN 
AS 

Oxygen 

Consumed. 

1 

ALBUMINOID. 

Year. 

1 

• 

1 

1 
1 

• 

1 

• 

f 

• 
.pa 

z 

1 

1 

iov9(   .    •    . 

.28 

3.98 

1.70 

.0017 

.0248 

.0223 

.0025 

.27 

.0027 

.0003 

.48 

0.6 

1900. 

.49 

3.93 

1.67 

.0017 

.0251 

.0231 

.0020 

.25 

.0030 

.0000 

.64 

0.5 

IMl, 

.46 

4.30 

2.48 

.0066 

.0286 

.0247 

.0039 

.25 

.0060 

.0002 

.65 

0.6 

1902,   . 

.58 

4.42 

1.90 

.0025 

.0248 

.0210 

.0038 

.29 

.0057 

.0001 

.70 

1.1 

1903.'  . 

.M 

4.17 

1.86 

.0015 

.0203 

.0171 

0032 

.28 

.0080 

.0001 

.68 

0.8 

1904,  > 

.49 

3.95 

1.83 

.0117 

.0267 

.0209 

.0058 

.33 

.0035 

.0001 

.62 

1.1 

1905.*  . 

.65 

8.77 

1.02 

.0020 

.0229 

.0201 

.0028 

.31 

.0033 

.0001 

.56 

0.8 

190ft.*  . 

.02 

4.05 

1.90 

.0032 

.0257 

.0230 

.0027 

.30 

.0073 

.0001 

.68 

0.6 

1907,   . 

.43 

3.79 

1.59 

.0020 

.0198 

.0173 

.0025 

.32 

.0047 

.0001 

.48 

0.8 

1908,   . 

.86 

8.11 

1.43 

.0023 

.0198 

.0171 

.0027 

.33 

.0025 

.0001 

.42 

0.5 

1909,   . 

.81 

8.52 

1.62 

.0030 

.0207 

.0176 

.0031 

.32 

.0012 

.0000 

.39 

0.7 

1910.   . 

.37 

3.47 

1.34 

.0042 

1 

.0231 

.0204 

.0027 

.37 

.0011 

.0001 

.46 

1 

0.8 

*  October  omitted. 


*  Ttvo  months. 


>  Three  months. 


Charles  River,  Mow  Milford. 


1898, 

.63 

10.47 

3.0R 

.1195 

.0597 

.0422 

.0175 

2.47 

.0473 

.0064 

.69 

2.4 

1899.   . 

.50 

12.52 

8.12 

.3487 

.1345 

08a3 

.0542 

3.00 

.0053 

.0008 

1.12 

2.6 

1900.   . 

.56 

12.85 

2.65 

.7123 

.0764 

.0563 

.0201 

2.74 

.0140 

.0055 

.93 

3.1 

1901,   . 

• 

.63 

9.52 

8.37 

.1419 

.0451 

.0317 

.0134 

1.40 

.0422 

.0048 

.86 

2.6 

1902.   . 

.52 

10.74 

8.38 

.2118 

.0658 

.0406 

.0252 

2.21 

.0236 

.0049 

1.02 

2.7 

1903.*  . 

.49 

9.03 

2.85 

.2237 

.0479 

.0277 

.0202 

1.36 

.0396 

.0050 

.66 

2.5 

1904,  >  . 

.50 

9.20 

2.94 

.2105 

.0508 

.0350 

.0158 

1.44 

.0513 

.0055 

.63 

2.6 

1900.  >  . 

.68 

8.76 

2.90 

.1536 

.0568 

.0427 

.0141 

1.64 

.0160 

.0012 

.92 

2.0 

1907.   . 

.54 

12.95 

2.83 

.4607 

.0664 

0525 

.0339 

2.94 

.0352 

.0021 

.86 

3.2 

1900.   . 

.48 

10.81 

8.48 

.3925 

.0598 

.0347 

.0251 

1.79 

.0218 

.0049 

.64 

1909.   . 

.50 

12.66 

4.07 

5658 

.0479 

.0399 

.0080 

1.89 

.0273 

.0064 

.72 

. 

1910.   . 

.57 

15.21 

8.83 

.8038 

1 

.0640 

.0499 

.0141 

8.01 

.0248 

.0082 

.88 

4.2 

>  November  omitted. 


t  Four  months. 


>  June  omitted. 
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CHABL.ES  RIVKR. 

Chemical  Examination  of  Water  fbom  Charles  River,  etc.  —  Condwkd, 
Charles  Rivera  opposite  Pumping  Station  of  BrookLine  Water  Works, 

[Parts  in  100.000.] 


Ykab. 


1887, 
1888, 
1806. 
1807. 
1806. 
1890. 
1000. 
1001. 
1002. 
1903. 
1904. 

1906.  > 
1906.^ 

1907.  > 

1908.  i 

1909.  > 
1910, 


I 


.83 
.98 
.74 

1.02 
.87 
.46 
.66 
.92 
.62 
.71 
.61 
.84 

1.06 
.63 
.66 
.66 
.60 


RSBIDTTa  ON 

EvAroBATioir. 


3 


o 


6.37 
4.87 
4.91 
6.36 
6. 
.03 
.96 
.46 
.46 
.22 
.24 
.93 
.00 
6.16 
6.93 
6.76 
6.71 


6. 
4. 

6. 
6. 
6. 
6. 
6. 
6. 


1.62 
1.92 
2.06 
2.46 
2.40 
1.92 
1.60 
2.60 
2.03 
2.30 
2.17 
2.60 
2.77 
2.40 
2.20 
2.00 
2.70 


Ammonia. 


ALBXJMINOXD. 


I 
I 


I 

I 


0013 
0014 
0004 

0012 
0012 
0011 
0018 
0020 
0031 
0031 
i.0021 
0020 
0039 
0022 
0036 
0023 
0028 


.0282 
.0264 
.0287 
.0288 
.0303 
.0262 
.0262 
.0314 
.0234 
.0240 
.0224 
.0818 
.0294 
.0246 
.0248 
.0264 
.0289 


.0240 
.0207 
.0202 
.0281 
.0230 
.0229 
.0276 
.0211 
.0223 
.0208 
.0277 
.0267 
.0228 
.0222 
.0236 
.0260 


.0024 
.0080 
.0026 
.0022 
.0032 
0023 
0039 
0023 
.0017 
0016 
.0041 
0027 
0018 
.0026 
0018 
.0029 


NiTBOOBN 


.44 

.87 
.48 
.43 
.89 
.46 
.46 
.41 
.67 
.63 
.66 
.64 
.63 
.64 
.66 
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Charles  River,  opposite  Pumping  Station  of  WaUham  Water  Works. 
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Chicopeb  River. 

The  drainage  area  of  the  Chicopee  River  is  wholly  within  the  State 
of  Massachusetts.  It  has  three  principal  tributaries,  —  the  Quaboag 
River  in  the  southerly  part  of  its  watershed,  the  Ware  River  in  the  cen- 
tral portions  and  the  Swift  River  in  the  northwest. 

The  Quaboag  River  receives  considerable  pollution  along  its  course, 
chiefly  at  Palmer,  where  the  sewage  of  the  town  is  discharged  untreated 
into  the  river.  The  Ware  River  is  polluted  seriously  by  manufacturing 
T788tes  at  several  points,  especially  at  Ware,  where  the  sewage  of  the 
town  is  discharged  untreated  into  the  stream.  At  Barre,  where  a  large 
wool-scouring  establishment  is  located,  works  for  treating  the  wastes 
have  been  installed  during  the  year.  The  Swift  River  receives  very  little 
pollution  except  from  the  sewage  and  manufacturing  wastes  discharged 
into  it  at  the  village  of  Bondsville  in  the  town  of  Palmer. 

The  main  Chicopee  River  is  polluted  considerably  by  the  sewage  of 
Ludlow  and  a  portion  of  the  city  of  Chicopee. 


CHICOPEE  RIVER. 

CHiaacAL  Examination  of  Water  from  Chicopee  River  and  its  Tribu- 
TARiEe.  —  Averages  for  Six  Months,  from  June  to  November,  in- 
CLuarvE. 
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chicopee  river. 

Chemical  Examination  of  Water  from  Chicopeb  River  and  its  Tribc- 

TARiES,  ETC.  —  Condvded, 

Qudboag  River,  below  Palmer, 

[Pftrts  in  100,000.1 
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Chicopee  River,  at  Indian  Orchard, 


1906.1  . 

.42 

5.21 

1.98 

.0100 

.0240 

.0177 

.0063 

.33  .0056 

1 
.0003  ' 

.62 

^ 

1909.1  . 

.38 

5.82 

2.06 

.0094 

.0220 

.0162 

.0058 

.86 

>.00«6 

.0004  , 

.46 

• 

1910.   . 

.45 

6.14 

2.06 

.0099 

.0839 

.0191 

.0048 

.44  .0052 

1 

.0003 

.50 

*  Five  months. 


Concord  River. 

The  Concord  River  and  its  two  principal  tributaries,  the  Sudbury  and 
Assabet,  especially  the  latter  stream,  receive  considerable  pollution  from 
sewage  and  manufacturing  wastes. 

The  Assabet  River  has  been  badly  polluted  recently  below  the  filter 
beds  of  the  Westborough  sewage  disposal  works,  below  the  town  of  Hud- 
son and  below  the  town  of  Maynard,  where  it  is  grossly  polluted  by 
sewage  and  manufacturing  wastes  discharged  from  woolen  mills  in  that 
town.  The  nuisance  below  Westborough  has  been  due  to  the  ineflScient 
purification  of  the  sewage  at  the  Westborough  sewage  filtration  area. 
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caased  chiefly  by  the  discharge  of  manufacturing  wastes  containing 
yeast  and  alcohol  into  the  sewers  from  a  yeast  factory.  The  factory  was 
closed  in  the  latter  part  of  the  summer  of  1910  and  since  that  time  the 
purification  of  the  sewage  at  Westborough  has  rapidly  improved.  At 
Hudson,  where  a  similar  difficulty  was  caused  by  the  discharge  of  man- 
ufacturing waptes,  chiefly  wool-scouring  liquor,  into  the  town  sewers, 
vhich  interfered  with  the  operation  of  the  filter  bed?,  the  filters  have 
been  enlarged  and  the  wool-scouring  wastes  are  now  being  treated  for 
the  removal  of  the  grease.  The  efHuent  from  these  works  is  now  dis- 
charged into  the  river,  and  the  operation  of  the  filter  beds  has  improved. 
The  Sudbury  River  is  polluted  at  Saxonville  by  wastes  from  a  large 
voolen  mill,  the  effect  of  which  is  noticeable  for  a  long  distance  down- 
stream. 

CONCORD  BIVEB. 

Chemical  Examination  of  Water  from  Concohd  Riveh  and  rrs  Tkibu- 

TABISS.  —  AVERAQEB   FOR   SiX   MONTHB,   FROM  JCNE  TO  NOVEMBER,    IV- 
CLC8IVB. 
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CONCORD  RIVER. 

Chemical  Examination  of  Water  from  Concord  River  and  its  Tribu- 
taries, ETC.  —  Continued. 

Asaabet  River,  above  Hudson. 

[Pbrto  in  100.000.] 


RmDUB  OK 

Ammonia. 

NmooaK 

« 

ETAPOa^TXON. 

AM 

1 

• 

1 

ALBUMXirOID. 

Chlorine. 

1 

YlAR. 

1 

Lonon 
Ignition. 

• 

1 

i 

> 

1 

i 

1 

• 

J 

1 
1 

a 

1908.1  .   .   . 

.49 

8.07 

2.18 

.0044 

.0241 

.0200 

.0041 

.54 

007S 

.0003 

.59 

^ 

1909.   . 

.89 

8.37 

2.33 

.0070 

.0308 

.0281 

.0045 

.52 

.0037 

.0002 

.50 

- 

1910.   . 

.67 

6.90 

3.08 

.0058 

.0348 

.0298 

.0050 

.81 

0056 

.0002 

.87 

1 

" 

*■  September  omitted. 


Asaabet  River,  below  Hudson. 
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*  Three  months. 


Assabet  River,  above  Maynard. 
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Assabet  River,  below  Maynard. 
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CONCORD  RIVER. 

CHEiacAL  Examination  of  Water  from  Concord  River  and  its  Tribu- 
taries, ETC.  —  Concluded, 

Concord  River,  at  BiUerica, 

[Parte  in  100.000.] 
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Connecticut  River. 

The  Connecticxit  River  is  the  largest  stream  in  the  State,  with  by  far 
the  greatest  flow  of  water,  which  is  well  maintained  in  the  drier  part  of 
the  year.  There  are  sewer  outlets  into  the  stream  at  Turners  Falls,  near 
the  northerly  boundary  of  the  State,  and  at  Holyoke,  Chicopee,  Spring- 
field, West  Springfield  and  other  points.  * 


CONNECTICUT  RIVER. 

Chemical  Examination  of  Water  from  Connecticut  River.  —  Averages 
FOR  Six  Months,  from  June  to  November,  inclusive. 

ConnediciU  River,  above  Holyoke. 
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Chlorine. 

NlTBOGBN 

Oxyeen 

Consumed. 

'  EVAPOBATIOX. 

Free. 

ALBX7MINOID. 

AS 

YlAB. 

■ 

1 

Loos  on 
Ignition. 

• 

5 

i 

• 

1 

OQ 

• 

1 

.a 
•■« 

'A 

1 

s 

2 

1 

1 

1904.      ..        . 

.29 

5.98 

2.31 

.0018 

.0171 

.0130 

.0041  , 

.15 

.0050 

.0002 

.73 

2.9 

1906.1     . 

.35 

6.70 

2.59 

.0036 

.0231 

.0188 

.0043 

.10 

.0026 

.0001 

.77 

3.2 

1907.*     . 

.35 

5.58 

1.89 

.0027 

.0200 

.0144 

.0056 

.19 

.0048 

.0002 

.66 

2.5 

19«,»     . 

.30 

8.04 

2.78 

.0071 

.0196 

.0143 

.0053 

.29 

.0030 

.0001 

.80 

• 

1909.      ..        . 

.33 

8.66 

2.92  1 

.0036 

.0196 

.0140 

.0056  ' 

.22 

0020 

.0001 

.89 

. 

1910.      . 

.36 

1 

8.80 

3.15  1 

.0042 

.0183 

.0143 

.0040 

1 

,     .21 

1 

.0035 

.0002 

.76 

1 

" 

^  Norember  omitted. 


'  June  and  July  omitted. 


s  June  omitted. 


L. 
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CONNECTICUT  RIVER. 

Chemical  Examination   of   Water   from   CoNNEcncxrr   River,   etc. — 

Concluded, 

Connecticut  River,  hdow  Springfield. 

[Pferts  in  100.000.] 


Color. 

1 
RsaiDuc  ON 

EVAPOBATION.  ! 

Ammoioa. 

1 

1 

• 

8 

1 

1 
Nrbookn  1 

1 

1 

> 

ALBUMINOID. 

-    ! 

Yeab. 

Loaaon 
Ignition. 

Total. 

• 

1 
1 

g      Suspended. 

• 

1 

• 

1 
1 

lOOvf              •                •                • 

.35 

5.34 

1 

1.24  ! 

.0032 

0182 

.0143 

1 

.15  , 

.0062 

0002 

^ 

^ 

18M. 

1               1 

.33 

6.01 

1.99; 

.0093 

.0238 

.0105 

.0043 

.23 

.0042 

.0003 

.67 

S.I 

1900. 

.44 

0.64 

1.90 

.0096 

.0250 

.0176 

.0074 

.20 

.0034 

0002 

.80 

M 

1901. 

.32 

6.03 

2.34 

.0061 

.0190 

.0153 

.0037 

.18 

.0048 

.0003 

.65 

SO 

1902. 

.31 

5.83 

2.13 

.0062 

.0180 

.0140 

.0040 

.16 

.0055 

.0005 

.61 

S.O 

1903, 

.30  1 

6.12 

2.04 

.0098 

.0202 

.0147 

.0065 

.24  ■ 

.0068    .0004 

.61 

17 

1904.1     . 

.22  ! 

6.22 

1.87 

.0098 

.0187 

.0125 

.0062 

.21  i 

.0047    .0002 

.48 

S4 

1906.  t 

.35 

7.14 

2.61 

.0082 

.0204 

.0161 

.0043 

.24  , 

.0026    .0004 

.n 

SS 

1907,  • 

.38  ; 

6.27 

2.46  ' 

.0069 

.0163 

.0131 

.0032  ' 

.24  ' 

.0050    .0003 

.67 

S.9 

1906. 

.32  ' 

8.58 

2.61  ' 

.0214 

.0223 

.0165 

.0058 

.38 

.0040  1.0004 

.81 

- 

1909. 

.20 

6.02 

2.25 

.0079 

.0156 

.0118 

.0038 

.22 

.0018    .0003 

.65 

- 

1910. 

.33  1 

8.67 

3.60 

.0155 

.0241 

.0188 

.0063 

.37 

.0028    .0003 

.89 

1 

>  Three  months. 


s  June  omitted. 


I  June  and  July  omitted. 


Deerpield  River. 

This  river  receives  very  little  pollution  throughout  most  of  its  course 
except  near  the  lower  part  of  its  watershed.  It  receives  a  small 
quantity  of  sewage  from  the  village  of  Shelburne  Falls,  about  16  miles 
from  its  mouthy  but  the  most  serious  pollution  is  caused  by  the  discharge 
of  the  sewage  of  the  town  of  Greenfield  into  the  Green  River,  one  of  the 
tributaries  of  the  Deerfield,  close  to  the  latter  stream. 


DEERPIELD  RIVER. 

Chemical  Examination  of  Water  from  Deerfield  River  and  Tribctart. 
—  Averages  for  Six  Months,  from  June  to  November,  inclusive. 

Deerfield  River,  at  Deerfield. 

(Paru  in  100.000.] 


Rbsiditx  on    ■ 

Ammonia. 

■ 

U      Chlorine. 

o 

1 
NnsooBN  1 

• 

1 

i 

.38 

1  Eyaporation. 

1 

ALBUMINOID. 

A. 

YSAR. 

t 

• 

a 

g:l 

• 

1 

t 

• 

ii 
1 

{ 

1 

Total 

i^ 

• 

i 

1 

1 

c 

1' 

.0012 

1  z 

1     „ 

•*• 

1901. «     . 

.23 

1 
4.35        1.58 

0011 

1 

.0121     0109 

.0000 

'1 
.0001 

21 

1903,»     . 

21 

'      4  15        1.47 

0012 

.0106     0093 

.0013 

.10  1 

0068 

.0001 

.34 

19 

1904,       . 

.31 

1      4.29  1      1.52 

.0021 

0144     0115 

0029 

.11  ' 

.0040 

.0001 

.47 

1  9 

»  Thre 

e  monthi 

. 

« J 

uneon 

kitted. 
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I>£BRFIELD  BnTEB. 

Chemical  Examination  of  Water  from  Deerfield  Rever  and  Tribxttary, 

ETC.  —  Concluded. 

Green  River,  below  Greenfield. 

(Fwta  in  100.000.] 


• 

RxaDXJB  ON 

Ammonia. 

1 

• 

Nitrogxn 

1 

i 

1^ 

EvAPOBAnoir. 

1 

ALBUMINOID. 

AS 

1 

YSAR. 

• 

tion. 

• 

■ 

1 

.9 

1 

• 

• 

J 

• 

1 

1 

1 

i 

i 

s 

1 

§ 

1 

1 

0 

1 

itos,     .      . 

.OS 

7.76 

2.23 

.0152 

.0148 

.0086 

.0067 

.21 

.0078 

.0006 

.16 

3.9 

ito«,     .      . 

.07 

6.93 

2.01 

.0151 

.0382 

.0138 

.0344 

.28 

.0100 

.0005 

.22 

3.8 

itos,     .      . 

.17 

11.00 

2.97 

.0066 

.0337 

.0131 

.0206 

.46 

.0043 

.0011 

.33 

— 

im.     .     . 

.14 

7.83 

2.M 

.0469 

.0333 

.0161 

.0182 

.37 

.0038 

.0011 

.23 

. 

1910,      . 

.17 

8.83 

1 

8.10 

.0776 

.0284 

.0169 

.0116 

.87 

.0026 

.0012 

.23 

^ 

French  River. 

The  French  River  is  very  badly  polluted  at  several  points  along  its 
course,  the  most  serious  pollution  being  at  Webster,  where  in  addition 
to  the  sewage  from  the  town  it  receives  the  wastes  from  a  very  large 
woolen  mill. 

fbknch  riveb. 

Chemical  Examination  of  Water  from  French  River.  —  Averages  for 
Six  Months,  from  June  to  November,  inclusive. 

French  River,  below  Waster. 

[Pftrts  in  100.000.] 


Ykar. 


1899. 
1900. 
1901. 
1902. 

1901. 
1909. 
19Q7,> 
1909. 


mo. 


.44 

.62 
.80 
.42 
.48 
.44 
.61 
.64 
.44 
.80 
.44 


RNnDUBON 

Etapobation. 

1 

• 

0 

aS 

■ 

3 

6.67 

2.07 

6.79 

2.10 

6.29 

2.26 

4.92 

1.99 

4.67 

1.88 

6.02 

2.18 

6.06 

2.19 

6.28 

2.02 

7.17 

2.82 

7.42 

2.61 

8.27 

3.65 

Ammonia. 


ALBUMINOID. 


I 


.0238 
.0202 
.0090 
.0067 
0049 
0267 
0068 
.0117 
.0066 
.0267 
.0612 


.0612 
.0476 
.0890 
.0391 
.0862 
.0434 
.0363 
.0644 
.0607 
.0638 
.0627 


I 
I 

Q 


.0384 
.0867 
.0266 
.0264 
.0241 
.0281 
.0846 
.0304 
0310 
.0386 
.0321 


.0118 
.0126 
.0127 
.0111 
.0163 
.0107 
.0340 
.0197 
.0263 
.0206 


1 

1 
Nitboobn  : 

ine. 

AS 

• 

i 

1 

1 

0 

^ 

as 

.42 

.0024 

.0007 

.46 

.0068 

.0007 

.33 

.0041 

.0002 

.39 

.0038 

.0002 

.40 

.0068 

.0002 

.68 

.0042 

.0004 

.40 

.0038 

.0003 

.49 

.0036 

.0004 

.61 

.0037 

.0010 

.77 

.0065 

.0012 

.78 

1 

.0016 

.0021 

.66 

.78 
.75 
.66 
.72 
.70 
.81 
.60 
.81 
.72 
.70 


1.6 
1.6 
1.2 
1.2 
0.0 
1.8 
0.0 
1.2 


^  June  and  July  omitted. 
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HoosiCK  River. 

The  Hoosick  River  is  polluted  seriously  by  sewage  discharged  into  the 
stream  at  Adams  in  the  watershed  of  the  south  branch,  and  by  small 
quantities  of  sewage  and  manufacturing  wastes  discharged  into  the  nortii 
branch.  Its  most  serious  pollution,  however,  is  that  caused  by  the  sew- 
age and  manufacturing  wastes  discharged  at  North  Adams,  which  grossly 
pollute  the  stream  for  many  miles.  The  sewage  of  WiUiamstown  is 
also  discharged  directly  into  the  stream  near  the  point  where  it  flows 
into  the  State  of  Vermont. 


HOOSICK  RIVER. 

Chemical  Examination  of  Wateb  from  Hoosick  Rhter.  —  Averages  fob 
Six  Months,  from  June  to  November,  inclusive. 

Hoosich  River,  at  Williamstovm. 

[Fttrts  in  100,000.] 


^~~ 

1 

rxsidus  on 
Etapoaation. 

AlfMOMIA. 

i 
1 

Nrboqbn 

AS 

i 

ALBTTUIKOID. 

Ybab. 

• 

a 

1 

• 

• 

i 

1 

»5     ■ 

1 

1 

°  3 

1 

1 

1 

1 

S 

•0m 

1887.       . 

.22 

12.05 

1.22 

.0066 

.0190 

«» 

.23 

.0232 

' 

^ 

. 

1888. 

.12 

10.82 

1.00 

.0026 

.0210 

.0142 

.0068 

.27 

.0847 

.0015 

.• 

- 

1804. 

.37 

13.56 

2.74 

.0166 

.0361 

.0224 

.0187 

.50 

.0102 

.0014 

.42      9.0 

1805.       . 

.34 

14.20 

3.26 

.0190 

.0424 

.0241 

.0183 

.63 

.0090 

.0020 

.53'    90 

189«. 

.21 

11.71 

2.89 

.0296 

.0267 

.0172 

.0095 

.30 

.0183 

.0018 

.83      84 

1807, 

.26 

11.32 

2.39 

.0174 

.0812 

.0173 

.0139 

.80 

.0266 

.0011 

.31 

7.9 

1898.       . 

.27 

10.46 

2.88 

.0223 

.0311 

.0210 

.0101 

.81 

.0170 

.0007 

.34 

61 

1890.       . 

.30 

15.21 

3.31 

.0252 

.0622 

.0379 

.0243 

.64 

.0070 

.0029 

.62 

8S 

1900.       . 

.28 

14.20 

2.79 

1.0433 

.0547 

.0301 

.0246 

.60 

.0087 

.0048 

.58*   7.8 

1001.       . 

.27 

18.02 

3.70 

.0400 

.0520 

.0250 

.0270 

.48 

.0152 

.0024 

.58!   7.S 

1902. 

.22 

10.62 

2.87 

.0060 

.0307 

.0172 

.0135 

.34 

.0123 

.0014 

.40 

W  • . 

1903,       . 

.17 

10.60 

2.37 

.0272 

.0264 

.0151 

.0113 

.29 

.0183 

.0010 

.SI 

1904,       . 

.13 

12.30 

8.23 

.0677 

.0310 

.0191 

.0119 

.45 

.0203 

.0084 

.29 

1905.       . 

.20 

11.00 

2.81 

.0295 

.0265 

.0156 

.0109 

.82 

.0123 

.0015 

.81 

1906,       . 

.31 

13.28 

3.63 

.0415 

.0489 

0252 

.0237 

.47 

.0147 

.0080 

.43 

V- V 

1907,       . 

.25 

11.80 

2.93 

.0431 

.0390 

.0231 

.0159 

.47 

.0136 

.0021 

.89 

1908.       . 

.23 

14.00 

3.86 

.0559 

.0323 

.0195 

.0128 

.54 

.0085 

.0083  , 

.87 

- 

1909.       . 

.23 

15  46 

4.09 

,.0496 

.0382 

.0243 

.0139 

.62 

.0060 

.0035 

.41 

- 

1910.       . 

.30 

13.06 

4.43 

1 

.0320 

.0336 

.0219 

,0117 

.52 

.0102 

.0018 

.41 

HousATONic  River. 

The  branches  of  this  stream  in  and  about  Pittsfield  on  the  whole  show 
some  improvement  over  previous  years,  but  below  the  city  the  evidences 
of  pollution  are  more  serious.  The  sewage  of  Dalton  is  discharged 
directly  into  the  stream  above  Pittsfield  and  the  sewage  of  the  towns 
of  Lee  and  Great  Barrington  is  also  discharged  directly  into  the  stream 
in  the  lower  part  of  its  watershed  in  Massachusetts.  At  Pittsfield, 
Lenox  and  Stockbridge  purification  works  have  been  constructed,  at 
which  the  sewage  is  treated  before  being  discharged  into  the  stream. 
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hou8atonic  river. 

Chemical  Examination   of  Wateb  from  Housatonic    Riveb   and    its 

Bbanches.  —  Averages  for  Six  Months,  from  June  to  November, 

inclusive. 

East  Branch,  below  PiUsfidd, 

IParta  in  100,000.] 


Ybab. 


MOB, 

190«.> 

1«7.« 

190B.* 

1909, 

1910. 


RsuDua  ON 

EVAPOBATION. 

1 

• 

a 

§1 

9.75 

2.92 

9.02 

3.15 

9.40 

3.00 

12.76 

8.57 

12.60 

4.37 

12.98 

6.26 

Ammonia. 


ALBUMINOID. 


3 

5 


.0118 
.0117 
.0286 
.0327 
.0431 
.0437 


.0226 
.0248 
.0284 
.0250 
.0306 
.0233 


1 


-6 

-s 

a 

s. 


.0153  '0073 


0176 
.0186 
.0177 
.0215 
.0182 


0073 
0098 
.0073 
.0090 
.0061 


I 


.25 
.26 
.28 
.40 
.33 
.40 


Nttboqbn 


I 

2 


I 

•mm 


.0142 
.0113 
.0060 
.0140 
.0087 
.0080 


.0006 
.0006 

.0010 
.0011 
.0007 
.0012 


•8 

a 


I 


.56 
.47 
.60 
.47 
.44 
.48 


i 


6.8 
6.2 
6.4 


*  Three  monthB. 


*  Two  months. 


'  November  omitted. 


West  Branch, 

belaw  Pittsfield, 

!?•    •     '     • 

.20 

10.43 

2.83 

1 
.0100 

.0210 

.0148 

.0067 

.23 

.0143 

.0006 

.46 

7.4 

190«,»     . 

.16 

12.27 

3.50 

.0137 

.0423 

.0217 

.0206 

.35 

.0050 

.0004 

.35 

7.8 

1908,«     . 

.20 

13.28 

3.68 

.0210 

.0801 

.0194 

.0107 

.26 

.0026 

.0009 

.36 

. 

1909,      .        . 

- 

11.00 

2.87 

.0070 

.0283 

.0176 

.0108 

.24 

.0010 

.0003 

.26 

— 

1910,      . 

.22 

13.85 

4.98 

.0218 

.0446 

.0218    .0228 

.40 

.0012 

.0011 

.40 

— 

>  Three  months. 


*  November  omitted. 


.  South-^est  Branch,  < 

%t  PiUsfidd. 

1»9.      .        .        . 

.17 

14.92 

2.68 

.0040 

.0353    .0211 

.0142 

.16 

.0106 

.0004 

.87 

9.2 

1900.      . 

.14 

14.87 

2.16 

.0192 

.0335 

.0229 

.0106 

.21 

.0107 

.0006 

.36 

10.2 

1901.      . 

.14 

13.20 

3.87 

.0051 

.0302 

.0197 

.0106 

.16 

.0096 

.0004 

.41 

9.4 

1902. 

.11 

12.30 

3.09 

.0057 

.0224 

.0136 

.0088 

.12 

.0108 

.0006 

.37 

8.7 

1903. 

.10 

11.63 

2.37 

.0045 

.0162 

.0109 

,0063 

.11 

.0115 

.0003 

.25 

8.8 

1904.1 

.16 

12.45 

3.63 

.0116 

.0456 

.0223 

.0232 

.34 

.0010 

.0018 

.35 

7.8 

1907,« 

.31 

10.78 

2.30 

.0040 

.0258 

.0168 

.0090 

.20 

.0025 

.0003 

.89 

8.2 

19QB.a     , 

.18 

15.17 

4.89 

.0216 

.0269 

.0159 

.0110 

.23 

.0036 

.0007 

.38 

1909.      . 

.17 

14.82 

4.41 

.0041 

.0266 

.0153 

.0112 

.23 

.0082 

.0006 

.87 

m. 

1910,      . 

• 

.17 

14.45 

5.25 

.0049 

.0196 

.0135 

.0061 

17 

.0046 

.0006 

.30 

" 

>  Three  months. 


'  Two  months. 


*  November  omitted. 


1908, 
1909. 
1910, 


Housatonic  River,  below  Great  Barrington. 


... 
... 
.           «            • 

.18 
.16 
.22 

14.97 
14.91 
14.97 

1 

3.69 
4.41 
6.33 

.0106 
.0067 
.0128 

.0269 
.0247 
.0238 

.0172 
.0173 
.0181 

.0097 
.0074 
.0062 

.43 
.47 
.61 

.0107 
.0078 
.0090 

.0011 
.0012 
.0021 

.36 
.35 
.34 

- 
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Mebbihack  Biveb. 

The  Merrimack  Eiver  receives  considerable  pollution  from  cities  and 
towns  beyond  the  limits  of  the  State  and  a  large  amount  of  pollution 
by  sewage  and  manufacturing  wastes  in  cities  and  towns  along  its  banb 
in  Massachusetts. 


merrimack  biveb. 

Chemical  Examination  of  Water  from  Merrimack  Eiver.  —  Averages 
FOR  Six  MonthSi  from  June  to  November,  inclusive. 

Merrimack  Rivera  above  LaweU. 

[Pferts  in  100.000.] 


-  - 

— 

1 

Rmidvb  on 
Evaporation. 

1 

AlfMONIA. 

• 

s 

0 

1 
Nitboobn  1 

• 

1 

1 

ALBUMINOXD. 

AS 

Y 
1887. 

BAX. 

• 

1 

Lonon 
Ignition. 

• 

• 

1 
1 

0 

• 

1  i 

• 

s 

i  ! 

• 

1 
1 

•         • 

.45 

4.08 

1 
1.10 

.0024 

.0156 

- 

- 

.17 

1 

.0078 

-  1 

- 

- 

1888, 

.82 

3.47 

1.01 

.0014 

.0101 

.0137 

.0024 

.16 

.0082 

0002 

- 

- 

1888, 

.87 

- 

- 

0028 

.0106 

.0143 

.0028 

.17 

.0067 

.0001  1 

- 

- 

1880, 

.84 

8.85 

1.58 

.0085 

.0148 

.0123 

.0025 

.14 

.0106 

.0002 

- 

l.t 

1881 

.r 

8.73 

1.47 

.0029 

.0147 

.0111 

.0036 

.17 

.0080 
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Chemical 


msbbimack  rivsr. 

Examination    op    Water    from    Merrimack  River,    etc. — 

Concluded, 

Merrimack  RiveT,  above  Lawrence, 

[P&rta  in  100,000.] 
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RsaiDTTa  ON 
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1.6 

Miller's  River. 

This  river  receives  the  direct  discharge  of  sewage  from  the  towns  of 
Athol  and  Orange  beside  considerable  untreated  sewage  and  small  quan- 
tities of  manufacturing  wastes  at  various  points  in  its  course.    It  is  not 
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gerionslj  polluted  except  for  short  distances  in  ibe  immediate  neighbor- 
hood of  sewer  outlets.  Analyses  of  the  riTer  above  the  point  where  it 
joins  the  Connecticut  Biyer  follow. 


Chemical  Examikation  of  Water  fbom  Milleb's  Riveb.  —  Atebagbs  fob 

Six  Months,  fbom  June  to  Novembeb,  iNCLUBrrB. 

MiOer'B  River,  hdmo  MilUr's  Falls. 
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Nashua  Biveb. 

One  of  the  most  seriously  polluted  streams  in  the  State  is  the  north 
branch  of  the  Nashua  Biver,  which  is  polluted  by  sewage  and  great 
quantities  of  manufacturing  wastes  of  various  kinds  in  the  city  of  Fitch- 
burg  and  town  of  Leominster.  Its  condition  improves  somewhat  in  the 
lower  part  of  its  course  but  it  is  still  badly  polluted  above  the  point 
where  it  flows  out  of  the  State. 


NASHUA  RnrER. 

Chemical  Examination  of  Water  from  Nashua  River. — Averages  vob 
Six  Months,  from  June  to  November,  inclusive. 

North  Branch  of  Nashua  River,  below  Fitehburg. 

[Phuts  in  100.000.) 
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NASHUA  RIVBR. 
ChEUCAL  EXAIONATION  OF  WaTER  FROM  NASHUA  RiVEB,  ETC.  —  CoTldwUd, 

North  Branch  of  Nashua  River,  below  FiUhburg — Concluded. 

EPuU  in  100.000.] 
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Nbponsbt  Rivek. 

This  stream  is  badly  polluted  by  manufacturing  wastes^  though  at 
nearly  all  of  the  factories  and  mills  discharging  manufacturing  wastes 
into  this  stream  works  for  the  treatment  or  purification  of  the  wastes 
have  either  been  established  or  are  at  present  under  construction.  Analy- 
ses of  the  water  of  the  river  at  Hyde  Park,  in  the  lower  part  of  its 
course,  are  appended. 


nspon8et  river. 

Chemical  Examination  of  Water  from  Neponset  River.  —  Averages  fob 
Six  Months,  from  June  to  November,  inclusive. 

Neponset  Rivera  at  Hyde  Park. 

[FkirU  in  100,000.] 


Color.                      1 
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.0077 

^ 

. 

. 

1888.   . 

1.12 
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1 

QuiNEBAuo  River. 

The  largest  town  in  the  valley  of  the  Quinebaug  River  in  Massachu- 
setts is  Southbridge,  the  sewage  of  which  is  filtered  before  being  dis- 
charged into  the  stream.  The  river  still  receives  considerable  quantities 
of  manufacturing  wastes  and  small  quantities  of  sewage,  but  its  condi* 
tion  at  the  point  where  it  leaves  the  State  is  not  objectionable. 
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QUINSBAVO  RIVBB. 

Chsicical  Examination  of  Wateb  from  Quinebauq   River.  —  Averages 
FOR  Six  Months,  from  Jxtne  to  November,  inclusive. 

Quinebaug  River,  behw  SaiUhbridge. 

(Fitfts  in  100.000.] 
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>  June  and  July  omitted. 


Taunton  Kiver. 

The  Taunton  River  and  its  tributaries  are  polluted  considerably  by 
sewage^  chiefly  from  the  town  of  Middleborough,  where  the  sewers  dis- 
charge into  the  Nemasket  River,  and  from  Taunton,  where  the  sewage  of 
the  city  is  discharged  into  the  stream  near  the  head  of  tide  water. 

TAUNTON'  RIVER. 

Cheiocal  Examination  of  Water  from  Taunton  River.  —  Averages  for 
Six  Months,  from  June  to  November,  inclusive. 

TatmUm  River,  below  Taunton. 

(Futa  in  100.000.] 
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7.66 

2.52 

.0460 

.0278 

.0226 

.0052 

1.31 

.0106 

.0011 

.74 

— 

1900,      . 

.00 

12.07 

3.87 

.0416 

.0803 

.0263 

.0040 

3.40 

.0105 

.0014 

.88 

- 

1910. 

» 

1.04 

10.63 

5.60 

.0658 

.0376 

.0305 

.0071 

6.82 

.0110 

.0027 

.93 

— 

>  September  omitted. 


>  June  omitted. 


>  June  and  July  omitted. 
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Ten  Mils  Biveb. 

The  Ten  Mile  Biver  is  badly  polluted  by  sewage  at  North  Attle? 
borough  and  Attleborough,  but  works  for  the  purification  of  the  sewage 
of  these  towns  are  now  under  construction  which  will  provide  for  the 
removal  of  the  sewage  discharged  into  the  stream  at  these  places  within 
a  few  months. 

ten  mile  rivbr. 

Chemical  Examination  of  Water  from  Ten  Mile  IUver.  —  Averages  fob 

Sec  Months,  from  June  to  November,  inclusive. 

Ten  Mile  River,  behw  AtUeborough. 

(Pkrta  in  100,000.) 


Ybab. 


1800, 

1000, 

1001, 

1002. 

1008, 

1004, 

1006, « 

1007,1 

1008, 

1000. 

1010, 


mm 


.71 
.47 
.40 
.41 
.86 
.44 
.48 
.42 
.40 
.47 
.30 


Rbudub  on 
Eyapobation. 


^ 


6.80 

6.10 

6.00 

6.40 

7,48 

8.80 

17.67 

10.07 

10.80 

11.23 

13.05 


3.16 

1.60 

3.13 

1.83  ' 

3.30 

3.07 

6.46 

6.14 

8.37 

2.88 

8.82 


Ammonia. 


I 


ALBUMZNOXO. 


1 

I 


I 

00 


.0072 
.0126 
.0064 
.0078 
.0282 
.0031 
.1686 
.6036 
.1108 
.4322 
.2423 


.0370 

.0288 

.0363 

.0241 

.0200 

.0302 

.0304 

.0237 

.0346 

.0300 

.0627 

.0332 

.0014 

.0400 

.1471 

.0830 

.0483 

.0304 

.0626 

.0880 

.0546 

.0880 

.0001 
.0133 
.0088 
.0167 
.0146 
0106 
.0434 
.0641 
.0180 
0346 
0316 


.63 

.84 

.71 

.88 

.84 

1.03 

1.07 

1.73 

1.87 

1.61 

1.88 


NinUMIBN 


I 


.0183 
.0166 
.0333 
.0318 
.0816 
.0633 
0088 
2014 
0864 


0857 


.0004 
.0004 
.0004 
.0004 

.0020 
,0083 
.0131 
0100 
,0086 
,0066 
.0051 


i 

"E 

m 

e 


.74 

.40 

.61 

.62 

.68 

.68 

.02 

■  •  V 

1.18 

.61 

- 

.78 

- 

;  .48 

- 

1  juiM  omitted. 


Wbstfisld  Biver. 

The  chief  pollutions  of  the  Westfield  Biver  are  those  caused  by  the 
sewage  discharged  from  the  town  of  Westfield  and  smaller  quantities  of 
sewage  from  West  Springfield  and  Agawam.  It  also  receives  a  compar- 
atively small  amount  of  pollution  from  manufacturing  wastes  at  several 
points  along  its  course. 
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WESTFIELD  RIVER. 

Chemical  Examination  op  Water  from  Westpebld  River.  —  Averaoes  for 
Six  Months,  from  June  to  November,  inclusive.' 

Weatfidd  Rivera  below  Weatfield, 

[PtiXtB  in  100.000.] 


YSAB. 


1903. 

1908. 

1904. 

1906.1 

1907. 

1908. 

1909. 

1910. 


S 


.22 
.15 
.21 
.21 
.24 
.17 
.22 
.13 


Residub  on 
Evaporation. 

• 

1 

• 

4.21 

1.60 

3.88 

1.30 

4.16 

1.50 

4.65 

1.48 

4.49 

1.63 

5.27 

2.19 

5.56 

1.68 

6.71 

2.89 

Ammonia. 


AI3I7MINOID. 


3 

I? 


•8 

> 

I 

Q 


s 

00 


.0062 

.0144 

.0118 

.0037 

.0127 

.0105 

.0067 

.0152 

.0110 

.0086 

.0161 

.0135 

0053 

.0137 

.0111 

.0218 

.0161 

.0116 

.0179 

.0187 

.0143 

.0214 

.0143 

.0120 

.0026 
.0022 
.0033 
.0026 
.0026 
.0045 
.0044 
.0023 


I 


.14 
.16 
.16 
.18 
.21 
.27 
.26 
.30 


Nitboozn 


z 


i 

•mm 


,0062 
0088 
0068 
.0035 
.0075 
.0063 
.0075 
.0304 


.0002 
.0003 
.0001 
.0003 
.0003 
.0006 
.0005 
.0010 


1 


I 


6 


.30 
.28 
.38 
.29 
.31 
.28 
.34 
.21 


1.0 
1.8 
1.9 
2.1 
2.0 


1  June  and  July  omitted. 


WATER  SUPPLY  STATISTICS; 


ALSO 


RECORDS  OF  RAINFALL  AND  FLOW  OF  STREAMS. 
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WATER  SUPPLY  STATISTICS. 


During  the  year  1910  water  supplies  were  introduced  into  the  towns 
of  Douglas  (population  2,152),  Dudley  (population  4,267)  and  Gran- 
ville (population  781).  The  works  in  Douglas  and  Dudley  are  owned 
by  the  town  and  in  Granville  by  the  Granville  Center  Water  Company. 

Of  the  354  cities  and  towns  in  Massachusetts,  all  of  the  33  cities  and 
159  of  the  towns  are  provided  with  public  water  supplies.  The  follow- 
ing table  gives  the  classification  by  population  of  the  cities  and  towns 
having  and  not  having  public  water  supplies  at  the  end  of  the  year :  — 


PoPuiiATZOir.  1910. 

Number  of 

Places  of  Given 

Population 

havinc 

Public  Water 

Supplies. 

Total 
Population  of 

Plaoes 

in  Preoeding 

Column. 

Number  of 

Plsoes  of  Given 

Population 

not  having 

Public  Water 

Supplies. 

Total 
Population  of 

Plaoes 

in  Preoeding 

Column. 

Under  500. 

1.000-1,499. 
l.SOO.1.999. 
3.000-2.499, 
3.500-2.999. 
2.00O4.499. 
3.509^,999. 
Above  4.000, 

4 

17 

11 

19 

10 

8 

5 

118 

3399 
20,950 
10.583 
42.218 
28.094 
28.187 
18.184 
8.012.502 

89 
43 

83 
22 
14 
4 
1 
2 
4 

18.020 
81.488 
40.818 
88,628 
81.077 
10.988 
8,078 
7.508 
18.890 

Totals. 

192 

3.171.055 

182 

195.861 

From  the  above  table  it  will  be  seen  that  although  but  54  per  cent, 
of  the  cities  and  towns  in  the  State  have  a  public  water  supply,  the  total 
population  of  the  places  supplied  is  94  per  cent,  of  the  total  population 
of  the  State.  The  populations  given  in  this  table  were  obtained  by  using 
the  total  population  of  the  cities  and  towns  supplied,  and  is  somewhat 
greater  than  the  actual  number  of  persons  to  whom  the  public  water 
supply  is  available,  but  the  difference  is  not  great.  All  of  the  towns, 
except  Blackstone,  having  a  population  in  excess  of  5,000  are  supplied 
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with  water,  and  there  are  only  11  towns  in  the  State  having  a  popula- 
tion in  excess  of  2,500  which  are  not  provided  with  public  water  supplies. 
These  towns  are  as  follows :  — 


Town. 


Populfttion, 

mo. 


Blaokstone, 

Banwtable, 

Dartmouth, 

Warren, 

Templeton, 

Tewkabury, 


5,648 
4.«70 
4.878 
4,188 
8.7M 
3.750 


TOWK. 


IN^ulatioa. 


Sutton. 
Weatport. 
Someraet, 
Madway, » 
Norton, 


8.078 
2.«8 

2.718 
2,886 
2JM4 


>  Worka  undar  oonatruetion. 

At  the  present  time  the  water  works  are  owned  either  by  the  munic- 
ipality or  by  a  fire  or  water  supply  district  in  all  of  the  cities  and  118 
of  the  towns,  while  in  41  towns  the  works  are  owned  by  private  com- 
panies. The  following  table  gives  the  classification  by  population  of 
the  cities  and  towns  which  own  their  water  works  and  those  which  are 
supplied  with  water  by  water  companies:-*— 


Population,  1816. 


Number 
of  Plaoaaof 

Gtvan 

Population 

owning  Water 

Worka. 


Tbtal 
Population  of 

Plaoea 

in  Preeading 

Golumn. 


Number 
of  Plaoaaof 
Given  Popula- 
tion auppUed 
with  Water  bjr 
PriTata 
Compaaiaa. 


Total 
PopQlntkMi  of 


Under  1,000, 
1,000-1,960, 
2,000-2,960, 
8,000-3,666, 
4,000-4,666, 
5.000-5,666, 
0,000-6,666, 
7,000-7,666. 
AboTB  8,000, 
Total,  . 


1 

16 
16 

6 
12 
15 

8 

5 
66 


151 


717 
27,282 
46,210 
20,848 
55,128 
81385 
52.606 
88,645 
2,068,170 


10 


8,018Jira 


2.689 
2ft.l00 


IMll 
15,6M 

7.iai 


1S4,7S2 


The  tendency  towards  municipal  ownership  of  water  supplies  is  shown 
in  the  following  table  giving^  for  census  years  since  1890^  the  total  popu- 
lation of  all  cities  and  towns  supplied  with  water,  the  population  of  those 
places  supplied  by  private  companies  and  its  percentage  of  the  total 
population  of  all  places  supplied:  — 
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Year. 


Total 
Population  of 

AUPlacea 

•uppUed  with 

Water. 


Population  of 

PlaoM 
supplied  by 

Private 
Companies. 


Per  Cent.  Pre- 

oedinc  Column  is 

of  All  Places 

supplied. 


1890. 
18&5, 
1900. 
1905, 
1910. 


1.924,812 
2.237.017 
2.M6.301 
2.792,400 
3,171,065 


318.319 
212,579 
236,809 
193,290 
154.782 


16.5 
9.5 
9.2 
0.9 
4.9 


From  the  above  table  it  will  be  seen  that  the  total  population  of  all 
places  supplied  by  private  companies  is  only  4.9  per  cent,  of  the  total 
population  of  all  of  the  cities  and  towns  supplied  with  water^  and  there 
are  only  9  towns  having  a  population  in  excess  of  5,000  which  are  sup- 
plied by  private  companies,  namely,  Milford,  Southbridge,  Dedham, 
Xorthbridge,  Palmer,  Bridgewater,  Grafton,  Fairhaven  and  Amherst. 

The  population  and  valuation  of  all  of  the  cities  and  towns  in  Massa- 
chusetts in  1910  is  given  in  the  following  table,  which  also  contains 
certain  other  information  relative  to  the  date  of  introduction  of  public 
water  supplies  into  those  places  so  provided,  and  the  rank  of  each  place 
according  to  each  of  the  last  three  decennial  censuses.  The  cities  and 
towns  are  arranged  according  to  their  population  in  1910,  and  all  places 
having  water  works  owned  by  a  private  company  are  designated  by  an 
asterisk. 


CiTT  OB  T0W». 


Date  of 
Intro- 
duction 

of 
Supply. 


Bosroiv, 

WoBCKSrXB. 

Fall  Ritsb. 

LOWCLL, 

Cambbxdob. 
Niw  Bbpfobd. 
Ltbv,  . 
SrazKonxLD, 
Lawbbbcb.  . 
somebtxllx, 

HOLTOXI,      . 

Bbocxtox.   . 


POPULATZON  IN  1910. 


Plaoes 

with 

Water 

Supplies. 


Plaoes 
without 

Water 
Supplies. 


670.585 

145,986 

119.295 

106.294 

104,839 

66,052 

89,336 

88,926 

85,892 

77,236 

57,730 

56,878 


Raxk  accoboino 
to  popuiation. 

Valuation. 
1910. 

vm. 

1900. 

1 

1910. 

$1,420,981,033 

1 

1 

146,201,068 

2 

2 

2 

95,129,690 

4 

3 

3 

85,175,700  ' 

8 

4 

4 

114,094.902 

5 

1 

5 

5 

87,503.240 

9 

8 

6 

74,061,912 

6 

6 

7 

116.218374 

8 

9 

8 

64,241,036 

7 

7 

9 

65.411.419 

10 

10 

10 

50.506.650 

11 

11 

11 

43.911.145 

-      15 

12 

12 

210- 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


Date  of 
Intro- 
duction 

of 
Supply. 

Population  in  IflO.   ' 

1 

Valuation. 
1910. 

Raxx  aooobdino 
TO  Population. 

CiTT  OB  Town. 

1     Places 
with 
Water 
Supplies. 

Places 
without 

Water 
Supplies. 

1890. 

1900. 

1 

1918. 

Malden,       .... 

• 

1870 

44.404 

j 

$45,004,522 

'      M 

16         13 

Havebhill, 

1803 

44.115 

- 

32.577.268 

1      U 

1 

13         14 

Salem, 

1868 

43,607 

- 

36.023.041 

1 

12 

14         15 

Newton, 

1876 

30,806 

- 

80337.081 

18 

17         14 

FiTCHBUBO, 

1872 

37.826 

- 

80.815.118 

20 

18         17 

1 

Taunton,     . 

1876 

34.250 

- 

25,326.745 

16 

10    i     IS 

EVBBBTT, 

1867 

33.484 

- 

27.342.303 

33 

31    I     19 

Quinct, 

1884 

82.642 

- 

80.606300 

33 

33 

ao 

Chbuba,     . 

1867 

82.452 

- 

25.408343 

18 

15 

21 

1855 

32.191 

" 

24.474.460 

33 

35 

n 

Waltham, 

1878 

27,834 

- 

,       28368,213 

31 

24 

n 

Brookltne, 

1875 

27,702 

- 

118318.024 

30 

26 

34 

CHtCOPXE. 

1845 

25,401 

- 

18.025.483 

36 

27 

35 

GLOUCB9TEB, 

1885 

24,308 

- 

23.264333 

17 

20 

25 

BiEOrOBD,      . 

1870 

33,150 

- 

24364.078 

31 

29 

27 

NoBTH  Adams. 

1861 

22.019 

- 

16,546.648 

34 

22 

28 

NOBTRAMPTON, 

1871 

10,431 

- 

15,006.637 

25 

38 

39 

Bbvbblt,     . 

1868 

18.650 

- 

86306.035 

34 

S3    ;     30 

Revere, 

1884 

18,210 

- 

15.660,186 

66 

46         31 

Leominater,  . 

1873 

• 

17.580 

12.836.174 

53 

37    1     32 

Attleborough. 

1873 

16,215 

- 

15,186.731 

40 

41    ,     33 

Wert6eld,      . 

1874 

16.044 

- 

'        9.849316 

38 

38    1     34 

1 

Peabody. 

1790 

j        15.721 

«» 

11.110,151 

1      87 

39         35 

Melboss.     . 

1870 

15.715 

- 

17,063.560 

45 

36         36 

Hyde  Park.  . 

1885 

15.507 

- 

15.041.061 

36 

1 

35 

37 

WOBUBN. 

1873 

15.306 

- 

11.638.886 

1 

31 

38 

Nbwbcbtpobt. 

1      1881 

1 

14.940 

13328315  ' 

1                        1 

37 

SO 

39 

Gardner. 

1      1882 

14,090 

J 

7.000354 

46 

45         40 

Mablbobouor, 

1883 

14,570 

1 

10.896.009  ) 

1 

38 

34         41 

Clinton. 

1882 

13.075 

"" 

^        8.841.229 

'      35 

S3         42 

1 

•Milford. 

1881 

13.055 

8.830.094  j 

43 

40         43 

Adams. 

1874 

13.096 

- 

7.165.402 

41 

44 

44 

Framingham, 

1885 

12.048 

1 

12.041389  ' 

40 

43 

45 

Weymouth.  . 

,      1885 

12305 

- 

8323316  , 

S3 

43         41 

Watertown,  . 

1885 

12375 

1 

15.479.139 

55 

48         47 

*Southbridfe. 

1      1880 

12.502 

6.392.075 

48 

47         4* 

*  Works  owned  by  private  oompany 
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Date  of 
Intro- 
duction 

of 
Supply. 

Population  in  ItlO. 

Valuation, 
1910. 

Rank  according 
TO  Population. 

CittIor  Town. 

Places 

with 

Water 

SuppUes. 

Places 
without 

Water 
Supplies. 

itoo. 

1906. 

1910. 

Plymouth,    .... 

1855 

12.141 

- 

$11,506,970 

52 

40 

40 

Webster, 

1881 

11,500 

- 

10.206.433 

56 

53 

50 

Methuea. 

1875 

11,448 

- 

6.675.000 

77 

61 

51 

Wakefield.     . 

1883 

11.404 

- 

0.671,533 

57 

52 

52 

Arlington.     . 

1872 

11,187 

- 

12.040,688 

67 

54 

53 

Greenfield,    . 

1870 

10,427 

- 

10,483.850 

68 

57 

54 

Winthrop.     . 

1884 

10,132 

- 

12.210.155 

137 

74 

55 

Amesbury,    . 

1886 

0,804 

- 

6.352.115 

30 

51 

56 

Natirk, 

1874 

0,866 

- 

8.225,368 

42 

50 

57 

North  Attleboroush. 

1884 

0,562 

- 

7.004,337 

58 

63 

58 

Danvers. 

1876 

0.4Q7 

- 

6,528.501 

50 

55 

50 

Winchester.  . 

1873 

0.300 

- 

13.826.300 

73 

64 

60 

*Dedham.      . 

1881 

0,284 

- 

14.247,004 

54 

62 

61 

West  Springfield, 

1875 

0.224 

- 

7.805.002 

71 

65 

62 

*Northbridge, 

1889 

8307 

- 

5,573,724 

82 

67 

63 

Ware,     . 

1886 

8,n4 

- 

5,2»1.106 

51 

56 

64 

*FBliner, 

1886 

8,610 

- 

4,3803n 

50 

58 

65 

Atbol.    . 

1875 

8,536 

- 

4.705.230 

60 

66 

66 

Eaathampton, 

1870 

8,524 

- 

5.075.370 

02 

80 

67 

liiddleborougb,    . 

1885 

8.214 

- 

5.053,058 

65 

68 

68 

Braintree. 

1887 

8,066 

- 

6,4n,204 

75 

76 

60 

Saugua, 

1878 

8.047 

- 

5.832,570 

100 

87 

70 

Norwood, 

1885 

8,014 

- 

14,510.676 

107 

82 

71 

Milton. 

1885 

7.024 

- 

80,027.548 

04 

70 

72 

*Brid80water, 

1888 

7,688 

«> 

3,460.2n 

07 

77 

73 

Marblehead. 

1885 

7.338 

- 

8.165,136 

47 

60 

74 

Andover. 

1800 

7.301 

- 

8,258.227 

63 

60 

75 

Whitman, 

1883 

7,202 

- 

4.038.660 

88 

72 

76 

Stoneham. 

1883 

7,000 

- 

5.182.026 

62 

71 

77 

Rockland, 

1887 

6,028 

- 

4.234.547 

60 

86 

78 

Montague, 

1887 

6.866 

- 

4,410,040 

61 

73 

70 

Hudson, 

1884 

6,743 

- 

4.406.405 

70 

83 

80 

Spenoer, 

1883 

6.740 

- 

4,014,410 

44 

50 

81 

Goooord, 

1873 

6.421 

- 

7,810.410 

01 

70 

82 

Maynard, 

1880 

6.300 

- 

3.884.701 

138 

133 

83 

Stooghton, 

1886 

6.316 

" 

3.532,460 

1 

1 

74 

1 

84 

84 

*  Works  owned  by  private  company. 
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Date  of 
Intro- 
duction 

of 
Supply. 

Population  m  1010. 

Valuation. 
lOlt. 

Rank  aooobdoio 
to  popuuition. 

CiTT  OB  Town. 

Plaoee 

with 

Water 

Supplies. 

Places 
without 

Water 
Supplies. 

1890. 

1960. 

1910. 

Swampaoott, 

1885 

6,204 

- 

$11,274,008 

117 

101 

85 

Great  Barriniton, 

1867 

5.026 

- 

6,270,783 

81 

76 

86 

R«adinff, 

1801 

5318 

- 

5,742,532 

100 

04 

87 

Ipswich, 

1804 

5,777 

- 

5.150,855 

80 

07 

88 

*Qfmfton. 

1880 

5,705 

- 

2.064,060 

72         05 

89 

Winehendon, 

1806 

5,678 

- 

4,158.306 

03 

03 

90 

Blackstona.  . 

- 

- 

5.648 

2.271,572 

64 

78 

91 

Franklin.      . 

1884 

5.6^ 

- 

3.022,637 

76 

01 

92 

Belmont, 

1887 

5,542 

- 

6.854344 

166        113 

9S 

North  Andover, 

1808 

5,520 

1 

- 

5311.428 

106 

108 

94 

Abincton,     . 

• 

1887 

5,455 

- 

2.001324 

06 

103 

96 

Westborough, 

1870 

5.446 

- 

3,863.258 

70 

65 

96 

WellMley,      . 

1884 

5,418 

- 

15.322,124 

111 

88 

97 

Orance, 

187S 

5,282 

- 

4.065,123 

83 

81 

96 

ManaSeld.     . 

1888 

5.183 

- 

4,002,054 

113 

110 

99 

Easton, 

t 

1887 

5,180 

- 

5,088,508 

87 

06 

too 

*Fairhav6n.    . 

1804 

5,U2 

1 

- 

3300301 

130 

121 

101 

*Amherrt, 

1880 

j         5,112 

1 

3,061,140 

86 

1 

00 

102 

Noedham,     . 

1800 

I         5.026 

- 

6,143378 

123    ,    100 

108 

Chelmaford, 

1007 

5,010 

- 

1        4.615.068 

130 

112 

104 

*Hinghaai,     . 

1880 

1          4,065 

.       1 

1 

6.030,664 

84 

80 

105 

Ludlow, 

1873 

4.048 

1 

3.001.012 

m 

123 

106 

Laxington,    . 

1884      : 

4,018 

- 

8.640366 

lis 

114 

107 

South  Hadlay, 

1872 

4304 

- 

3.227.044 

06 

102 

106 

Walpole, 

1806 

4,802 

1 

4356.000 

144 

120 

IM 

Canton, 

1880 

4.707 

- 

4.603,031  ' 

65    .    100 

1 

110 

Monaon, 

1805 

4,768 

1 

1.063,090  . 

110    1    128 

1 

111 

•MiUbury 

1805 

4.740 

' 

2.451.180 

00    1    104 

112 

Bamatable,  . 

1 

1        — 

- 

4.676 

6.221,067 

102    1    106 

111 

Uxbridia.     . 

1870 

4.671 

- 

3,060,637 

1    114 

118 

114 

Dartmouth, . 

! 

- 

4.878 

1 

4340397 

1    "1 

117 

m 

Provinoatown, 

1803 

4.860 

1 

1 

2,062,066 

80        107 

116 

Randolph,    . 

;      1888 

1 

4301 

- 

1        2.308382  : 

1 

103    .    Ill 

117 

Dudley, 

1010 

4,267 

1 

!         1,820.724 

127 

122 

118 

Roekport,     . 

1805      ' 

4311 

- 

,        3.348.450 

101 

08 

119 

Warren, 

1 

- 

4.188 

2,063.147  1 

1     ^ 

105 

120 

*  Works  owned  by  private  company. 
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Date  of 
Intro- 
duction 

of 
Supply. 

Populahok  in  IflO. 

Valuation. 
lOlt. 

1 

Rank  ▲ocobdino 
TO  Population. 

CiTT  OB  TOWK. 

Plaoes 

with 

Water 

Supplies. 

Plaoes 
without 

Water 
Supplies. 

1M6. 

1060. 

1010. 

•Lee.       . 

1881 

4,106 

- 

12.102.875 

105 

110 

121 

Waieham.     . 

/18MM 
(l»08«/ 

4.102 

1 

- 

;        4.007.052 

112 

126 

122 

Fozbofouch, 

1801 

1 

8.863 

- 

1         2.204.432 

128 

130 

123 

Templeton,  . 

• 

- 

3.756 

1.752.055 

125 

125 

124 

Tetrkabury, . 

t 
1 

- 

3.750 

1.341.886 

140 

116 

125 

•WOluunetown.       . 

1850 

8.708 

- 

3,580«541 

08 

02 

126 

Dalton. 

1884 

8.568 

1 

- 

4.610.160 

1 

135 

1 

136 

127 

•Hiwtiwick.    . 

1887 

a.524 

2.013.701 

1 

120 

132 

128 

*Afawam, 

1877 

3,501 

- 

1         2.011.454 

153 

140 

120 

*Medfield.      .       . 

1880 

3.466 

- 

1.000.642 

200 

130 

130 

Dneut, 

/ieoo*\ 

\1006«/ 

3.461 

- 

2,320,402 

173 

131 

131 

*EMt  Bridcewater. 

1888 

3.363 

- 

2.303.788 

131 

135 

132 

*Osford. 

1006 

8.361 

- 

1        2.072.012 

143 

145 

133 

Leioeeter, 

1801 

'          3.237 

1 

- 

2.506.652 

122 

127 

134 

1800 

3.144 

1 

- 

1        0.563.560 

146 

124 

135 

Sutton, 

- 

1 

1            . 

3.078 

1         1.307.877 

.    110 

120 

136 

NorthSBrookfield. 

1803 

3.075 

- 

1.707,572 

104 

00    i    137 

1 

•Lenox,  . 

1875 

3.060 

- 

1        6.335,406 

1 

134 

138        138 

•Nantucket,  . 

1878 

2,062 

- 

1        3,473,416 

116 

137 

130 

•Barre,   . 

1805 

2.057 

- 

1,008.838 

156 

172 

140 

Peppereil,     . 

1000 

2.053 

- 

2.316,504 

120 

115 

141 

Westport.      . 

-    1 

- 

2.028 

1.870.255 

145 

140 

142 

•Weatford,      . 

1008 

2.851 

- 

2.344.168 

155 

146 

143 

Holbrook,     . 

1888 

2.816 

- 

1.615.602 

150 

162 

144 

Sonienet, 

- 

- 

2.708 

1.460.754  ' 

165 

1 

161 

145 

Ayer,     .... 

1887 

1          2.707 

- 

2,116,075 

160 

154 

146 

BUlArioa.       .        .        . 

1808 

j          2,780 

- 

-        2,855.846 

152 

141 

147 

•HoUiaton,     . 

1801 

2.711 

- 

'         1.727,538  < 

142 

148 

148 

tHedwmy.       . 

- 

- 

2.606 

1,453.664 

126 

142 

140 

llanebester, . 

1802 

2,673 

- 

16,047.227 

180 

150 

150 

•Coba«et,      . 

1886 

2.585 

- 

8.425,307 

151 

143 

151 

Norton, 

- 

1            ^ 
1 

2.544 

1.260.400 

101 

186 

152 

•Scituate, 

1001 

2.482 

* 

4.635.042 

164 

152 

153 

Bourne, 

- 

- 

2.474 

!        i.305,415 

214 

202 

154 

•  Works  owned  by  private  company. 
^  Onset  Water  Company, 
t  WarebamlFire  District. 


t  Works  under  oonstnictbn. 

*  American  Woolen  Company,  CoUinsville. 

«  Draout  Water  Supply  District. 
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Date  of  ; 
Intro- 
duction 

of 
Supply. 

1 
Population  in  1919. 

Valuation. 
1919. 

Rank  aocording 
to  Population. 

City  or  Town. 

Places 

with 

Water 

Supplies. 

Places 
without 

Water 
Supplies. 

mo. 

1999. 

1910. 

Lancaster 

1885 

2.464 

- 

14.778.268 

157 

151 

155 

Hopkinton,  . 

1884 

2,452 

- 

1.616.003 

99 

147 

156 

Kingston,      . 

1889 

2.445 

- 

1.834.323 

201 

177 

157 

Auburn, 

- 

- 

2.420 

1.242,674 

207 

205 

158 

Seekonk, 

- 

- 

2397 

1.283,490 

224 

200 

150 

Wilbraham,  . 

- 

- 

2.332 

1.215.648 

187 

209 

100 

- 

- 

2,326 

1,619314 

167 

164 

161 

Sharon, 

1885 

1 

2,310 

- 

2.824.364 

208 

171 

102 

Groveland,   . 

- 

- 

2.258 

1,175,229 

158 

155 

16S 

Dighton. 

- 

- 

2,235 

1,143356 

182 

190 

161 

West  Bridcewater 

- 

- 

2,231 

1,815,410 

178 

195 

105 

Deerfield,      . 

1908 

2,209 

- 

1,885,442 

132 

175 

100 

WayUnd.      . 

1878 

2,206 

- 

2342,454 

170 

159 

107 

Brookfield.    . 

1889 

2.204 

- 

1,828,678 

115 

134 

101 

Merrimac,     . 

1904 

2,202 

- 

1397,240 

140 

165 

100 

•Hopedale.     . 

1881 

2.188 

- 

6.671.281 

238 

168 

170 

*Groton, 

1897 

2,155 

- 

4383327 

171 

174 

171 

Douglaa, 

1910 

2,152 

- 

1.347393 

170 

167 

1    172 

HoldMi, 

1905 

2,147 

- 

1,791307 

141 

153 

m 

Shirley, 

1903 

2.139 

- 

1.164300 

237 

199 

174 

Acton,  . 

- 

- 

2,136 

2.167.930 

181 

166 

175 

Williamsburg. 

1903 

2.132 

- 

1.030390 

172 

179 

170 

Harwich, 

- 

- 

2.115 

1,420.245 

136 

156 

'  in 

Ashbumham, 

1870      1 

2,107 

- 

1.043.470 

168 

182 

171 

*  Weston, 

1896 

2.106 

I 

8.748.609 

200 

185 

179 

•HuU.     . 

1882 

1 

2.103 

- 

5.605.743 

258 

196 

100 

Upton, 

1 

1 

2.071 

'         1.154.040 

183 

178 

101 

Belehertown, 

- 

2.054 

939.207 

163 

1 

100 

182 

Charlton, 

- 

2.032 

1307,664 

1^ 

'    183 

t    103 

Avon,    . 

1890 

2.013 

979,471 

218 

'    194 

104 

Rehoboth.     . 

- 

- 

2.001 

871,960 

190 

184 

105 

Hadley. 

1906      • 

1.999 

- 

1,377,976 

199 

191 

100 

Hatfield, 

1896      . 

1.986 

- 

1,388373 

232 

216 

187 

Swansea,       .        . 

-        i 

1 

- 

1.978 

1324.445 

211 

208 

180 

Georgetown. 

1 

- 

1.958 

1.028318 

163 

181 

100 

Sturbridge,  . 

1 

- 

1.957 

1,069308 

109    , 

173 

100 

*  Works  owned  by  private  company. 
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Date  of 

Population  ik  1910. 

Valuation. 
1910. 

Rank  aocordinq 
TO  Population. 

1      xuuv- 

CiTT  OR  Town.            ,  duction 

of 
Supply. 

Places 

with 

Water 

Supplies. 

Places 
without 

Water 
Supplies. 

1B90. 

1990.     1910. 

1 

Shrewsbury. 

- 

— 

1.946 

11.800.536 

213 

204 

191 

*Stockbrklce. 

1802 

1,933 

- 

4.502.608 

161 

169 

192 

Deonis, 

- 

- 

1.919 

1,347.057 

133 

157 

193 

Wilmiogton, 

- 

- 

1.858 

1.465.908 

235 

208 

194 

Hanson, 

- 

- 

1.854 

1.129.912 

230 

221 

195 

•ShefBdd.       . 

1897 

1,817 

- 

1.114.546 

17tf 

188 

196 

Townasnd,    . 

- 

- 

1.761 

1.332.153 

193 

189 

197 

Hamilton,     . 

- 

- 

1.749 

4,419,559 

264 

206 

198 

Southborough, 

- 

- 

1.745 

3.016.516 

164 

180 

199 

Rudand, 

1896 

1.743 

- 

719.110 

261 

230 

200 

Wrsntham,    . 

1908 

1.743 

- 

1.233.618 

147 

144 

201 

Ooirain, 

1902 

1.741 

- 

744.031 

198 

193 

202 

*Blanhfield.    . 

1890 

1.738 

- 

2,002.795 

196 

187 

203 

Raynbam,    . 

- 

- 

1.725 

854.541 

221 

213 

204 

Northbofough, 

1882 

1.713 

- 

1.395.575 

176 

163 

205 

BeUinghnm. 

- 

- 

1.696 

895.813 

222 

197 

206 

Aeushnet.     . 

- 

— 

1,692 

805.519 

249 

236 

207 

Duzbuzy. 

- 

— 

1.688 

2,308.400 

180 

170 

208 

Sandwich,     . 

- 

- 

1,688 

1.057.182 

186 

223 

209 

tAshland, 

- 

- 

1.682 

1,210.363 

148 

214 

210 

Garver, 

- 

- 

1.663 

1.530.950 

257 

250 

211 

Salkbuiy.     . 

- 

- 

1,658 

890,717 

225 

211 

212 

*Northfield.    . 

1900 

1.642 

— 

1,415,903 

184 

176 

213 

Esses,   . 

- 

- 

1,621 

1.212.445 

195 

201 

214 

Buekland,     . 

- 

— 

1,573 

721.143 

205 

225 

215 

Chatham,     . 

- 

- 

1,564 

1.286.607 

174 

192 

216 

East  Longmeadon 

\ 

- 

- 

1.553 

711,908 

- 

240 

217 

*Chsshiie.      . 

1876 

1.508 

- 

830.342 

226 

237 

218 

Shsibornc,    . 

- 

- 

1,498 

1.310,114 

206 

215 

219 

Nswbory, 

- 

- 

1,482 

1.308.349 

215 

207 

220 

Huntington, 

1899 

1,473 

- 

638.778 

217 

219 

221 

West  Newbury. 

- 

- 

1.473 

1.130.571 

188 

212 

222 

Frestown, 

- 

- 

1,471 

986.314 

216 

227 

223 

Marion, 

1908 

1.460 

- 

4,777.715 

283 

277 

224 

Shsrbora, 

- 

- 

1,428 

1,562,583 

219 

218 

225 

Yannouth,    . 

- 

- 

1.420 

2,410.192 

192 

198 

226 

*  Works  ownsd  by  priTate  company.  * 


t  Works  under  construction. 
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Date  of 
Intro- 
duction 

of 
Supply. 

1 

POPULAinOM  ZN  1919. 

1 

Valuation. 
1910. 

j    Rank  aocobmxo 

1       TO  POPULATIOH. 

CiTT  OB  TOWK. 

Plaoei 

with 

Water 

Supplies. 

Plaoei 
without 

Water 
Suppliee. 

ino. 

liot. 

1919. 

Norwell 

- 

1 

1.410 

81.090.735 

1 

!    202 

210 

W 

MiUis,    . 

•               * 

1891 

1,899 

- 

1,107,323 

204 

264 

228 

Lunenburg,  . 

•               • 

- 

- 

1.893 

1,131.246 

241 

231 

229 

PlainviUe.     . 

■               • 

1909 

1,885 

- 

794.020 

- 

- 

289 

Chester. 

•               • 

1893 

1,377 

- 

741.616 

228 

222 

231 

Rowley. 

p 

- 

- 

1,388 

769,376 

231 

228 

232 

Sterling. 

•               • 

- 

1,859 

1,151,538 

233 

226        233 

Westminater. 

■               • 

1 

1,353 

1           847,667  ' 

.    197 

232       234 

Pembroke.    . 

•               • 

1 

1,338 

1           997,428 

223        234       23S 

West  Bnmkfield. 

•               • 

- 

1 

1.327    1 

964,996 

204        224        2N 

1 

*Weet  Stockbridte. 

•              p 

1873      1 

1.271 

*" 

446,220 

210 

242    1    237 

West  Boybton, 

•               ■ 

~        1 

- 

1.270    ' 

786,860 

114 

158       2» 

West  wood. 

•               ■ 

1 

1 

- 

1.268 

2,741,179 

- 

248    1    239 

Mattapoieett. 

•               • 

1 

_        1 
p 
1 

- 

1.233 

1,936,080 

240 

253       210 

Bedford. 

•               • 

1909 

1,281 

-        1 

1 

1.449,334 

244 

239    ,    241 

Conway. 

9                              * 

- 

- 

1,230 

727313 

312 

230    >    212 

f 

Littleton,      . 

• 

„        1 

- 

1.229 

1,115,794 

261 

241        241 

Clarktburg.  . 

• 

- 

- 

1,207 

266.381 

278    .    r4    1   214 

Tisbury. 

»                               • 

1887 

1,190    1 

1 

i| 

1,602,750 

206    1    245    1    24S 

•Edgartown.  . 

»                               « 

1906 

1.191    ; 

' 

1,230,121 

239 

238        246 

Nahant. 

1885 

1 

1,184 

^          i 

8,076,496 

270 

243    '    247 

Lincoln, 

.  1      1874 

1,176 

- 

3.520.206  1 

250 

247        248 

Topefield,     . 

1 

■ 

- 

1.174 

1.429,710  ; 

252 

250        2M 

Erving. 

.  1      18M 

1.148 

- 

1,051.331 

363 

309       2S0 

lAkeviUe,     . 

~         ( 

-       1 

1,141 

720.555 

268 

270    .    2S1 

Middleton,    . 

.  1      1878      j 

1.129 

- 

832.913 

260    >    282    1    252 

New  Marlborough 

f             • 

1 

1 

1.124    , 

719.404  ■ 

227        233        251 

Sudbury, 

- 

- 

1.120 

1.303.166 

236        244        254 

Hinwiale.      .       . 

.  •■      1889      '. 

1,110 

- 

896.959   ' 

104    1    217        3U 

1 

Stow,    . 

• 

- 

1 

1,115 

956.940  , 

r4        261        2SI 

.  1 

.. 

1.090 

667363    ' 

255 

266       257 

•OakBluffe,  . 

1890 

1,084 

- 

1.827.603 

245 

251    .    2S6 

Longmeadow, 

.1      1895 

1 

1.084 

- 

1302.854 

160    i    285    ,    2SI 

Orleans, 

1 

.  1 

- 

1.077 

688.122 

234        248    ;    269 

Hubbardaton, 

.  1 

- 

1.073 

702.235 

220    1    235    :    211 

North  Reading,    . 

.  ' 

- 

1.059 

ni.082 

281     1    258        I8t 

_ 



*  Worki  owned  by  private  company. 
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Date  of 
Intro- 
duction 

of 
Supply. 

1 
POPULA.TIOir  IN  1919.    ! 

1 

Valuation, 
1919. 

Rank  aocobdino 
TO  Population. 

CiTT  OR  TOWK. 

Placet 

with 

Water 

Suppliee. 

Placet 
without 

Water 
Suppliee. 

1199. 

liM. 

1919. 

'Sunderland, 

1883 

1.047 

- 

8606,690 

305 

294 

263 

Harvard, 

- 

- 

1,034 

1.853,506 

243 

246 

264 

WeUfleet,       . 

- 

- 

1,022 

1,238,537 

229 

265 

265 

Southwiok.   . 

- 

- 

1,020 

694.768 

272 

256 

266 

Wenham, 

- 

- 

1.010 

2,787.026 

276 

281 

267 

Charlemont, 

- 

- 

1,001 

528.663 

262 

252 

268 

Berkley. 

- 

- 

999 

419.691 

275 

273 

269 

tRuaeU. 

1 

- 

965 

743,263 

280 

287 

270 

Norfolk. 

1 

- 

9fl0 

855,701 

273 

267 

271 

•Aflhfield. 

1904 

1 

959 

- 

651.872 

260 

272 

272 

Beekei, 

1 

- 

959 

1           527,430 

267 

264 

273 

Laneeborouch, 

- 

- 

947 

529.352 

353 

291 

274 

•GiU,      . 

1888      1 

942 

- 

475,157 

265 

260 

275 

Lynnfield,     . 

1 

- 

911 

800.196 

293 

278 

276 

Beiiin,  . 

- 

- 

904 

562,307 

277 

262 

277 

Aflhby. 

- 

- 

885 

773.888 

289 

279 

278 

Mendon.       . 

- 

- 

880 

757.307 

270 

276 

279 

EnSeld. 

- 

- 

874 

730.859 

266 

257 

280 

Southampton, 

- 

- 

870 

501.659 

254 

261 

281 

Brimfield.     . 

- 

1            . 

1 

866 

1 

560.079 

242 

275 

282 

Whately, 

- 

1 

846 

1 

484.024 

295 

296 

283 

Tyosaboioagh,     . 

- 

- 

829 

593.866 

306 

292 

384 

Prinoeton, 

- 

1 

818 

r 

1.300,734 

260 

268 

285 

Dorer.  . 

- 

1 

798 

5,738.416  ; 

1 

300 

306 

286 

Royaleton.    . 

- 

1 

792 

I 

646.519  1 

248 

271 

287 

•Granville.     . 

1910 

781 

** 

480.338 

246 

255 

2SS 

Bolton. 

- 

- 

764 

500.181 

i    288 

295 

289 

Granby, 

- 

- 

m 

517.006 

298 

298 

290 

Petenham.   . 

- 

- 

757    : 

949,548 

1 

247 

280 

291 

Bevnardeton, 

- 

- 

741 

476,784 

1 

296 

288 

292 

Dana,    . 

1 

- 

736 

403,751 

303 

289 

293 

Leverett, 

1 

- 

728 

'           319,792 

p 

302 

301 

294 

Boiford. 

*•        1 

- 

718 

1.439,079 

284 

302 

295 

Blandlord.    . 

1909      1 

717 

- 

543.592 

282 

283 

296 

Boylatont 

1 
1 

- 

714 

485,022 

297 

229 

297 

Truro,  . 

1 
i 

1 

" 

655 

382,488 

271 

297 

298 

*  Works  owned  by  private  company. 


t  Worke  under  construction. 
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Date  of 
Intro- 
duction 

of 
Supply. 

POPtTLATXON  IN  Iflf. 

Valuation. 
IflO. 

CiTT  OR  Town. 

Places 

with 

Water 

Supplies. 

Places 
without 

Water 
Supplies. 

Richmond,   .        .        .        . 

- 

- 

«0 

1387,203 

- 

1 

M6 

377.061 

New  Salem. 

- 

- 

630 

374.674 

Cumminfton, 

- 

1 

637 

338.021 

Brewster, 

- 

631 

671.144 

Egremont,    . 

- 

- 

605 

485,464 

Burlinston,  . 

- 

1 

Ml 

628.808 

Worthington, 

- 

- 

669 

355,341 

Sandisfield.  . 

- 

- 

666 

341.065 

Plympton,    . 

- 

- 

561 

378.223 

Oakham, 

- 

1 

552 

382,037 

Cariiale, 

1 

1 

551 

524.114 

Halifax. 

- 

1 

560 

542,205 

Chesterfield, 

- 

- 

536 

310,022 

Eaetham. 

- 

1 

518 

450.051 

Savoy.  . 

- 

- 

603 

180.621 

Wenden. 

- 

1 

502 

261 .4ra 

Otis.      . 

- 

1 

4M 

278.101 

Warwick. 

- 

1 

iV 

a7.072 

Pelham, 

- 

467 

288.002 

Hancock, 

- 

- 

465 

316,242 

New  Braintree, 

- 

- 

464 

408.637 

Rowe,   . 

- 

- 

456 

105.406 

Greenwich,   . 

- 

- 

452 

255.852 

West  Tisbury, 

- 

1 

437 

608.682 

PhiUipston,  . 

- 

1 

426 

200.313 

Hawley, 

- 

- 

424 

167,218 

Westhampton, 

- 

- 

423 

246,043 

Puton, 

"        1 

- 

416 

334,528 

Dunstable,   . 

- 

406 

383,556 

Plainfield.     . 

1 

- 

406 

178417 

Windsor, 

1 

- 

404 

279,326 

Ftorida. 

- 

- 

305 

102,832 

Monterey,     . 

- 

1 

388 

320,602 

Tyrintham,  . 

- 

- 

382 

268,462 

Leyden, 

- 

- 

363 

i74.sr 

Middlefield.  . 

- 

354    ■ 

188,006 

318 

323 
310 
327 
330 
334 


331 


Rank  aocokding 
TO  PoprLAnoM. 

liOO. 

1100. 

1910. 

201 

303 

M 

287 

290 

300 

285 

286 

301 

202 

300 

m 

256 

284 

30> 

286 

200 

ao4 

307 

300 

3DS 

301 

304 

3M 

200 

306 

307 

311 

310 

301 

200 

310 

300 

326 

320 

310 

316 

312 

311 

300 

306 

311 

310 

315 

313 

314 

314 

314 

321 

317 

315 

312 

331 

311 

315 

307 

317 

325 

323 

318 

320 

326 

311 

313 

316 

390 

317 

311 

811 

318  3tt 

327  313 

330    I  334 

!  335 


324  I  321 
331  30 
333       39 


313 


I 


334  >  331 
325  I  333 

335  I  333 
338  334 

333  I  m 
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ClTT  0«  TOWK. 


Hcftth.  . 

Wake.  . 

Preseott. 

Bosboroufh, 

ChUmArk, 

Gkisben, 

Waahiocton, 

AUord,  . 

Muhpee, 

Shuteriraiy, 

Ifoimw, 

Peru* 

MoDtfomary 

ToUand. 

Gay  Head. 

Gonold, 

Holland, 

Uount  Waahinctoii, 

Neir  Aahford, 


Date  of 
Intro- 
duction 

of 
Supply. 


POPULiflON  IN  Itlf . 


Placet 

with 

Water 

Supplies. 


Places 
without 

Water 
Supplies. 


3M 
346 
320 
317 
282 
279 
277 
275 
270 
267 
2M 
237 
217 
180 
162 
152 
145 
110 
02 


Viduation. 

mo. 


1172.608 

291,935 

187,046 

268,562 

317.406 

252.904 

278334 

190,145 

216,282 

258.947 

172,007  : 

140,187 

109,074 

198,819 

30,864 

581,341 

98,541 

92,144 

50,251 


Rank  accobdinq 
to  popui^ation. 


322 

328 

304 

293 

338 

337 

340 

341 

339 

340 

344 

342 

333 

339 

343 

347 

342 

344 

329 

336 

345 

343 

341 

848 

346 

346 

337 

345 

349 

349 

350 

851 

347 

350 

848 

352 

851 

358 

336 
337 
338 
339 
340 
341 
342 
343 
344 
345 
346 
347 
848 
849 
350 
851 
852 
353 
354 


Consumption  of  Water. 

Eecords  of  the  consumption  of  water  are  kept  in  nearly  all  of  the  cities 
and  towns  where  water  is  pumped,  and  in  several  places  supplied  by 
gravity  Yenturi  meters  are  used  to  measure  the  quantity  supplied. 

The  following  table  gives  statistics  with  regard  to  the  consumption 
of  water  in  the  year  1910  in  those  cities  and  towns  from  which  records 
could  be  obtained.  The  daily  consumption  of  water  per  inhabitant  has 
been  obtained  by  dividing  the  average  daily  consumption  by  the  total 
population  of  the  city  or  town  as  determined  by  the  census  of  1910.  The 
quantity  obtained  in  this  manner  is  somewhat  less  than  the  actual  con- 
sumption per  person  using  the  water  because  there  are  in  all  cities  and 
towns  a  greater  or  less  number  of  persons  who  do  not  use  the  public 
supply.  ITiis  diflference  is  most  marked  in  those  towns  which  contain 
villages  to  which  the  public  water  supply  has  not  been  extended,  and 
in  towns  where  the  works  have  been  in  operation  but  a  short  time  and 
where  water  has  not  come  into  general  use.    In  some  towns  the  popula- 
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tion  during  the  summer  months  is  much  greater  than  that  shown  by  the 
census  returns,  and  in  such  cases  the  consumption  per  inhabitant  as 
given  in  the  table  is  higher  than  it  would  be  if  allowance  were  made 
for  the  increased  population  in  the  summer.  With  a  few  exceptions,  how- 
ever, the  difference  is  not  great. 


Statistics  relating  to  the  Consumption  of  Water  in  Various  Cities  and  Towns, 


CiTT  OR  Town. 


Popu- 
lation* 

int. 


Averace 

Duly 

ConflUini>- 

tion 

(Gallons), 

l»lf. 


DaUy 

Con- 
gumption 
per  In- 
habitant 
(Oallons). 

l»lf. 


Metropolitan  Water 
District:*  — 
Arlington. 

Belmont, 

Boston,    . 

Chelsea,  . 

Everett,   . 

Lexington, 

Maiden,    . 

Medford,  . 

Melrose,   . 

MUton.     . 

Nahant.  . 

Quinoy.    . 

Revere,    . 

Somerville. 

Stoneham. 

Strampsoott, 

Watertown, 

Winthrop. 

Abington  and  Rock 

land. 
Amesbury,     . 

Andover, 

Attleborough, 

Avon. 

Bedford, 
Beverly, 
BiUerica, 


1,076,030 117,468.000 


11,187 

6,M2 

070.585 

32,452 

33,484 

4,018 

44.404 

33,150 

15.715 

7,024 

1,184 

32.M2 

18.210 

77.236 

7,000 

6,204 

12,875 

10,132 

12,383 

0.804 

7,301 

16.215 

2.013 

2,707 

1,231 

18.650 

2.780 


038.000 

330,000 

87,347,000 

2,835,000 

2,576.000 

346,000 

1,874,000 

1,422,000 

1,006,000 

300,000 

122,000 

2,802,000 

1,313,000 

6,100,000 

651.000 

418.000 

881,000 

660.000 

561.000 

436,000 

627.000 

881,000 

73.000 

141,000 

15,000 

1,702,000 

100,000 


100 
84 
60 

130 
87 
77 
70 
42 
61 
64 
30 

103 
80 
72 
80 
02 
67 
68 
64 
45 
44 
86 
54 
36 
50 
12 
01 
80 


Crrr  or  Town. 


Popu- 
lation. 
IMt. 


Bridgewater    and 
East  Bridgewater 
Brockton, 


Brookline, 

Cambridge, 

Canton,  . 

Chelmsford, 

Clinton, 

Cohasset, 

Concord, 


Danvers  and 

dleton. 
Dedham, 

Easton,  . 

Eklgartown, 

Fairhaven, 

Fall  River, 

Falmouth. 

Fozborough. 

Framingham. 

Franklin, 

Gardner, 

Gloucester, 

Grafton, 

Groton.  . 

HolUston. 

Holyoke. 

Hyde  Park. 

|i    Ipswich. 


Mid 


Daily 
Consump- 
tion 
(Qalkns). 
lilt. 


Datlv 

Obn- 

sumption 

psrla* 

habitsat 

(GaUoni). 

Iftt. 


11.051 

56.878 

27.702 

101.830 

4,707 

6,010 

13,075 

3.585 

6,421 

10.536 

0.284 

6.130 

1.101 

5.122  I 

110.205 

3.144  I 

3.863 

I 

12,048 

5.641  ! 
j    14.600' 

'   24.308  I 

I     5,706' 

I  , 

:     2,155  i 

2,711  I 

I 
57.780  j 

15.607 

5,7n 

2.464  I 


245,000 

I 

2.227,000 
2,476,000 

I 

10.458.000 

F 

283.000 
53.000 
503.000 
373,000 
486.000 
040.000 

1.302.000 
134.000, 
44.000 
338.000 

5,300,000 
304,000 
103,000 
687,000 
343,000 
641.000 

1.350.000 

lOO/XN) 

87.000 

40,000 

5.06S.000  \ 

1.147.000  \ 
343.OO0I 
100.000 1 


22 
3» 
89 

100 
61 
H 
iS 

108 
7« 
89 

120 
24 
37 
•3 
44 
03 
50 
4$ 
61 
44 
55 

40 
18 
101 
74 
42 
41 


*  Including  Newton  and  Hyde  Park,  which  are  within  the  district,  but  supplied  from  iadspsndeai 
works. 
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Statistics  rdating  to  the  Consumption  of  Water  in  Variotts  Cities  and  Towns  — 

Concluded. 


Av«race 

Daily 
Con- 

Average 

Dajly 
Con- 

(^T OB  Town. 

Popu- 
lation. 

DaUy 
(consump- 
tion 
(GaUona). 
1919. 

sumption 
per  In- 
habitant 
((Sallona). 
1919. 

CrTT  OB  Town. 

Popu- 
lation. 
1919. 

Daily 
Consump- 
tion 
(GaUona). 
1919. 

sumption 
per  In- 
habitant 
(Gallons). 
1919. 

Lawrence, 

85,892 

3379.000 

45 

Peabody, 

15.721 

2,645.000 

168 

Lowell.  .        . 

108,SM 

6.448.000 

61 

Plainville.      . 

1.385 

35,000 

25 

Lynn  and  Saucua, 

97,383 

7.027,000 

72 

Plymouth,      . 

12.141 

1.252.000 

103 

Maadiaafear,   . 

2,e78 

821,000 

120 

Provinoetown, 

4,369 

164.000 

38 

Mansfield.      . 
Mtrblehead,  . 

5.183 
7338 

387.000 
577.000 

75 
79 

Randolph  and  Hoi- 
brook. 
Reading, 

7,117 
5,818 

528.000 
206.000 

74 
85 

Msrion.  .        . 

1.460 

60.000 

41 

Rookport, 

4.211 

304.000 

72 

Mariborouch, 

14.579 

541.000 

37 

Rutland. 

1.743 

101.000 

58 

tfaynard. 

5,390 

228.000 

36 

Salem.    . 

43,697 

3.935.000 

90 

Merrimae, 

2.202 

82.000 

37 

Sharon,  . 

* 

2310 

131.000 

57 

Uethuen, 

11,448 

438.000 

38 

Shirley.  . 

2,139 

62.000 

29 

Hiddleborough, 

8.214 

341.000 

42 

Stoughton, 

6316 

220,000 

35 

UiUord  and  Hope- 
dale. 
MiUbury. 

15,243 
4.740 

773,000 
191,000 

51 
40 

Taunton, 
Wakefield.      . 

34359 
11.404 

2,150,000 
604,000 

63 

61 

Nantucket,    . 

2,962 

197,000 

67 

Walpola. 

4392 

500.000 

102 

Natiek,  . 

9366 

566.000 

57 

Waltham, 

27.834 

2.443.000 

88 

Ncedham, 

5.026 

332.000 

66 

Wareham, 

4,102 

103.000 

25 

New  Bedford, 

96,652 

7.864.000 

81 

Webster. 

11,609 

439.000 

38 

Newburyport, 

14.949 

1,020.000 

68 

Welleeley. 

5,413 

331.000 

61 

Newton, 

89306 

2305.000 

63 

Westford, 

2,851 

59.000 

21 

North  Andover,     . 

5329 

221.000 

40 

Weston,  . 

2.106 

105.000 

50 

North  Attleborough, 

9.562 

495.000 

52 

Whitman. 

7,292 

212,000 

29 

North  Brookfield,  . 

3,075 

202.000 

66 

Winchendon. 

5.678 

173.000 

30 

Norwood, 

8.014 

505.000 

63 

Wobum. 

15.308 

2,134.000 

139 

Oak  Bluffs,    . 

1.084 

154.000 

142 

Worcester. 

145,986 

10.805.000 

74 

OiM«e,  . 

5382 

137.000 

26 

Wrentham,     . 

1.743 

52,000 

1 

30 

Bainfall. 

The  normal  annual  rainfall  in  Massachusetts^  as  deduced  from  long- 
continued  observations  in  various  parts  of  the  State^  is  44.93  inches. 
The  average  rainfall  for  the  year  1910  in  these  places  was  35.63  inches, 
—  an  average  deficiency  of  9.30  inches,  the  greatest  that  has  occurred 
in  any  year  since  1883.  There  was  an  excess  of  precipitation  in  January, 
February,  June  and  November,  but  in  the  remaining  eight  months  of 
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the  year  there  was  a  deficiency.  The  greatest  excess  in  any  one  month 
occurred  in  January,  when  the  rainfall  was  5.44  inches,  or  1.67  inches 
greater  than  the  normal,  and  the  greatest  deficiency  occurred  in  March, 
when  the  rainfall  was  1.34  inches,  or  2.57  inches  less  than  the  nonnal. 
The  following  table  gives  the  nonnal  rainfall  in  the  State  for  each 
month  as  deduced  from  observations  at  various  places  for  a  long  peri(Hl 
of  years,  together  with  the  average  rainfall  at  those  places  for  each  month 
during  the  year  1910  and  the  departure  from  the  normal:  — 


MOMTH. 

Normal 
Rainfall 
(Inches). 

Rainfall 

inUlt 

(Inches). 

Excess  or 

Defi- 
denoy  in 

mt 

(Inches). 

Month. 

Normal 
RainlaU 

(Inches). 

Rainfall 

inlOlt 

(Inehos). 

ElKIOC 

Oefi- 

sisoejrm 

IMI 

(laehM). 

February, 
Mareh,     . 
April.       .        . 
May.        .        . 

3.77 
3.04 
3.01 
3.50 
3.74 
3.33 
3.77 

6.44 
4.03 
1.34 
2.74 
2.20 
4.16 
2.04 

+1.07 
+0.00 
—2.67 
-^).86 
—1.48 
+0.82 
—1.73 

August,    . 
September, 
October,  . 
November, 
December, 
Totals. 

4.24 
3.62 
3.86 
3.03 
3.06 

2.00 
2.40 
1.S3 
4.10 
3.16 

-134 
-l.OS 

+0.24 
-1  SO 

June. 

July.        .        . 

44.08 

36.03 

^.ao 

Taking  the  State  as  a  whole  there  has  been  a  deficiency  of  rainfall 
in  every  year  beginning  with  1904,  and  the  accumulated  deficiency  at 
the  end  of  the  year  1910  was  30.50  inches,  or  an  average  annual  deficiency 
of  4.36  inches.  This  deficiency  was  not  distributed  equally  throughout 
the  period,  however,  being  only  0.15  of  an  inch  in  1907  and  0.84  of  an 
inch  in  1906.  The  deficiency  in  1904  and  1909  was  2.46  and  3.37  inches, 
respectively.  About  78  per  cent,  of  the  total  deficiency  in  this  pcrioti 
occurred  in  the  years  1906,  1908  and  1910,  when  the  deficiency  was, 
respectively,  6.17,  8.21  and  9.30  inches,  the  latter  alone  being  almost  one- 
third  of  the  total  deficiency  for  the  entire  period.  The  unusual  dryness 
of  the  year  1910,  and  also  of  the  3'ear  1908,  is  very  noticeable  in  the 
diagram  on  page  223,  showing  the  average  annual  rainfall  througout  the 
State  for  each  vear  since  1875. 

The  effect  of  a  year  of  such  low  rainfall  as  that  of  1910,  following  six 
other  years  in  which  the  rainfall  was  less  than  the  normal,  waa  to  pro- 
duce a  drought  which  caused  a  heavy  draft  upon  the  ponds  and  reser- 
voirs used  as  sources  of  water  supply  and  reduce  them  to  lower  levels  than 
ever  before.  In  several  places  tlie  regular  sources  of  supply  were  ex- 
hausted, or  reduced  to  such  low  levels  that  it  was  necessary  to  supple- 
ment the  supply  with  water  taken  from  the  nearest  available  stream 


No.  34.] 


WATER  SUPPLY  STATISTICS. 


223 


or  reservoir,  the  waters  of  some  of  which  were  found  to  be  of  inferior 
or  suspicious  quality.  In  other  places  the  introduction  of  a  supple- 
mentary supply  was  only  avoided  by  the  adoption  and  rigid  enforcement 
of  certain  restrictions  upon  the  use  of  water  from  the  public  works. 

60 


J^ 


/^/T 


jfO 


•Flow  op  Streams. 

Sudiury  River. 

The  average  flow  of  the  Sudbury  River  during  the  year  1910  was 
570,000  gallons  per  day  per  square  mile,  or  56  per  cent,  of  the  normal 
flow  for  the  past  thirty-six  years.  In  that  period  the  only  year  in  which 
the  average  flow  has  been  less  was  1883,  when  the  flow  was  633,000 
gallons  per  day  per  square  mile,  or  62  per  cent,  of  the  normal  flow.  In 
1910  the  flow  during,  the  month  of  June  was  normal;  in  the  months 
of  January  and  February  it  was  in  excess  of  the  normal ;  but  in  the  re- 
maining nine  months  of  the  year  it  was  less  than  the  normal,  the  greatest 
deficiency  occurring  in  the  months  of  March,  April,  May,  November  and 
December.  During  the  months  of  July,  August  and  October  the  flow 
was  less  than  the  evaporation  from  the  water  surfaces  of  the  reservoirs, 
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so  that  the  flow  is  represented  by  a  minus  quantity.  The  average  flow 
for  the  driest  six  months,  July  to  December,  inclusive,  was  29,000  gal- 
lons per  day  per  square  mile,  or  7  per  cent,  of  the  normal  flow  and  72 
per  cent,  of  the  minimum  flow  ever  before  recorded  for  a  similar  period 
during  the  past  thirty-six  years. 

In  order  to  show  the  relation  between  the  flow  of  the  Sudbury  River 
during  each  month  of  the  year  1910  and  the  normal  flow  of  that  stream 
as  deduced  from  observations  during  thirty-six  years,  from  1875  to  1910, 
inclusive,  the  following  table  has  been  prepared.  The  area  of  the  water- 
shed of  the  Sudbury  River  above  the  point  of  measurement  is  75.2 
square  miles. 


Table  showing  the  Average  ManUdy  Flow  of  the  Sudbury  River  for  the  Year  1910^ 
in  Cubic  Feet  per  Second  per  Square  Mile  of  Drainage  Area,  and  in  Million 
Oallane  per  Day  per  Square  Mile  of  Drainage  Area;  aUo,  Departure  from 
the  Normal  Fhw. 


NoBMAL  Flow. 

Actual  Flow  in  IMf . 

• 

Etcmi  or  D viaxKcT 

MONTB. 

Cubic  Feet 

per 

Second 

per  Rquare 

Mile. 

MlUion 
Gallons  per 

Day 

per  Square 

Mile. 

Cubic  Feet      MiUion 
per        Gallona  per 
Second           Day 
per  Square  1  per  Square 
Mile.      \      Mile. 

Cubic  Feet      MiUion 
per        GaUoDB  per 
Second     |       Day 
per  Square   perSquan 
MUe.      1      Mile. 

January, 
February, 
Maroh. 
April.  . 
May.    . 
June,   . 
July,    . 
Aucuft, 
September, 
October, 
November, 
December, 

1.900 
2.729 
4.388 
3.102 
I.M8 
0.797 
0.264 
0.382 
0.388 
0.702 
1.253 
1  576 

1.228 

1.764 

2.836 

2.005 

1.078 

0.515 

0  171 

0.247    . 

0.251 

0.454 

0.810 

1019 

'         2305 
2.861 
3  023 

1         1  031 

0.429 

0  799 

-^.158 

'     -0  113 

1         0.008 

-0.078 

0.273 

0.342 

1  490 

1.849 

1 
1  954    , 

0.667    ' 

1 

0.277 

0  516    ' 
-0.102 
-0.073 

0.005    , 
-0.061    ' 

0.176 

0.221    ' 

1 

+0.406 
+0.132 
-1.365 
-2.071 

'      -1  289 
+0  002 

1      -0.422 
-0  495 
-0.380 
-0.780 
--0.980 
—1.234 

+0  262 
+O.QBS 
-0  882 
—1.338 
-0.801 
+0  001 

-0  2n 

-0  320 
-«M 
-0  306 
-0.634 
-0  796 

Average  fo 

rwlu 

>le  y< 

jar,  . 

1.589 

1.027 

0.881     ,         0.570    *      -^).706 

! 

-0  457 

In  the  annual  report  of  the  State  Board  of  Health  for  the  year  1908 
(pages  234:  to  239)  and  for  the  year  1909  (page  267)  tables  were  pre- 
sented giving  the  record  of  rainfall  upon  the  Sudbury  River  watershed, 
and  the  yield  ex])res8ed  in  inches  in  depth  upon  the  watershed  (inches 
of  rainfall  collected),  for  thirty-five  years,  from  1875  to  1909,  inclusive. 
The  corresponding  record  for  the  year  1910,  together  with  an  average 
or  the  whole  period  of  thirty-six  years,  is  given  in  the  following  table :  — 


No.  34.] 


WATER  SUPPLY  STATISTICS. 


225 


Rait^aU,  in  Inches,  received  and  eoUected  on  the  Sudbury  Rioer  Watershed. 


%» 

For  tbb  Ysar  1919. 

Mban  fob  Thirtt-bix  Yeabs, 
lin-1919. 

MONTB. 

Rainfall. 

Rainfall 
collected. 

Per  Cent. 
ooUected. 

RainfaU. 

Rainfall 
collected. 

Per  Cent, 
collected. 

January, 

February, 

March, 

^■.    : 

June,    . 

July.    . 

Aufuat, 

September, 

October, 

November, 

December, 

5.39 
5.06 
0.85 
2.75 
1.29 
4.68 
2.03 
2.62 
2.49 
1.86 
4.13 
2.49 

2.657 

2.979 

3.486 

1.151 

0.495 

0.891 

—0.182 

-0.130 

0.008 

—0.091 

0.304 

0.395 

49.2 
58.9 

408.7 
41.9 
38.4 
19.0 

—9.0 

—5.0 
0.3 

-4.9 

7.4 

15.8 

4.17 
4.24 
4.39 
8.51 
3.34 
3.15 
3.56 
3.85 
3.52 
3.93 
3.84 
3.81 

2.190 
2.865 
5.059 
3.461 
1.923 
0.889 
0.304 
0.441 
0.433 
0.809 
1.398 
1.817 

52.5 
67.5 
115.2 
08.5 
57.6 
28.2 
8.5 
11.5 
12.3 
20.6 
36.5 
47.7 

Year. 

• 

35.64 

11.963 

38.6 

45.31 

21.589 

47.6 

The  following  table  gives  a  record  of  the  yield  of  the  Sudbury  Eiver 
watershed  for  each  of  the  past  thirty-six  years,  the  flow  being  expressed 
in  gallons  per  day  per  square  mile  of  watershed  in  order  to  render  the 
table  more  convenient  for  use  in  estimating  the  probable  yield  of  water- 
sheds used  as  sources  of  water  supply :  — 


Yidd  of  the  Sudbury  River  Watershed  in  Gallons  per  Day  per  Square  Mile.^ 


MOBTH. 

1875. 

1176. 

1877. 

liTi. 

1179. 

1B99. 

103,000 

643.000 

658.000 

1.810,000 

700.000 

1,121.000 

February, 

1.496,000 

1,368.000 

949.000 

2.465.000 

1.711,000 

1.787,000 

March.      . 

1,604,000 

4,435.000 

4.813,000 

3,507,000 

2.330,000 

1.374,000 

April,        . 

3.049.000 

3.292,000 

2.394.000 

1,626,000 

3.116.000 

1.168,000 

May. 

1.188,000 

1.139.000 

1.391,000 

1.394,000 

1.114.000 

514.000 

June. 

, 

870.000 

222,000 

597,000 

506.000 

413.000 

176.000 

Jtily. 

321.000 

183.000 

202,000 

128,000 

158.000 

177,000 

Ausuat,     . 

396,000 

405.000 

121,000 

475.000 

395.000 

119,000 

September. 

207,000 

184,000 

60.000 

160.000 

141.000 

80,000 

October.   . 

646.000 

234.000 

632.000 

516.000 

71,000 

101,000 

November, 

1,302.000 

1,088.000 

1.418,000 

1,603,000 

206.000 

205.000 

December. 

548.000 

454.000 

1.289.000 

3,177,000 

462.000 

175.000 

Averace  for  whole  year,     . 

972,000 

1,135.000 

1,214.000 

1.452.000 

894.000 

578,000 

Averace  for  drieat  six  months, . 

574.000 

384,000 

502.000 

532.000 

230.000 

143.000 

*  The  area  of  the  Sudbury  River  watershed  used  in  making  up  theee  records  included  water  surfaces 
amounting  to  about  2  per  cent,  of  the  whole  area,  from  1875  to  1878  inclusive,  subsequently  increasing 
by  the  construction  of  storage  reservoirs  to  about  3  per  cent,  in  1879,  to  3.5  per  cent,  in  1885,  to  4  per  cent, 
in  1894  and  to  6.5  per  cent,  in  1^8.  The  watershed  also  contains  extensive  areas  of  swampy  land,  which, 
though  covered  with  water  at  times,  are  not  included  in  the  above  percentages  of  water  surfaces. 
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Yield  of  the  Sudbury  River  Watershed  in  Gallons  per  Day  per  Square  Mile— 

Continued. 


Month. 

1181. 

1888. 

1888. 

1884. 

1886. 

1886. 

January 

415.000 

1.241,000 

335.000 

996.000 

1.235.000 

1.461.000 

February, 

1.64«,000 

2.403.000 

1.033.000 

2.842.000 

1.354.000 

4.800.000 

March.      . 

4.004.000 

2.839.000 

1.611.000 

8.785.000 

1.572.000 

2.069.000 

April, 

I.M0.000 

867.000 

1.350.000 

2.853.000 

1.815.000 

1.947.000 

May. 

M5.000 

1.292.000 

938.000 

1.030.000 

1.336.000 

720.000 

June, 

1.338,000 

529.000 

300.000 

417.000 

426.000 

203.000 

July. 

276.000 

86,000 

115.000 

224.000 

62.000 

115.000 

August,    . 

148.000 

55.000 

78.000 

257.000 

240.000 

94.000 

September. 

197.000 

306.000 

91.000 

44.000 

121.000 

118.000 

October,    . 

186.000 

299.000 

186.000 

83.000 

336.000 

146.000 

November, 

306.000 

210.000 

205.000 

176.000 

1.178.000 

673,000 

December, 

776.000 

314.000 

193.000 

925.000 

1.174.000 

1.010.000 

Averace  for  whole  year. 

079.000 

862,000 

533.000 

1.129.000 

901.000 

1.087.000 

Averace  for  driest  six  months. 

380.000 

211.000 

145.000 

200,000 

891,000 

288.000 

Month. 

188T. 

1888. 

1988. 

1988. 

1881. 

18B. 

January 

2.589.000 

1.O63.00O 

2.782.000 

1.254.000 

3.018.000 

1.87O.000 

February. 

2,829,000 

1.051.000 

1.195.000 

1.529.000 

3.488.000 

90.000 

Match.      . 

2368.000 

3.237.000 

1.839.090 

3.643,000 

4.458.000 

1.955.000 

April. 

2.620.000 

2.645.000 

1.410.000 

1.875.000 

2.397,000 

871.000 

May. 

1.009.000 

1.632.000 

880.000 

1.306.000 

582.000 

1.299.000 

June, 

414.000 

422.000 

653.000 

568.000 

414.000 

486.000 

July. 

114.000 

117.000 

633.000 

108.000 

149.000 

214.000 

August.     . 

214,000 

380.000 

1.432.000 

132.000 

163.000 

280.000 

September. 

111.000 

1.155,000 

824.000 

458.000 

203,000 

229.000 

October.   . 

190.000 

1.999.000 

1.230.000 

2.272,000 

210.000 

128.000 

November, 

868.000 

2.758.000 

1.941.000 

1.215.000 

306.000 

697.000 

December, 

643.000 

3,043.000    2.241.000 

997.000 

544.000 

485.000 

Average  for  whole  year,     . 

1.154.000 

1.607.000 

1.383.000 

1.285.000 

1.315.000 

781.000 

Average  for  driest  six  mon 

the,  . 

234.000 

953.000 

944.000 

747.000 

239.000 

827,000 
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Yidd  of  (he  Sudbvary  River  Watershed  in  Gallons  per  Day  per  Square  Mile — 

Continued. 


MOMTB. 

UM. 

UM. 

1M5. 

UM. 

U07. 

UM. 

January, 

433.000 

603.000 

]«034.000 

1.084.000 

845.000 

1.638.000 

Febniary, 

1,542.000 

W1,000 

541.000 

2.676.000 

1,067,000 

3.022.000 

Mareh.     . 

3.240,000 

2.238.000 

2.410,000 

3.835.000 

2.565.000 

2.604.000 

April.       . 

2.125.000 

1.640.000 

2.515.000 

1.404.000 

1.515,000 

1.820.000 

lUy.       . 

2.883.000 

840.000 

636,000 

360.000 

015.000 

1.246,000 

Juaa, 

440,000 

419.000 

174.000 

3W,000 

M2.000 

580,000 

July.        . 

158,000 

161,000 

231,000 

05.000 

658.000 

231.000 

August.    . 

181,000 

209.000 

220,000 

57.000 

501.000 

1,107,000 

September, 

106,000 

150,000 

89.000 

388.000 

182.000 

360,000 

October.   . 

221.000 

374.000 

1.379.000 

502.000 

04.000 

1,160,000 

319,000 

836,000 

2.777,000 

650.000 

000,000 

l,0M.0OO 

Deeember, 

707.000 

716,000 

1.782,000 

657,000 

1,584,000 

1,7W.000 

• 
Avwrnge  for  whole  j'ear. 

1.087,000 

770,000 

1.152.000 

1.010,000 

M1,000 

1.450.000 

Averace  for  driest  six  months. 

237.000 

356,000 

460,000 

314.000 

564,000 

777,000 

MoirrB. 

UM. 

UM. 

UOl. 

UM. 

lOM. 

UM. 

January 

2.288,000 

704,000 

437,000 

1.763.000 

1.736,000 

477.000 

February, 

1.381.000 

3.800.000 

800/)00 

1.674,000 

2.270,000 

882,000 

March.      . 

4.206.000 

3.654.000 

2.755.000 

4,1W.OOO 

3.454.000 

2.009.000 

April,       . 

2.521.000 

1.350.000 

4.204,000 

1.885.000 

2.261.000 

3.204,000 

May,        . 

511,000 

1.312,000 

2.054,000 

748.000 

351.000 

1.745,000 

Jane, 

66,000 

316.000 

753,000 

303.000 

1,087.000 

419,000 

July,        .        . 

10.000 

—18,000 

306.000 

66.000 

445.000 

62,000 

August,    . 

—85.000 

-34,000 

424.000 

135.000 

307,000 

170,000 

September. 

04.000 

65,000 

305.000 

178.000 

130,000 

397.000 

Odober.  .       . 

115,000 

186,000 

412.000 

506.000 

402,000 

191,000 

November, 

304,000 

663,000 

474.000 

444,000 

363,000 

289.000 

December. 

220,000 

1.0M.00O 

2.605,000 

1.770.000 

582.000 

269,000 

ATerage  for  whole  year. 

073,000 

1.062,000 

1.342.000 

1,140,000 

1.100,000 

931.000 

Average  for  driest  six  months, 

03.000 

104.000 

445,000 

271.000 

388.000 

228.000 
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Yidd  of  the  Sudbury  River  Waterdied  in  Gallona  per  Day  per  Square  Mik  — 

Concluded. 


Month. 

IMS. 

IIN. 

1907. 

19M. 

1M9. 

1919. 

Moan  for 
36Yaaii, 
im-1919. 

January, 

1,410,000 

1,128,000 

1,361,000 

1.926.000 

392.000  1,490.000 

ijmflno 

February, 

330.000 

1,041,000 

084,000 

1.636.000 

2,286,000i  1349.000 

1.764.000 

liareh,    . 

2.497.000 

2.409,000 

1.668.000 

2.257.000 

1.734,000  1,964,000 

2,836.000 

April,      , 

1.643.000 

1.949.000 

1.607.000 

1,117.000 

1,721.000'     667,000 

2.00S.OOO 

May.       . 

297,000 

1.069.000 

888,000 

1.046.000 

1.004.000'     277.000 

1.078.000 

June, 

467.000 

707.000 

761.000      194.000 

239.000     616.000 

515.000 

July.       . 

177.000 

398.000 

9.000 

—14.000 

—121.000  — 1Q2.O0O 

171.000 

Auguit,  . 

114,000 

180,000 

—104.000 

102.000 

—46,000  — n.ooo 

247.000 

Septamber,     . 

1.246.000 

19.000 

641.000 

—82.000 

149.000,        6.000 

261.000 

October,  . 

168.000 

301.000 

741.000 

47.000 

-^1.000 

-^1.000 

4544n0 

November, 

279,000 

483.000 

1,996.000 

71.000 

82.000     176,000 

810.000 

December, 

887.000 

669.000 

2.032,000 

136.000 

968.000    asijboo 

1,019.000 

Averace  for  whole  year,  . 

796,000 

860,000 

1,010.000 

694.000 

626.000     670,000 

1.027.000 

Averife  for  drieet  six  montba. 

403.000 

341,000 

471.000 

44.000 

40.000       99.000 

406.000 

Nora.  —  The  recorded  yields,  subeequent  to  the  year  1897,  are  lets  aooutate  than  thoae  for  prarkxai 
years,  due  to  unavoidable  inaoeuncies  in  the  measurement  of  the  quantity  of  water  recetved  Irhb  th» 
Waehusett  Reeervoir. 

Nashua  River. 

The  average  flow  of  tlie  South  Branch  of  the  Nashua  Biver  above 
Clinton  during  the  year  1910  was  828,000  gallons  per  day  per  square 
mile,  or  73  per  cent,  of  the  normal  flow,  making  the  year  the  driest 
since  the  record  was  begun  in  1897.  The  flow  during  the  months  of 
January  and  February  was  in  excess  of  the  normal,  but  in  the  remaining 
ten  months  of  the  year  it  was  less  than  the  normal.  The  greatest  excess 
occurred  in  January,  and  the  greatest  deficiency  in  April  and  December. 
The  average  flow  for  the  driest  six  months,  July  to  December,  inclusive, 
was  201,000  gallons  per  day  per  square  mile,  or  35  per  cent,  of  the  normal 
flow,  and  84.  per  cent,  of  the  minimum  flow,  ever  before  recorded  for  a 
similar  period  during  the  past  fourteen  years. 

In  order  to  show  the  relation  between  the  flow  of  the  Nashua  River 
during  each  month  of  the  year  1910  and  the  normal  flow  of  that  stream, 
as  deduced  from  observations  during  fourteen  years,  from  1897  to  1910, 
inclusive,  the  following  table  has  been  prepared.  The  area  of  the  water- 
shed of  the  Nashua  River  above  the  point  of  measurement  was  119  square 
miles  from  1897  to  1907,  inclusive,  and  118.19  square  miles  in  1908, 
1909  and  1910. 
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Table  showing  the  Average  Monthly  Flow  of  the  South  Branch  of  the  Nashua  River 
for  the  Year  1910,  in  Cubic  Feet  'per  Second  per  Square  Mile  of  Drainage 
Area,  and  in  Million  Gallons  per  Day  per  Square  Mile  of  Drainage  Area; 
alsOf  Departure  from  the  Normal  Flow. 


NoBMAL  Flow. 

Actual  Flow  in  1910. 

Excess  or  Depicienct. 

Month. 

Cubic  Feet 

per 

Second 

per  Square 

Mile. 

Million 
Gallons  per 

Day 

per  Square 

Mile. 

Cubic  Feet 

per 

Second 

per  Square 

Mile. 

Million 
Gallons  per 

Day 

per  Square 

Mile. 

Cubic  Feet 

per 

Sroond 

perSquaxe 

Mile. 

Million 
Gallons  per 

Day 
per  Square 

Mile. 

January. 
February,    . 
March. 
April,  . 
May.    . 
June.   . 
July,    .        . 
August. 
September. 
October.       . 
November.  . 
December.  . 

1.923 
2.302 
4.311 
3.412 
1.857 
1.303 
0.683 
0.676 
0.621 
0.830 
1.267 
1.971 

1.243 
1.487 
2.786 
2.205 
1.200 
0.842 
0.441 
0.437 
0.401 
0.536 
0.810 
1.273 

2.857 
2.854 
4.084 
1.600 
0.941 
1.274 
0.096 
0.288 
0.224 
0.106 
0.548 
0.605 

1.846 
1.845 
2.639 
1.034 
0.608 
0.824 
0.062 
0.186 
0.145 
0.068 
0.354 
0.391 

+0.934 
+0.552 
-0.227 
—1.812 
-0.916 
-O.029 
-0.587 
—0.388 
—0.397 
—0.724 
—0.719 
—1.366 

+0.603 
+0.858 
-0.147 
—1.171 
—0.592 
-O.018 
—0.379 
—0.251 
—0.256 
—0.468 
—0.465 
—0.882 

Average  for  whi 

>Ie  y( 

jar,   . 

1.760 

1.137 

1.281 

0.828 

—0.479 

—0.309 

In  the  annual  report  of  the  State  Board  of  Health  for  the  year  1908 
(pages  243-245)  and  for  the  year  1909  (page  271)  tables  were  presented 
giving  the  record  of  rainfall  upon  the  Nashua  Biver  watershed  and  the 
yield  expressed  in  inches  in  depth  on  the  watershed  (inches  of  rainfall 
collected)  for  thirteen  years  from  ]89'3'  to  1909,  inclusive.  The  corre- 
sponding record  for  the  year  1910,  together  with  the  average  for  the 
whole  period  of  fourteen  years,  is  given  in  the  following  table :  — 


Rainfall,  in  Inches,  received  and  collected  on  the  Nashua  River  Watershed. 


For  the  Year  1910. 

Mean  for  Fourteen  Ybabb, 
1S97-1910. 

Month. 

Rainfall. 

Rainfall 
collected. 

Per  Cent, 
collected. 

Rainfall. 

Rainfall 
collected. 

Per  Cent, 
collected. 

January. 

February. 

Maith. 

April,  , 

Msy.    . 

June.    . 

July.    . 

Ausuat, 

Sfptember, 

Octeber. 

November, 

December, 

5.86 
5.24 
1.09 
3.01 
2.13 
4.36 
1.52 
3.87 
2.86 
1.40 
4.17 
2.34 

3.293 
2  972 
4.708 
1.785 
1.085 
1  422 
0.110 
0  332 
0.250 
0.122 
0.612 
0.697 

56.2 
56.7 
432.7 
59.2 
51.0 
32.6 

7.2 

8.6 

8.7 

8.7 

14.6      ' 
29.8 

3.80 
4.00 
4.25 
3.98 
3.43 
4.16 
4.22 
4.23 
3  93 
3.34 
3  40 
4.34 

2.217 
2.409 
4.970 
3.806 
2.141 
1.454 
0.787 
0.779 
0.693 
0.957 
1.413 
2.271 

58.3 
60.2 
117.0 
95.7 
62.3 
35.0 
18.7 
18.4 
17.6 
28.7 
41.6 
52.3 

Year. 

• 

37.85 

1 

17.388 

45.9              47.08           23.897 

1 
1 

50.8 
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The  following  table  gives  a  record  of  the  yield  of  the  Kashua  River 
watershed  for  each  of  the  past  fourteen  years,  the  flow  being  expressed 
in  gallons  per  day  per  square  mile  of  watershed :  — 


Yield  of  the  Nashtui  River  Watershed  in 

,  Gallons  \ 

per  Day  per  Square  MiU.^ 

Month. 

ItfT. 

im. 

im. 

IMO. 

IMl. 

January 

TM.OOO 

1.563.000 

2,092.000 

7M.O00 

519.000 

February, 

»1.000 

1.635,000 

1,090.000 

.4.064.000 

S56.000 

Maxeh.      . 

2.780.000 

8.088.000 

2.776,000 

3.722.000 

3.718.000 

April.        . 

1.832.000 

2.027,000 

3.376,000 

1.580.000 

4.0M.OOO 

Hay.         .       . 

1.163.000 

1.390,000 

862,000 

1.882.000 

3,739.000 

June. 

1.181.000 

828.000 

561.000 

578.000 

•65.000 

July. 

1.442.000 

333,000 

354.000 

217.000 

477.000 

Aupiet,     . 

890.000 

1,826,000 

236,000 

197.000 

512.000 

September, 

380.000 

676,000 

250.000 

127.000 

830,000 

October.    . 

• 

243,000 

1.500,000 

245.000 

282.000 

647.000 

November, 

1,283,000 

2.170,000 

430,000 

875.000 

517.000 

Deoembw, 

2.276.000 

2.061.000 

859,000 

1.570.000 

S.SM.O00 

Averace  for  whole  year. 

1.253.000 

1.561.000 

1.061.000 

1,264.000 

1.507.000 

Averace  for  driest  six  monthi, 

880,000 

1.013.000 

812.000 

377.000 

576.000 

Month. 

IMl. 

IMl. 

IMi. 

iiN.          mn. 

January. 

1.676.000 

1.266.000 

659.000 

1,266,000 

l.m.000 

February. 

1.401.000 

2.138.000 

927.000 

452.000 

1,087.000 

March.      . 

3.993.000 

3.423,000 

8,006.000 

3.004.000 

1.MO.O0O 

April.        . 

2.159.000 

2.238.000 

2.984.000 

1,617.000 

2.109.000 

May. 

1.031.000 

560.000 

1.498.000 

445.000 

June. 

410.000 

2.131,000 

762.000 

543.000 

1.184.000 

July. 

292.000 

624,000 

497.000 

865.000 

738.000 

Aufuat.     . 

297.000 

474.000 

355.000 

321.000 

MIJBO 

September, 

241.000 

875,000 

494.000 

1.238.000 

377,009 

October.    . 

950.000 

689.000 

347.000 

367.000 

580.000 

November, 

635.000 

634.000 

343.000 

442.000 

749.000 

December. 

• 

1 

1.848.000 

954.000 

440.000 

1.018,000 

7MJO0O 

Averace  for  whole  year, 

1.248.000 

1.285.000 

1.026.000 

936.000 

1.00.000 

Averace  for  drieet  six  montha. 

471.000 

626.000 

413.000 

541.000 

•U.Q00 

>  The  area  of  the  watershed  used  in  makinc  up  these  records  induded  water  surfaeea  anountuic  to 
3.2  per  cent,  of  the  whole  area  from  1897  to  1902,  inclusive,  to  2.4  per  cent,  in  1908,  to  8.6  per  eent.  ia 
1904.  to  4. 1  per  cent,  in  1905.  to  5. 1  per  cent,  in  1906,  to  6  per  cent,  in  1907.  and  to  7  per  cent,  ia  1906, 1909. 
and  1910. 
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Yidd  of  (fte  Nashua  River  Watershed  in  Gallons  per  Day  per  Square  Mile — 

Concluded. 


Month. 


19tT. 

lite. 

liie. 

If  10. 

1,468.000 

1.738,000 

502.000 

1.840.000 

002.000 

1.730,000 

3,550,000 

1.845.000 

1.097.000 

2,102.000 

2.120.000 

2,030,000 

1,436.000 

1.200.000 

2.422.000 

1,034.000 

005.000 

1.415.000 

1.212,000 

008,000 

773.000 

403.000 

032.000 

834.000 

335.000 

220.000 

233.000 

02.000 

87.000 

443.000 

103.000 

180.000 

810.000 

88.000 

206.000 

145.000 

1.382.000 

158,000 

00.000 

08.000 

2.540.000 

125,000 

303.000 

354.000 

1.901.000 

387,000 

537.000 

301,000 

1,180.000 

847,000 

018.000 

828.000 

725.000 

238,000 

271.000 

201,000 

Mean  for  14 

Years, 

IMT-IOIO. 


Jutuary 

Febniary 

Mareh 

April 

May 

Jane 

July. 

Aopiet 

September,       ..... 

October, 

November, 

Deoember 

Average  for  whole  year,     . 

Average  for  driest  liz  months,  . 


1,243,000 

1,487,000 

2,780.000 

2.205.000 

1.200,000 

842.000 

441,000 

437,000 

401,000 

530.000 

810.000 

1.273.000 

1.137.000 

578.000 


Merrimack  River, 

The  flow  of  the  Merrimack  River  has  been  measured  for  many  vears 
at  Lawrence,  above  which  place  the  river  has  a  watershed  area  of  4,664 
square  miles,  which  includes  at  the  present  time  about  118  square  miles  on 
the  South  Branch  of  the  Nashua  River,  75  square  miles  on  the  Sudbury 
River  and  19  square  miles  tributary  to  Lake  Cochituate,  or  a  combined 
area  of  212  square  miles  from  which  water  is  drawn  for  the  supply  of 
the  Metropolitan  Water  District.  The  flow  as  measured  at  Lawrence 
includes  the  water  wasted  from  these  three  watersheds,  which,  in  the  wet 
months  of  the  year,  is  very  considerable,  but  which  becomes  very  small 
in  the  dry  months.  Records  of  the  quantity  of  water  wasted  have  been 
kept  by  the  Boston  Water  Board  and  by  the  Metropolitan  Water  Board, 
and  these  quantities  have  been  deducted  from  the  flow  as  measured  at 
Lawrence.  The  area  of  the  three  watersheds  has  also  been  deducted 
from  the  watershed  area  at  Lawrence,  so  that  the  net  area  was  4,570 
square  miles  up  to  March  1,  1898,  at  which  time  the  Nashua  River  was 
diverted,  4,451  square  miles  from  March  1,  1898,  to  Jan.  1,  1908,  and 
4,452  square  miles  in  1908,  1909  and  1910. 

The  average  flow  of  the  Merrimack  River  during  the  year  1910  was 
about  68  per  cent,  of  the  normal  flow  for  the  past  twenty-three  years 
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for  wliioh  records  are  available.  In  1910  the  flow  was  in  excess  of  the 
normal  in  the  month  of  March,  but  less  than  the  normal  in  the  remaining 
eleven  months  of  the  year.  The  greatest  deficiency  in  any  month  occurred 
in  Api'il. 

In  order  to  show  the  relation  between  the  flow  of  this  stream  during 
each  month  of  the  vear  1910  and  the  normal  flow  as  deduced  from  oi>- 
servations  during  twenty-three  years  from  1888  to  1910,  inclusive,  the 
following  table  has  been  prepared :  — 


Table  showing  the  Average  Monthly  Flow  of  the  Merrimack  River  for  the  Year  1910 
in  Cubic  Feet  per  Second  per  Square  Mile  of  Drainage  Area;  also,  the  De- 
parture  from  the  Normal, 


Month. 


Normal 
Flow. 


Actual  Flow 
in  lilt. 


Cubic  Feet        Cubic  Feet 


per 
SeiDond 


per 
Second 


per  Square        per  Square 
Mile.         1         Mile. 


Exoeesor 
DefideDcy. 

Cubic  Feet 
per 

Seoottd 

per  Sqiurv 

Mik. 


January. 
February, 
March, 
April, 
May,  . 


June,  . 
July.  .       . 
Aucuat, 
September, 
October, 
November, 
December,  .... 

Aventge  for  the  whole  year, 


•  t 


•  • 


1.043 
0.973 
3.611 
2.445 
1  509 

ion 

0.898 
0.458 
0.397 
0.300 
0.457 
0335 


-^).444 

-0.490 
+0.534 
—1351 
—0  842 
-0  239 
-0.341 
-^307 
-0  33S 
-^.874 
-O.901 
-1  OSS 


1.084 


-0  5i; 


Sudbury,  Nashua  and  Merrimack  Rivers, 

The  following  table  shows  the  weekly  fluctuation  during  1910  in  the 
flow  of  the  three  streams  just  described,  —  namely,  the  Sudbury  RiTer 
at  Framingham,  the  South  Branch  of  the  Nashua  Biver  above  Clinton 
and  the  Merrimack  River  at  Lawrence.  The  flow  of  these  streams,  par- 
ticularly that  of  the  Sudbury  and  of  the  South  Branch  of  the  Nashua 
Biver,  serves  to  indicate  the  flow  of  other  streams  in  eastern  Massachu- 
setts. The  area  of  the  Sudbury  River  watershed  is  75.2  square  miles 
and  of  the  South  Branch  of  the  Nashua  River  118.19  square  miles.  The 
net  watershed  area  of  the  ^lerrimack  River  is  4,452  square  mile^?. 
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T(Me  thmcing  the  Average  Weekly  Flow  of  the  Sudbury,  Sou^  Branch  of  the 
Nashua  and  Merrimack  Rivers  for  the  Year  1910  in  Cubic  Feet  per  Second 
per  Square  Mile  of  Drainage  Area. 


Flow  x» 
Second  i 

'  Cubic  Fbvt  psr 
PSR  Squaks  Mils. 

Flow  in  Cubic  Feet  per 
Second  per  Square  Mile. 

wcke  bndxno 
Sunday. 

Sudbury 
River. 

South 

Branch 

•Naahua 

River. 

Merri- 
maok 
River. 

wsbk  xnding 
Sunday. 

Sudbury 
River. 

South 
Branch 
Naahua 

River. 

Merri- 
mack 
River. 

Jan.    2. 

0.047 

0.492 

0.390 

July    3, 

1 

0.006 

0.278 

0.604 

«. 

1.340 

1.882 

0.360 

10, 

—0.141 

0.003 

0.425 

w. 

0.951 

1.417 

0.461 

17. 

0.124 

0.033 

0.454 

23. 

4.219 

5.500 

1.060 

24, 

-0.346 

-O.005 

0.353 

30, 

3.406 

3.322 

2.462 

31. 

—0.076 

0.272 

0.363 

Feb.    6. 

1.897 

1.553 

1.122 

Au«.    7, 

0.044 

0.191 

0534 

13. 

1.736 

1.393 

0.827 

14, 

-0.111 

0.785 

0.462 

20. 

1.093 

1.851 

0.805 

21. 

-O.043 

0.288 

0.459 

27, 

3.478 

3.678 

1.121 

28. 

-0.154 

0.032 

0.436 

Mar.    e. 

8.942 

10.542 

4.726 

Sept.  4. 

-0.077 

0  367 

0.286 

13. 

3.437 

4.682 

3.934 

11, 

0.179 

0.337 

0.447 

20. 

1.221 

2.486 

2.460 

18, 

-0.112 

—0.005 

0.417 

27. 

1.535 

2.644 

2.963 

25. 

\    -0.115 

0.119 

0.366 

Apr.    3. 

1.042 

1.666 

3.697 

.  Oct.     2, 

1 

-0.066 

0.099 

0.361 

10. 

0.734 

1.103 

2.677 

!              9, 

-0.198 

0.193 

0.333 

17. 

0.573 

0.989 

1.421 

i     "' 

—0.143 

0.024 

0.325 

24, 

;        1.349 

1.797 

2.055 

23. 

0.095 

0.126 

0.297 

May    1. 

1.694 

2.534 

3.164 

30, 

-0.013 

0.135 

0.280 

8. 

0.578 

1.149 

2.260  ' 

Nov.  6, 

0.662 

0.982 

0.361 

15. 

1       0.458 

0.950 

1.470  ! 

13. 

0.167 

0.494 

0.653 

22. 

0.359 

0.870 

1.166 

20. 

-0  121 

0.172 

0.460 

29. 

0.073 

0.735 

1.111 

27. 

0.106 

0.257 

0.331 

June  5. 

0.113 

0.957 

0.989 

Dec.    4, 

0.383 

0.596 

0.412 

12. 

1.711 

2.162 

1.106 

1            11.         . 

—0.145 

0.178 

0.349 

w. 

1.395 

1.918 

1.414 

18. 

0.005 

0.190 

0.252 

20. 

0.304 

0.539 

0.970 

25, 

1.037 

0.912 

0.261 

Jan.     1,  1911, 

0.619 

1.513 

0.430 
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Experiments  upon  the  Purification  of  Sewage  and 
Water  at  the  Lawrence  Experiment  Station.' 


By  H.  W.  Clark  and  Stephen  DeM.  Gage. 


The  following  report  summarizes  the  results  of  tlie  studies  upon  the 
purification  of  sewage  and  water  during  the  year  ending  Nov.  30,  1910. 

During  the  year  thiri;y-eight  filters  have  been  in  operation  in  investi- 
gations upon  the  purification  of  domestic  sewage,  seventeen  upon  the 
treatment  of  manufactural  wastes  and  eleven  upon  the  purification  of 
water.  The  sand  filters  to  which  sewage  has  been  applied  for  twenty- 
three  years,  and  the  trickling  and  contact  filters  operated  for  eleven 
and  nine  years,  respectively,  have  been  continued.  The  prolonged  op- 
eration of  these  various  filters  continues  to  yield  valuable  information 
concerning  many  problems  relating  to  sewage  purification  and  to  the 
methods  of  operation  necessary  to  maintain  sewage  filters  in  good  work- 
ing condition.  Particular  attention  has  been  paid  to  methods  of  pre- 
liminary clarification  of  sewage  designed  to  prevent  the  clogging  of 
various  types  of  filters,  and  thus  to  increase  the  length  of  life  of  such 
filters  and  their  capacity  to  purify  sewage.  The  disposal  of  sludge,  which 
is  one  of  the  most  serious  problems  in  the  purification  of  sewage  on  a 
large  scale,  has  received  attention,  as  in  past  years.  Studies  of  tanks  for 
the  concentration  of  sludge,  and  of  certain  filters  constructed  of  hor- 
izontal layers  of  slate,  installed  in  1909  and  first  operated  at  Law- 
rence in  1901,  have  been  continued.  The  purification  of  waste  liquors 
from  scouring  and  washing  wool,  also  the  purification  of  wastes  from 
a  yea^t  factory  and  from  a  rubber  mill,  have  been  investigated  dur- 
ing the  year.  Studies  of  great  interest  have  been  begun  to  show 
the  effect  of  carbonaceous  matter  of  different  kinds  and  in  varying 
amounts  upon  the  purification  of  different  varieties  of  sewage,  for  car- 
bonaceous matter  forms  by  far  the  larger  part  of  the  organic  matter 
in  most  sewages,  especially  in  industrial  sewage,  and  its  decomposition 

>  The  work  has  been  carried  on  under  the  general  eupervision  of  Hiram  F.  Milla,  A.M.,  C.E.,  member 
of  the  State  Board  of  Health,  with  Mr.  H.  W.  Clark,  chemist  to  the  Board,  in  direct  oharce.  Mr.  Stephen 
DeM.  Gage,  biologist,  and  Mr.  George  O.  Adams,  chemist,  are  the  principal  assistants  at  the  station. 
A  full  account  of  the  work  done  at  the  Lawrence  Experiment  Station  during  the  years  1888  and  1889  was 
contained  in  a  special  report  of  the  State  Board  of  Health  upon  the  purification  of  sewage  and  watw  (1800) . 
A  similar  account  for  the  years  1800  and  1801  is  contained  in  the  twenty-third  annual  report  of  the  Board 
for  1801.  Since  1801  the  results  have  been  published  yearly  in  the  annual  reports;  a  review  of  all  work 
St  Lawrence  upon  sewage  purification  was  published  in  the  annual  report  of  the  Board  for  1006,  and  the 
report  for  1000  contained  a  review  of  the  work  on  factory  wastes. 
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and  disposal  cause  some  of  the  chief  diflSculties  met  with  in  sewage 
purification.  The  effect  under  some  conditions  of  carbonaceous  bodies 
of  certain  kinds  is  exceedingly  inimical  to  the  occurrence  of  nitrification 
in  filters. 

The  water  purification  studies  have  included  the  operation  of  slow 
sand  and  mechanical  filters.  The  studies  upon  disinfection  in  connec- 
tion  with  filtration,  reported  last  vear,  have  been  continued.  Further- 
more, investigation;  have  been  beg;n  upon  the  preliminary  clarification 
by  upward  filtration  through  coarse  material,  and  upon  intermittent 
filtration  by  a  sand  filter  upon  which  water  is  sprinkled  in  the  same  war 
that  sewage  is  applied  to  a  trickling  filter. 

Recently,  serious  complaint  has  been  made  that  waters  which  have 
been  subjected  to  certain  purification  processes  are  rendered  more  cor- 
rosive in  their  action  upon  various  kinds  of  pipes,  hot-water  tanks,  boiler 
tubes  and  other  metallic  surfaces  with  which  they  have  come  in  contact 
This  problem  has  been  under  investigation  during  the  past  year  at  the 
experiment  station  to  determine  to  what  extent  such  corrosive  action  is 
affected  by  different  water-purification  processes,  and,  if  possible,  to  de- 
vise remedies. 

In  connection  with  the  enforcement  of  recent  legislation  regulating 
the  amount  of  humidity  and  the  quality  of  water  which  may  be  used  in 
artificial  humidifiers,  an  investigation  of  the  air  in  the  textile  mills 
has  been  started  to  determine  to  what  extent  the  bacterial  content  of 
the  air  is  influenced  by  the  use  of  humidifiers,  or  by  the  quality  of  water 
used  in  such  humidifiers,  and  also  to  determine  the  reliability  as  measures 
of  moisture  of  various  forms  of  hygrometers. 

In  addition,  a  considerable  portion  of  the  investigation  ordered  by 
the  last  Legislature,  of  the  pollution  of  the  Merrimack  Biver  by  trades 
wastes,  has  devolved  upon  the  experiment  station  staff.  Inspections  as 
to  the  amount  of  the  fouling  of  the  shores  and  boats,  the  relative  pro- 
portions of  fouling  due  to  domestic  sewage  and  to  mill  wastes,  and 
studies  upon  the  character  and  composition  of  the  various  wastes  and 
of  the  deposits  upon  the  shores  and  boats  moored  in  the  river,  have  been 
made. 

Analysis  of  Sewage. 

The  sewage  used  at  the  station  is  pumped  through  a  2V^inch  pipe 
about  4,400  feet  long.  The  following  tables  present  the  results  of  the 
usual  analyses  of  the  various  representative  samples  of  sewage  collected 
during  the  year.  "  Lawrence  Street  sewage  "  is  the  average  of  samples 
collected  weekly  from  the  sewer  from  which  the  sewage  is  pumped; 
"  regular  sewage  "  is  the  average  of  samples  collected  at  the  experiment 
station  on  at  least  four  days  each  week ;  '^  sewage  applied  to  Filters  Nos. 
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1,  6  and  9A ''  is  the  average  of  daily  samples  of  the  sewage  applied  to 
each  of  these  filters,  and  is  representative  also  of  sewage  applied  to  the 
other  intermittent  filters  situated  out  of  doors ;  "  Andover  regular 
sewage '*  is  the  average  of  weekly  samples  of  the  town  sewage  before 
it  enters  the  settling  tank  at  the  Andover  filtration  area;  and  ^^ fresh 
sewage  '*  is  an  average  of  a  representative  sample  of  all  the  sew'age  from 
the  toilet  room  at  the  station  during  one  day  in  each  week. 


Lawrence  Street  Sewage. 

[Parts  per  lOO.OOO.j 


• 
• 

Ammonia. 

Kjeldahl 

Chlorine. 

Nitrogen 

Oxygen  Consumed. 

JSi 

i 

Free. 

ALBUMINOID. 

NiTBOOEN. 

as 

5 

• 

1 

• 

1 

• 

1 

•** 

9 

I 

a 

Total. 

• 

J 

•** 

I 

a 

• 

Nitrites. 

Bacteria  per 
Centimeter 

(» 

2.08 

0.76 

0.47 

1    2.62 

1.73 

12.10 

.07 

.0062 

8.82 

1.507.300 

Regular  Sewage. 


AS 


8.77 


0.65 


0.33 


1.27 


0.61 


13.00 


4.90 


2.005.600 


Sewage  applied  to  Filters  No8, 1,  6  and  9A. 


3.63 

0.54 

- 

0.97 

- 

11.40 

- 

- 

4.11 

Andover  Regular  Sewage. 


3.42 

0.08 

0.67 

2.01 

1.00 

9.69 

- 

- 

6.66 

3.476,100 


Fresh  Sewage. 


59 


3.02 


1.47 


0.88 


8.04 


7.14 


9.09 


7.22 


3,158,200 


Solids  in  Regular  Sewage. 

[Parts  per  100.000.] 


XJNnLTXBBD. 

FniTBRED. 

In  Suspension. 

im. 

Total. 

Loss  on 
nition. 

Fixed. 

Total. 

Loss  on 
nition. 

Fixed. 

1 

Total. 

Loss  on 

Ig- 
nition. 

Fixed. 

ATsnge, 

66.5 

28.8 

88.2 

61.8 

16.6 

34.7 

i 

15.2 

11.7 

3.6 

Solids  in  Fresh  Sewage. 


ATerage, 


70.6 


43.8 


27.8 


67.1 


31.1 


26.0 


13.5 


12.2 


1.3 
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Preliminary  Treatments  for  Clarification  of  Sewage. 

Studies  upon  the  clarification  of  sewage  before  filtration  have  been 
continued  during  1910.  The  large  settling  tank,  installed  in  1906  for 
the  clarification  of  the  sewage  applied  to  trickling  and  contact  filters 
at  the  station,  has  been  continued  in  operation.  This  is  a  cylindrical 
tank  with  a  sloping  bottom,  near  which  the  sewage  enters  and  then 
rises  slowly  to  an  outlet  near  the  top,  the  period  of  sedimentation  being 
about  two  hours  and  the  maximum  velocity  of  the  rising  sewage  being 
about  one  inch  per  minute.  The  accumulated  sludge  has  been  removed 
from  this  tank  each  week.  During  the  year  the  average  removal  of 
matters  in  suspension  by  this  tank  has  been  about  53  per  cent,  as  shown 
by  albuminoid  ammonia  determinations,  and  about  71  per  cent,  as  shown 
by  determinations  of  total  and  organic  solids.  The  total  removal  of 
organic  matter  has  been  34  per  cent,  as  shown  respectively  by  the  total 
albuminoid  ammonia  and  by  the  oxygen  consumed  determinations,  and 
about  29  per  cent,  as  shown  by  total  organic  solids. 

In  1899  experiments  were  begun  at  the  station  upon  the  treatment 
of  the  sludge  from  a  settling  tank  by  biological  action  in  a  separate  tank, 
and  the  results  obtained  with  this  tank  and  the  reasons  for  such  treat- 
ment were  discussed  in  the  report  for  1899,  and  also  in  subsequent 
reports.  The  Imhoff  tank  developed  in  Germany  and  the  Travis  tank 
developed  in  England  during  recent  years  are  based  upon  the  same  prin- 
ciples, and  are  elaborations  and  improvements  upon  this  early  Lawrence 
tank. 

A  tank  of  this  construction  was  installed  at  the  station  in  1909  for  the 
clarification  of  the  absolutely  fresh  sewage  from  the  toilet  room  at  the  ex- 
periment station.  It  is  a  cylindrical  tank  with  a  conical  bottom  sloping 
at  an  angle  of  60®,  inside  of  which  is  a  tank  of  similar  design.  The 
inner  tank,  or  settling  basin,  is  provided  with  a  bafile  plate,  and  has  a 
large  outlet  through  which  the  deposited  solid  matters  pass  into  the  outer 
or  digestion  chamber,  where  they  are  allowed  to  accumulate  and  decom- 
pose. The  outlet  of  the  settling  tank  is  trapped  in  such  a  manner  that 
the  gases  and  other  products  of  decomposition  from  the  digestion 
chamber  cannot  pass  back  into  the  settling  tank,  and  the  sewage  is  thus 
kept  relatively  fresh.  The  capacity  of  the  outer  tank  is  equivalent  to 
about  twentv-four  hours'  flow  of  sewage  from  the  toilet  room,  and  that 
of  the  inner  tank  to  about  five  hours'  fiow.  During  the  3'ear  there  were 
removed  by  this  tank  about  53  per  cent,  of  the  suspended  matters  in 
the  sewage  as  shown  by  albuminoid  ammonia  determinations,  and  42 
per  cent,  as  shown  by  determinations  of  total  solids.  About  33  per  cent. 
of  the  total  organic  matter  in  the  sewage  was  removed  during  its  pas- 
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sage  through  the  tank  as  shown  by  albuminoid  ammonia  determinations, 
22  per  cent,  as  shown  by  oxygen  consumed  determinations  and  about 
38  per  cent,  as  shown  by  determinations  of  total  organic  solids. 

At  the  end  of  the  year  1909,  after  five  months'  operation,  an  amount 
of  sludge  had  accumulated  that  was  equivalent  to  about  25  cubic  feet 
per  million  gallons  of  sewage  treated,  and  amounting  to  about  2.3  per 
cent,  of  the  capacity  of  the  tank.  On  Dec.  31,  1910,  after  about  eighteen 
months'  operation,  sludge  equivalent  to  about  200  cubic  feet  per  million 
gallons  of  sewage  treated,  amounting  to  about  70  per  cent,  of  the  ca- 
pacity of  the  tank,  was  contained  within  the  digestion  chamber,  and 
during  tlie  year  sludge  equivalent  to  about  114  cubic  feet  per  million 
gallons  treated  was  removed  from  the  tank,  to  prevent  it  from  backing 
up  into  the  settling  chamber.  The  sludge  as  drawn  from  the  bottom 
of  the  tank  was  of  a  thick,  gruel-like  consistency,  with  an  extremely 
offensive  odor.  The  odor  was  not  that  of  hydrogen  sulphide,  nor  that 
of  ordinary  sludge  from  settling  and  septic  tanks,  but  distinct  and  pene- 
trating, and  was  probably  due  to  organic  decomposition  products,  such 
as  indole,  skatole,  etc.  More  or  less  odor  has  been  noticeable  about  this 
tank  at  all  times.  The  sludge  drawn  from  the  bottom  of  the  tank  was 
of  such  a  nature  that  it  retained  its  integrity  for  some  days,  and  the 
solids  and  water  did  not  separate  on  standing,  as  is  usual  with  sludges 
from  other  sources.  Analyses  of  this  sludge  showed  it  to  contain  87.2 
per  cent,  of  water,  11.5  per  cent,  of  organic  matter  and  1.3  per  cent,  of 
mineral  matter.  As  regards  destruction  of  sludge,  the  tank  was  a  failure. 
While  some  fermentation  occurred  within  the  tank,  as  was  evident  by 
the  evolution  of  gas  and  the  presence  of  a  crust  of  floating  matter  at 
the  top  of  the  digestion  chamber,  the  sum  of  the  total  solids  contained 
within  the  tank  at  the  end  of  the  year,  and  of  the  solids  in  the  sludge 
withdrawn  from  time  to  time,  approximates  very  closely  the  total  amount 
of  suspended  matters  removed  from  the  sewage  in  its  passage  through 
the  settling  chamber.  It  must  be  borne  in  mind,  however,  that  the  sewage 
entering  this  tank  is  absolutely  fresh,  and  that  there  has  been  no  oppor- 
tunity for  disintegration  of  the  solids  before  they  arrived  at  the  tank, 
as  would  have  been  the  case  had  ordinary  sewage  been  used,  and  also  that 
the  proportion  of  urine  in  this  sewage  is  abnormally  large  as  compared 
with  the  amount  of  fecal  matters. 

The  work  of  the  settling  tank,  which  is  a  part  of  the  sewage-disposal 
system  of  the  town  of  Andover,  has  also  been  noted,  as  in  previous 
years.  This  tank  has  a  capacity  of  about  13,500  gallons,  and  the  average 
time  required  for  the  sewage  to  pass  through  it  is  approximately  two 
hours.  The  average  removal  of  suspended  matters  by  this  tank  during 
the  period  from  April  to  November,  1910,  inclusive,  was  about  49  per 
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cent.^  as  shown  by  albuminoid  ammonia  determiDations.  About  66  per 
cent,  and  54  per  cent,  of  the  total  organic  matters  were  removed,  as 
shown  by  albuminoid  ammonia  and  oxygen  consumed  determinations, 
respectively. 

Strainer  E,  containing  12  inches  in  depth  of  buckwheat  coal,  was  put 
into  operation  in  1901,  and  has  been  operated  at  a  rate  of  800,000  gallons 
per  acre  daily  throughout  1910.  Sixty-six  per  cent,  of  suspended  matter 
was  removed,  as  shown  by  albuminoid  ammonia  determinations;  and  the 
total  removal  of  organic  matter  was  about  39  per  cent.,  as  shown  by 
albuminoid  ammonia  and  oxygen  consumed  determinations.  The  work 
of  this  strainer  is  remarkable  and  in  some  respects  unexplainable.  Year 
after  year  it  removes  large  percentages  of  suspended  matter  from  the 
sewage,  and  by  some  biological  process  not  fully  understood  appears  to 
destroy  this  matter  with  great  rapidity.  During  the  entire  nine  and 
one-half  years  which  this  strainer  has  been  receiving  sewage  at  rates  of 
from  800,000  to  1,500,000  gallons  per  acre  daily,  averaging  1,000,000 
gallons  per  acre  daily,  sludge  has  been  removed  from  the  surface  only 
twice,  and  the  filtering  material  has  been  raked  or  otherwise  disturbed 
only  four  times.  The  two  scrapings  were  made  during  the  first  year  of 
operation.  Of  the  four  other  disturbances  of  material,  three  were  neces- 
sitated by  the  collapse  of  the  tank,  requiring  the  transfer  of  the  material 
to  a  new  tank.  From  Sept.  23,  1905,  when  the  material  was  last  trans- 
ferred, to  Jan.  28,  1910,  when  the  strainer  was  raked  to  a  depth  of  3 
inches,  or  during  a  period  of  four  and  one-third  years,  no  treatment  of 
the  surface  or  removal  of  sludge  was  required. 

In  addition  to  these  methods  of  preliminary  treatment  of  sewage, 
studies  have  been  made  with  tanks  constructed  of  layers  of  slate  and 
operated  on  the  contact  principle.  The  results  of  the  operation  of  these 
tanks  will  be  found  on  pages  249  to  253,  inclusive. 

Analyses  of  the  sewage  before  and  after  clarification  by  the  different 
methods  are  shown  in  the  following  tables :  — 


Regidar  Sewage. 

(Parte  per  100.000.] 


Ammokia. 

KtWLDAKL 

Chlorine. 

Chnrvaa 

Con- 
tumad. 

Bacteria 

Can. 
timecer. 

Temperature 

Free. 

8.77 

1 

ALBUMIWOID. 

NiTBOOmN. 

(Desreee  ¥*•)• 

Total. 

In- 
Solution. 

1 

Total. 

1 

In 
Solution. 

U 

06S           0.33 

1      1.27 

o.ei 

13.00 

4.W 

1.0H.m 
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SdUed  Sewage. 

[Parti  per  100,000.] 


Ammonia. 

Kjkldabl 

Chlorine. 

Oxygen 

Con- 
■umed. 

Bacteria 

(M>io 
Cen- 
timeter. 

Tempentun 

Free. 

ALBUMINOID. 

NxniOGBN. 

(D«creMF.). 

Total. 

In 
Solution. 

Total. 

In 
Solution. 

64 

8.64 

0.43 

0.28 

0.82 

0.61 

12.41 

3.21 

1.386^00 

Effluent  from  Strainer  E. 


2.48 


0.40 


0.20 


0.76 


0.67 


12.64 


3.01 


874.200 


Andover  Regvlar  Sewage. 


3.42 


0.08 


0.67 


2.01 


1.00 


9.60 


Andover  SetUed  Sewage, 


6.66 


8.476.100 


2.83 


0.60 


0.36 


0.96 


0.68 


9.89 


2.99 


1.461.800 


Fresh  Sewage  {entering  Imhoff  Tank), 


59 


8.02 


1.47 


0.88 


8.94 


7.14 


9.00 


7.22 


8,168,200 


Effluent  from  Imhoff  Tank. 


9.17 


0.98 


0.70 


1.83 


1.29 


8.19 


6.66      I    1.730.000 


Solids  in  Settled  Sewage, 

(Part*  per  100.000.] 


UNnursBKD. 

FnirBRND. 

In  Subpknsion. 

Ifll. 

Total. 

Lose  on 
nition. 

Fixed. 

Total. 

Lose  on 
niuon. 

Fixed. 

Total. 

Lose  on 
nition. 

Fixed. 

ATVTiCe,     . 

63.0 

20.0 

83.9 

49.6 

16.7 

82.8 

4.4 

3.3 

1.1 

Solids  in  Effluent  from  Imhoff  Tank. 


't    •      • 


64.6 


26.6 


27.9 


46.7 


20.1 


26.6 


7.8 


6.6 


1.3 
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Sand  Filtebs,  34oo  ^^  -a.n  Acre  in  Area,  Nos.  1,  2,  4,  5C,  6,  9A  and  10. 

At  the  end  of  1910,  Filters  Nos.  1,  2,  4  and  6  had  been  operated  for 
nearly  twenty-three  years,  and  Filters  Nos.  9A  and  10  for  about  twenty 
and  sixteen  years,  respectively.  Since  1893,  a  period  of  seventeen  years, 
these  filters  have  been  operated  without  removal  of  sand  from  their 
surface.  During  1910  all  of  these  filters  produced  effluents  of  a  satis- 
factory quality  and  none  of  them  showed  any  appreciable  increase  of 
clogging  due  to  stored  organic  matter.  The  actual  volume  of  sewage 
applied  to  each  filter  from  the  beginning  of  operation  to  Dec.  1,  1910, 
is  as  follows:  — 

Gmlloos. 

FUter  No.  1, 2,395,532 

Filter  No.  2, 1,299,156 

Filter  No.  4, 809,176 

Filter  No.  oC, 409,750 

Filter  No.  6, 1,931,004 

Filter  No.  9A, 1,900,819 

Filter  No.  10, 668,085 

There  has  been  of  late  years  considerable  discussion  in  regard  to  the 
permanence  of  intermittent  sand  filters  by  those  who  believe  that  such 
filters  are  simply  "  retention  beds  "  for  a  large  part  of  the  organic  mat- 
ter applied  to  them.  There  is  no  doubt,  as  has  been  shown  in  previous 
reports  of  the  station,  that  such  filters  may  become  clogged  by  over- 
work; that  is,  by  the  application  of  a  greater  volume  of  sewage  than  can 
be  cared  for.  In  the  review  of  the  Lawrence  work  given  in  the  report 
for  1908  many  tables  were  given  to  show  the  relative  amounts  of  applied 
organic  matter  of  different  kinds  that  were  oxidized,  stored  or  un- 
accounted  for  on  account  of  escape  into  the  air  in  gaseous  forms.  In 
the  discussion  it  was  brought  out  clearly  that  while  the  purifying  work 
of  a  filter  was  measured  largely  by  analyses  of  the  different  combinations 
of  nitrogen  in  the  sewage  applied  and  in  the  effluent,  still  the  nitrogenous 
organic  matter  formed  but  a  small  part  of  the  organic  matter  in  sewage, 
and  hence  its  change  in  the  filter  formed  but  a  small  part  of  the  work 
of  the  filter,  this  being  especially  true  of  sand  filters  or  other  filters 
of  fine  material.  With  trickling  filters  of  material  too  coarse  to  act  as 
a  strainer,  a  speedy  oxidation  of  the  nitrogenous  organic  matter  is  the 
main  requirement.  This  is  not  true  of  sand  filters  in  which  carbona- 
ceous matters  in  large  amounts  are  retained.  Sand  Filter  No.  1  has  re- 
ceived during  its  twenty-three  years'  operation,  to  Dec.  1, 1910,  2,395,532 
gallons  of  sewage.  This  sewage  has  contained  about  30  pounds  of  or- 
ganic matter  in  every  18,000  gallons,  or  a  total  weight  of  about  6,000 
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pounds  of  organic  matter  applied  to  this  small  filter,  and  of  this,  about 
3,400  pounds  have  been  organic  matter  in  suspension.  Of  this  total 
organic  matter,  Filter  No.  1  has  retained  and  stored  only  3.5  per  cent, 
of  the  applied  nitrogen  and  about  13  per  cent,  of  the  total  organic 
matter.  In  other  words,  the  filter  has  successfully  cared  for,  without 
retention,  96.5  per  cent,  of  the  applied  nitrogen  and  87  per  cent,  of  the 
total  applied  organic  matter.  Belatively  speaking,  a  very  minute  por- 
tion of  this  organic  matter  has  appeared  unoxidized  in  the  filter  effluent. 
These  statements  are  true  of  the  other  sand  filters,  in  operation  now 
for  many  years.  Analyses  of  the  sand  at  various  depths  in  Filters  Nos. 
1,  6  and  9A,  in  July,  1910,  showed  that  the  amount  of  stored  nitrogen 
was  not  increasing. 

Filter  No.  1. 
Filter  No.  1,  constructed  of  60  inches  in  depth  of  sand  of  an  effective 
size  of  0.48  millimeter,  is  ^oo  o^  ^^  ^^^^  ^  Bxe2iy  and  was  first  put  into 
operation  on  Jan.  10,  1888.  Begular  station  sewage  has  been  applied 
to  this  filter  six  days  a  week  at  a  rate  of  50,000  gallons  per  acre  daily 
throughout  the  year.  During  the  winter  the  surface  of  the  filter  was 
trenched,  and  from  December  13  to  March  7  the  trenches  were  covered 
with  boards.  On  March  26  the  trenches  were  dug  over  to  a  depth  of 
6  inches,  and  the  surface  of  the  filter  was  leveled  and  dug  over  to  a 
depth  of  10  inches.  On  July  15  the  surface  was  dug  over  to  a  depth 
of  from  8  to  10  inches,  and  on  November  22  the  surface  was  dug  over 
to  a  depth  of  3  inches  and  the  filter  was  trenched  for  the  winter,  as 
in  previous  years.  The  filter  was  rested  from  July  10  to  19,  inclusive. 
The  portion  of  the  surface  to  which  sewage  was  applied  was  raked  to 
a  depth  of  1  inch  eight  times  during  the  period  when  the  trenches  were 
covered  with  boards,  and  once  each  week  during  the  remainder  of  the 
vear. 

Filter  No.  2. 
Filter  No.  2,  constructed  of  60  inches  in  depth  of  fine  sand  of  an 
effective  size  of  0.08  millimeter,  is  ^oo  o^  ^^  ^^^^  ^^  &^&9  ^^'^  ^^  fii'st 
put  into  operation  on  Dec  19,  1887.  The  surface  of  the  filter  is  ar- 
ranged with  circular  trenches  1  foot  wide  and  2  feet  deep,  of  medium 
Band  of  an  effective  size  of  0.19  millimeter,  the  surface  of  the  sand  being 
below  the  surface  of  the  remainder  of  the  filter.  Regular  station  sewage 
was  applied  to  these  trenches  at  a  rate  of  40,000  gallons  per  acre  daily 
throughout  the  year.  Prom  December  13  to  March  7,  inclusive,  the 
trenches  were  covered  with  boards.  The  sand  in  the  trenches  was  dug 
over  to  a  depth  of  from  6  to  10  inches  on  March  26,  July  16  and  No- 
vember ^2.    The  surface  of  the  sand  in  the  trenches  was  raked  six  times 
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during  the  portion  of  the  year  when  covered  with  boards,  and  once  a 
week  during  the  remainder  of  the  year.  The  filter  was  rested  from 
July  10  to  19,  inclusive. 

Filter  No.  i. 
Filter  No.  4,  constructed  of  60  inches  in  depth  of  fine  river  silt  of 
an  effective  size  of  0.04  millimeter,  is  34oo  o^  ^^  &c^c  ^^  ^^^  <^d  ^^ 
first  put  into  operation  on  Dec.  19,  1887.  The  surface  of  the  filter  is 
arranged  with  circular  trenches  about  14  inches  wide  and  12  inches 
deep,  of  coarse  sand  of  an  effective  size  of  0.48  millimeter,  the  surface 
of  the  sand  being  below  that  of  the  remainder  of  the  filter.  Regular 
station  sewage  was  applied  to  this  filter  three  days  a  week  at  an  average 
rate  of  40,000  gallons  per  acre  daily.  The  trenches  were  covered  with 
boards  from  December  13  to  March  7,  inclusive.  The  sand  in  the 
trenches  was  dug  over  to  a  depth  varying  from  6  to  10  inches  on  March 
26,  July  16  and  November  22.  During  the  period  when  covered  with 
boards,  the  surface  of  the  sand  in  the  trenches  was  raked  to  a  depth 
of  1  inch  six  times,  and  during  the  remainder  of  the  year  it  was  so 
raked  once  each  week.  The  filter  was  rested  from  July  10  to  19,  in- 
clusive, and  was  not  operated,  owing  to  high  water,  from  March  2  to  7, 
inclusive. 

Filter  No.  6C. 

Filter  No.  6C,  constructed  of  60  inches  in  depth  of  sand  of  an  effective 
size  of  0.22  millimeter,  is  ^oo  of  an  acre  in  area,  and  was  first  put  into 
operation  on  July  20,  1905.  Regular  station  sewage  was  applied  at  a  rate 
of  50,000  gallons  per  acre  daily  throughout  the  year.  During  the  winter 
the  surface  of  the  filter  was  trenched,  and  from  December  13  to  March  7 
the  trenches  were  covered  with  boards.  On  March  26  the  trenches  were 
dug  over  to  a  depth  of  6  inches,  and  the  surface  was  leveled  and  dug 
over  to  a  depth  of  10  inches.  On  July  15  the  surface  was  dug  over  to 
a  depth  of  from  8  to  10  inches,  and  on  November  22  the  surface  was 
dug  over  to  a  depth  of  3  inches  and  the  filter  was  trenched  for  the  winter, 
as  in  previous  years.  During  the  period  when  covered  with  boards  the 
surface  of  the  sand  in  the  trenches  was  raked  six  times,  and  during  the 
remainder  of  the  year  the  surface  of  the  trenches,  or  the  whole  surface 
of  the  filter  when  it  was  level,  was  raked  once  each  week.  The  filter 
was  rested  from  July  10  to  19,  inclusive,  and  was  out  of  service  from 
March  2  to  6,  inclusive,  owing  to  high  water. 

Filter  No.  6. 
Filter  No.  6,  constructed  of  44  inches  in  depth  of  mixed  coarse  and 
fine  sand  of  an  effective  size  of  0.35  millimeter,  is  ^oo  of  an  acre  in 
area,  and  was  first  put  into  operation  on  Jan.  12,  1888.    The  filter  hafi 
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been  operated  with  regular  station  sewage,  at  a  rate  of  50^000  gallons 
per  acre  daily  throughout  the  year.  During  the  winter  the  surface  of 
the  filter  was  trienched,  and  from  December  13  to  March  7  the  trenches 
were  covered  with  boards.  On  March  26  the  trenches  were  dug  over  to 
a  depth  of  6  inches,  and  the  surface  of  the  filter  was  leveled  and  dug 
over  to  a  depth  of  10  inches.  On  July  15  the  surface  was  dug  over  to 
a  depth  of  from  8  to  10  inches,  and  on  November  22  the  surface  was 
dug  over  to  a  depth  of  3  inches  and  the  filter  was  trenched  for  the  winter, 
as  in  previous  years.  During  the  time  when  the  trenches  were  covered 
with  boards  the  sand  in  the  trenches  was  raked  to  a  depth  of  1  inch 
six  times,  and  during  the  remainder  of  the  year  the  entire  surface  of 
the  filter  was  raked  1  inch  deep  each  week.  The  filter  was  rested  from 
July  10  to  19,  inclusive,  and  was  out  of  service,  owing  to  high  water, 
from  March  2  to  6  and  from  March  8  to  9,  inclusive. 

Filter  No.  9 A. 

Filter  No.  9A,  constructed  of  60  inches  in  depth  of  sand  of  an  efifective 
size  of  0.17  millimeter,  is  34oo  of  an  acre  in  area,  and  was  first  put 
into  operation  on  Nov.  18,  1890.  Regular  station  sewage  was  applied 
at  a  rate  of  50,000  gallons  per  acre  daily  six  days  a  week  throughout  the 
year.  The  surface  of  the  filter  was  trenched  during  the  winter,  and 
from  December  13  to  March  7  the  trenches  were  covered  with  boards. 
On  March  26  the  trenches  were  dug  over  to  a  depth  of  6  inches  and  the 
surface  of  the  filter  was  leveled  and  dug  over  to  a  depth  of  10  inches.  On 
July  15  the  surface  was  dug  over  to  a  depth  of  from  8  to  10  inches, 
and  on  November  22  the  surface  was  dug  over  to  a  depth  of  3  inches 
and  the  filter  was  trenched  for  the  winter.  During  the  period  when 
the  trenches  were  covered  with  boards  the  surface  was  raked  six  times, 
and  during  the  remainder  of  the  year  the  whole  surface  of  the  filter 
was  raked  to  a  depth  of  1  inch  each  week.  The  filter  was  rested  from 
July  11  to  19,  and  was  out  of  service  from  March  2  to  6,  inclusive,  and 
March  8  and  9,  owing  to  high  water. 

Filter  No.  10. 

Filter  No.  10,  34oo  of  wi  acre  in  area,  is  constructed  of  60  inches  in 
depth  of  mixed  fine  and  coarse  sand  of  an  efifective  size  of  0.35  mil- 
limeter, and  was  first  put  into  operation  on  July  18,  1894.  No  under- 
drains  are  beneath  the  sand  except  directly  around  the  outlet  pipe.  A 
partition  extending  3  feet  below  the  surface  separates  the  quarter  of 
the  surface  which  is  farthest  from  the  underdrains  from  the  remainder 
of  the  surface,  and  to  this  quarter  the  sewage  is  applied.  For  a  number 
of  years  the  portion  of  surface  which  does  not  receive  sewage  has  been 
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covered  with  a  compact  layer  of  loam  8  inches  in  depth,  which  practically 
prevented  the  entrance  of  air  from  that  portion  of  the  surface.  On  June 
*3,  a  portion  of  this  covering  was  removed,  and  the  sand  in  a  strip  2 
feet  wide  extending  across  the  filter  was  exposed,  thus  permitting  the 
free  entrance  of  air  to  this  portion  of  the  filter.  Regular  station  sewage 
was  applied  to  this  filter  six  days  each  week  at  a  rate  equivalent  to 
30,000  gallons  per  acre  daily  for  the  whole  area,  or  120,000  gallons  per 
acre  daily  for  the  portion  of  the  surface  flooded.  Unlike  the  other 
large  filters  situated  out  of  doors,  the  surface  of  this  filter  was  neither 
trenched  nor  covered  with  boards  during  the  winter.  The  portion  of  the 
surface  to  which  sewage  was  applied  was  dug  over  to  a  depth  of  from  8 
to  10  inches  on  July  15  and  November  22.  From  December  1  to  March 
31  the  surface  was  raked  to  a  depth  of  1  inch  ten  times,  and  during  the 
remainder  of  the  year  it  was  raked  once  each  week.  The  filter  was  rested 
from  April  20  to  June  2  and  from  July  11  to  19,  inclusive,  and  was 
out  of  service  on  account  of  high  water  from  March  2  to  6  and  March 
8  to  9,  inclusive.  During  the  winter,  ice  was  removed  from  the  surface 
six  times,  the  total  amount  removed  amounting  to  about  1%  inches. 
Snow  was  removed  from  the  surface  twelve  times,  the  total  amount  re- 
moved being  about  76  inches. 
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Effluent  from  Filler  No.  6. 
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Contact  Filtration. 

Filters  Nos.  176,  37 6  and  377. 

Studies  upon  purification  by  contact  filtration  have  been  continued, 
and  three  contact  filters  were  operated  for  this  purpose  during  1910. 
One,  Filter  No.  175,  is  constructed  of  coke,  and  has  been  in  operation 
about  ten  years;  the  other  two,  Nos.  376  and  377,  are  constructed  of 
horizontal  layers  of  slate,  and  have  been  in  operation  for  about  one  and 
one-half  years  to  study  the  deposition  and  destruction  of  sludge  by  this 
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method.  Such  filters  were  first  operated  at  the  station  in  1901,  and  they 
have  been  exploited  abroad  during  recent  years. 

Filter  No.  176,  Hoooo  of  an  acre  in  area  and  5  feet  in  depth,  was  first 
put  into  operation  on  June  3,  1901,  and  is  constructed  of  pieces  of  coke 
of  such  size  that  all  will  pass  through  a  sieve  having  a  1-inch  mesh^ 
75  per  cent  through  a  ^inch  mesh  and  practically  none  through  a  sieve 
with  a  ^-inch  mesh.  This  filter  has  always  received  strained  sewage, 
is  filled  once  daily  with  one  application  of  sewage,  allowed  to  stand  full 
two  hours  before  draining,  and  rested  every  sixth  week.  Its  average  rate 
of  operation  during  1910  was  about  359,000  gallons  per  acre  daily.  On 
Dec.  1,  1909,  52  per  cent,  of  the  original  open  space  of  this  filter  was 
occupied  by  deposited  matters.  Until  the  end  of  May  the  open  space  of 
the  filter  remained  fairly  constant,  but  during  July  and  August  the 
amount  of  deposited  matters  increased  until  about  63  per  cent,  of  the 
voids  in  the  material  were  filled.  During  the  latter  portion  of  the  yAr 
the  filter  gradually  relieved  itself  of  this  clogging  material,  and  the  open 
space  at  the  end  of  the  year  was  only  slightly  less  than  at  the  b^pnning 
of  the  year. 

Filiera  Nos.  376  and  377,  put  into  operation  on  July  9,  1909,  are 
constructed  of  layers  of  roofing  slate  placed  horizontally,  tlie  la}'ers 
of  slate  being  separated  from  one  another  by  small  concrete  blocks  three- 
fourths  of  an  inch  thick.  Filter  No.  376  has  a  superficial  area  of  about 
^200  of  an  acre,  and  contains  27  layers  of  slate,  the  exposed  surface 
available  for  the  deposition  of  slndge  being  about  314  square  inches 
for  each  gallon  of  sewage  contained  within  the  filter.  Filter  No.  3T7 
has  a  superficial  area  of  about  ^^soo  of  an  acre,  and  contains  8  layers 
of  slate,  the  area  available  for  the  deposition  of  sludge  amounting  to 
about  187  square  inches  per  gallon  of  sewage.  Both  filters  are  so  ar- 
ranged  that  the  layers  of  slate  can  be  cleaned  by  flushing.  Filter  No. 
376  has  received  regular  station  sewage  and  Filter  No.  377  the  fresh 
supernatant  sewage  from  the  Imhoff  tank,  both  filters  being  operated 
as  contact  filters  and  filled  in  one  dose  applied  daily.  Until  June  1, 
1910,  the  sewage  was  allowed  to  remain  within  the  filter  for  two  hours, 
but  after  that  date  the  contact  period  was  reduced  to  one  hour.  Both 
filters  have  been  operated  six  days  a  week  without  systematic  resting. 

The  average  removal  of  suspended  matters  by  Filter  No.  376  during 
the  year  was  about  41  per  cent,  as  shown  by  determinations  of  albu- 
minoid  ammonia  in  suspension,  and  about  39  per  cent,  as  shown  by 
determinations  of  total  solids  in  suspension.  The  total  removal  of 
organic  matters  was  about  22  per  cent,  as  shown  by  albuminoid  ammonia 
determinations,  and  25  per  cent,  as  shown  by  determinations  of  oxygen 
consumed  and  total  organic  solids.    The  average  removal  of  suspended 
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matters  by  Filter  No.  377  was  about  11  per  cent,  as  shown  by  deter- 
minations of  albuminoid  ammonia  in  suspension,  and  about  53  per  cent, 
as  shown  by  determinations  of  total  solids  in  suspension.  The  total 
removal  of  organic  matters  during  the  year  by  this  filter  was  11  per 
cent,  as  shown  by  the  albuminoid  ammonia  determinations,  7  per  cent, 
as  shown  by  the  determinations  of  oxygen  consumed  and  16  per  cent, 
as  shown  by  determinations  of  total  organic  solids.  In  comparing  the 
removal  of  suspended  matters  by  these  two  filters,  it  should  be  borne 
in  mind  that  a  considerable  proportion  of  the  suspended  matters  had 
been  removed  from  the  sewage  before  it  was  applied  to  Filter  No.  377, 
while  none  of  the  suspended  matters  had  been  removed  from  the  regular 
sewage  applied  to  Filter  No.  376. 

On  March  19  sludge  equivalent  to  about  1  per  cent,  of  the  capaciiy 
of  the  filter  was  removed  from  Filter  No.  376.  At  the  end  of  the  year 
about  10  per  cent,  of  the  capacity  of  each  filter  was  occupied  by  accumu- 
lated sludge.  Up  to  the  end  of  April  there  was  a  gradual  increase  in 
the  amount  of  sludge  held  in  Filter  No.  376.  During  the  summer,  how- 
ever, a  considerable  amount  of  this  sludge  was  eliminated,  and  much 
of  the  lost  open  space  was  recovered. 

Further  than  the  removal  of  suspended  matters,  the  amount  of  actual 
purification  accomplished  by  these  two  filters  has  been  very  small,  and 
nitrification  has  been  feeble.  The  average  amount  of  nitrates  in  the 
effluent  from  Filter  No.  376  during  the  year  was  only  .09  part  per 
100,000,  and  in  the  effluent  from  Filter  No.  377  only  .27  part.  Judg- 
ing from  the  results  during  the  year,  and  from  the  experience  obtained 
with  similar  filters  operated  in  1901  and  1902,  filters  or  tanks  of  this 
type  cannot  be  expected  to  accomplish  more  than  a  preliminary  clarifi- 
cation of  sewage,  and  for  this  reason  they  should  perhaps  be  classed 
and  compared  in  efficiency  with  other  clarification  treatments.  It  will 
be  noted  that  slate  Filter  No.  376  was  far  less  successful  in  removing 
suspended  matters  than  either  the  coal  strainer  or  the  settling  tank  op- 
erated with  the  same  sewage.  The  value  of  the  slate-filled  tanks  for 
the  digestion  of  sludge,  and  for  giving  it  such  a  composition  and  con- 
sistency that  it  may  readily  be  disposed  of,  cannot  be  stated  from  the 
results  at  present  available. 

The  average  analyses  of  the  sewage  applied  to  and  of  the  effluents 
from  Filters  Nos.  175,  376  and  377  follow:  — 
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Average  Analysee  of  Sewage  applied  to  and  of  Effluents  from  ConUid  FUtere  Noe. 

176,  376  and  877. 
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Average  Solids — Concluded. 

EfiueiU  from  PiUer  No.  876. 
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Operation  of  Trickling  Filters. 

Filters  Nos.  1.35,  1S6,  222,  2^8,  860,  361,  362,  391  and  392. 

During  1910,  ten  trickling  filters  have  been  operated,  eight  at  the 
experiment  station  and  two  at  the  Andover  filtration  area.  Of  the  eight 
filters  at  the  station,  six  were  constructed  of  broken  stone,  one  of  clinker 
and  one  of  metallurgical  coke.  Two  of  the  broken  stone  filters,  Nos.  135 
and  136,  have  been  in  operation  for  over  eleven  years.  With  three  filters, 
Nos.  360,  361  and  362,  the  eflfect  of  different  size  and  character  of  ma- 
terial, of  different  deptlis  of  filtering  material,  and  of  uniform  and  un- 
even distribution  of  the  sewage  upon  the  surface  have  been  studied 
comparatively.  With  two  filters,  a  direct  comparison  has  been  made  of 
the  relative  ease  of  purification  of  settled  sewage  at  Lawrence  and 
Andover.  Filter  No.  363  has  been  used  in  studies  of  the  refiltration  of 
trickling  filter  effluents,  and  will  be  found  described  in  a  subsequent 
portion  of  this  report.  All  of  these  filters,  except  Filter  No.  222,  have 
had  the  sewage  applied  to  them  by  means  of  automatic  tipping  basins 
discharging  into  perforated  pans,  as  described  in  previous  reports.  Fil- 
ter No.  222,  which  is  of  the  same  size  as  the  large  sand  filters  at  the 
station,  is  located  at  Andover,  and  has  had  sewage  applied  to  it  by  means 
of  a  large  mechanical  distributor  of  the  Fiddian  type. 

Filters  Nos.  135  and  136,  Hoooo  of  *i^  «^re  in  area,  are  constructed 
of  10  feet  in  depth  of  broken  stone,  all  of  which  will  pass  through  a 
screen  with  a  1-inch  mesh,  40  per  cent,  through  a  screen  with  a  V^-inch 
mesh  and  4  per  cent,  through  a  screen  with  a  14-inch  mesh.     These 
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filters  were  first  put  into  operation  in  November,  1899.  Settled  sewage 
has  been  applied  to  each  throughout  the  year  at  a  rate  of  approximately 
2,000,000  gallons  per  acre  daily,  the  filters  being  operated  seven  days 
a  week,  and  receiving  one  hour's  rest  night  and  morning.  Operated  in 
this  manner,  the  filters  have  continued  to  yield  well-nitrified  effluents 
at  all  times,  and  no  trouble  from  clogging  has  been  experienced. 

Filter  No.  2i8,  Hoooo  ^^  &^  ^^^  ^^^  c^^a  ^^^  constructed  of  8  feet 
in  depth  of  material  of  the  same  grade  as  that  in  Filters  Nos.  135  and 
136,  was  first  put  into  operation  on  May  16,  1904.  Settled  sewage  has 
been  applied  to  this  filter  six  days  each  week  throughout  the  year  at  a 
rate  of  2,000,000  gallons  per  acre  daily.  Nitrification  has  been  active 
within  the  filter,  and  the  effluent  of  the  filter  has  been  nonputrescible. 

Filter  No.  222,  ^oo  o'  ^^  ^^^  ^  ^^6^9  i^  located  at  Andover,  and 
was  first  put  into  operation  in  July,  1903.  In  April,  1906,  the  filter  was 
rebuilt,  and  at  present  consists  of  6  inches  of  cobble  stones  above  Akron 
pipe  underdrains,  overlaid  with  7  feet  of  broken  stone  all  of  which  will 
pass  through  a  screen  with  a  1^-inch  mesh  and  none  of  which  will  pass 
through  a  screen  with  a  %-inch  mesh.  Andover  settled  sewage  was 
applied  to  this  filter  seven  days  each  week  from  April  1  to  the  end  of 
the  year  at  a  rate  of  1,500,000  gallons  per  acre  daily,  by  means  of  a  self- 
propelled  traveling  distributor  of  the  Fiddlau  type.  A  description  of 
this  distributor  was  given  on  pages  293  and  294  of  the  report  for  1909. 

As  noted  in  that  report,  the  effect  of  more  uniform  distribution  of 
the  sewage  upon  the  surface  of  this  filter  resulted  in  an  increase  in  nitri- 
fication and  an  improvement  in  the  quality  of  the  effluent  over  that  of 
previous  years.  The  improved  nitrification  has  been  even  more  marked 
during  the  past  year. 

A  comparison  of  the  uniformity  of  distribution  and  of  the  quality  of 
the  effluent  from  this  filter  when  operated  with  the  two  different  types 
of  distributors  may  be  of  interest.  As  the  revolving  distributor  could 
not  be  operated  during  the  winter  months,  only  the  summer  months, 
•Tune  to  October,  inclusive,  may  be  used  in  such  a  comparison.  During 
these  months  the  amount  of  nitrates  in  the  effluent  from  the  filter 
averaged  0.01  in  1907  and  0.57  in  1908.  During  these  two  years  sew- 
age was  applied  by  the  dashplate  distributor,  about  24  per  cent,  of  the 
surface  receiving  little  or  no  sewage,  about  23  per  cent,  of  the  surface 
receiving  sewage  at  rates  of  between  500,000  and  1,000,000  gallons  per 
acre  daily,  about  17  per  cent,  of  the  surface  receiving  sewage  at  rates 
of  from  1,000,000  to  2,000,000  gallons  per  acre  daily,  about  20  per  cent, 
of  the  surface  receiving  sewage  at  rates  of  from  2,000,000  to  4,000,000 
gallons  per  acre  daily,  the  remaining  16  per  cent,  of  the  surface  receiving 
sewage  at  rates  of  from  4,000,000  to  7,500,000  gallons  per  acre  daily. 
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The  rotary  distributor  was  installed  in  April,  1909,  and  distribution 
measurements  showed  that  about  half  the  surface  received  sewage  at 
approximately  the  intended  rate,  that  is,  between  1,000,000  and  2,000,000 
gallons  per  acre  daily,  while  about  one-fourth  of  the  surface  received 
less  than  1,000,000  gallons  per  acre  daily,  and  the  remaining  fourth 
of  the  surface  received  sewage  at  a  greater  rate  than  2,000,000  gallons 
per  acre  daily.  The  highest  rate  on  any  portion  of  the  surface  with  this 
type  of  distributor,  however,  was  only  3,250,000  gallons  per  acre  daily, 
or  about  half  of  the  maximum  rate  at  which  sewage  had  been  applied 
by  the  dashplate  system.  Immediately  following  the  installation  of  the 
rotary  distributor,  nitrification  increased,  the  average  nitrates  in  the 
effluent  during  the  following  six  weeks  being  0.69  part,  a  result  higher 
than  had  ever  been  obtained  with  this  filter  previously.  The  nitrates  in 
the  effluent  from  the  filter  averaged  1.09  parts  per  100,000  during  the 
summer  of  1909,  and  1.69  parts  during  the  same  period  of  1910.  This 
improvement  in  purification  during  the  past  two  years  can  be  attributed 
only  to  the  improvement  in  the  uniformity  of  distribution  of  the  sewage. 
The  filter  has  been  operated  at  approximately  the  same  rate  during  the 
periods  quoted  in  all  four  years,  and,  with  the  exception  of  a  slight  in- 
crease in  strength,  the  character  of  the  applied  sewage  has  remained 
unchanged. 

Filters  Nos.  S60,  S61  and  962.  —  These  square  filters,  each  Koooo  of 
an  acre  in  area  and  containing  8  feet  9  inches  in  depth  of  material  held 
in  place  by  open  cob-work  sides,  were  started  Nov.  14,  1908.  Filters 
Nos.  360  and  361  were  constructed  of  pieces  of  broken  stone  having 
a  mean  diameter  between  1  and  2  inches,  and  Filter  No.  362  was  filled 
with  pieces  of  hard  clinker  having  a  mean  diameter  of  from  4  to  6 
inches.  All  of  these  filters  had  underdrain  channels  open  at  each  end 
in  order  that  any  sediment  might  be  readily  flushed  out.  Small  half- 
round  drains  were  placed  in  the  material  in  Filter  No.  361  at  different 
levels,  from  which  samples  were  collected  regularly  to  show  the  amount 
of  purification  of  the  sewage  after  it  had  passed  through  2,  4,  6  and 
8  feet  of  filter  material,  respectively.  Settled  sewage  was  applied  to 
each  of  these  filters  at  a  rate  of  about  1,500,000  gallons  per  acre  daily 
until  October  31.  On  November  1  Filters  Nos.  361  and  362  were  dis- 
continued, and  the  rate  of  Filter  No.  360  was  increased  to  2,000,000 
gallons  per  acre  daily.  In  the  present  discussion  only  the  period  from 
Dec.  1,  1909,  to  Oct.  30,  1910,  will  be  considered.  The  distribution 
of  sewage  upon  Filters  Nos.  361  and  362  has  been  practically  uniform 
over  the  whole  surface,  while  the  distribution  upon  the  surface  of  Filter 
No.  360  has  been  so  arranged  that  although  the  net  rate  upon  the  entire 
area  was  the  same  as  that  on  Filters  Nos.  361  and  362,  the  sewage  was 
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applied  at  a  gradually  increasing  rate  from  one  Bide  of  the  filter  surface 
to  the  other,  as  is  the  case  with  portions  of  the  surface  of  trickling 
filters,  which  are  equipped  with  distributors  of  the  nozzle  or  dashplate 
types.  The  underdrain  system  of  this  filter  is  divided  into  three  distinct 
collecting  areas  of  equal  size,  and  the  whole  filter  may  thus  be  considered 
to  be  composed  of  three  separate  filters  united  in  one  container,  these 
being  designated  as  Nos.  360A,  360B  and  360C.  Frequent  measurements 
have  been  made  of  the  rate  at  which  sewage  is  applied  to  each  of  these 
sections,  and  separate  samples  of  the  effluent  have  been  regularly  col- 
lected from  each  underdrain  system.  The  operation  of  these  three 
filters  during  the  past  two  years  furnishes  a  number  of  interesting  com- 
parisons. 

^During  both  years  the  amounts  of  free  and  albuminoid  ammonia  were 
less  in  the  effluent  from  the  filter  of  large  pieces  of  clinker  than  in  the 
effluent  from  that  constructed  of  a  smaller  grade  of  broken  stone.  Nitri- 
fication was  slightly  more  active  within  the  clinker  filter  during  the 
first  year,  but  the  reverse  was  the  case  during  the  second  year,  and  the 
average  nitrates  during  the  two  years  were  practically  identical. 

Samples  from  the  ditferent  depths  in  Filter  No.  360  illustrate  the 
continual  increase  in  purification  of  the  sewage  as  it  passes  through  a 
trickling  filter,  and  emphasize  the  desirability  of  deep  filters.  The 
average  amount  of  free  ammonia  during  the  two  years  decreased  from 
3.75  parts  per  100,000  in  the  settled  sewage  to  2.70  parts  after  passing 
through  the  first  2  feet  of  material,  to  2.39  after  passing  4  feet,  to  2.08 
after  passing  6  feet  and  to  1.93  after  passing  the  entire  filter,  a  pro- 
gressive reduction  of  28,  37,  45  and  49  per  cent.,  respectively.  Nitri- 
fication also  increased,  almost  in  proportion  to  the  depth  of  filter  through 
which  the  sewage  had  passed.  The  average  amount  of  nitrates  in  the 
effluent  during  the  two  years  was  0.38  part  after  passing  2  feet  of  ma- 
terial, 0.80  part  after  passing  4  feet  of  material,  1.14  parts  after  passing 
6  feet  and  1.25  parts  after  passing  the  entire  filter. 

The  effect  of  uniform  and  unequal  distribution  is  not  so  well  shown 
as  was  hoped  when  Filters  Nos.  360  and  361  were  planned.  The  average 
effluents  from  both  filters  were  satisfactorily  purified  and  were  mudi 
the  same  in  quality.  If  anything,  the  effluent  from  Filter  No.  361, 
upon  which  the  sewage  was  uniformly  distributed,  was  slightly  inferior 
to  that  from  Filter  No.  360,  having  an  unequal  distribution  of  sewage. 
From  this  it  should  not  be  assumed,  however,  that  uniform  distribution 
of  sewage  upon  filters  of  this  type  is  unnecessaiy,  as  the  effect  of  unequal 
distribution  was  evidentlv  overbalanced  by  other  factors.     The  differ- 
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ence  between  the  highest  and  lowest  rates  upon  different  portions  of 
Filter  Xo.  360  is  much  less  than  the  differences  in  rates  upon  adjacent 
portions  of  trickling  filters,  to  which  sewage  is  applied  by  means  of  fixed 
distributing  nozzles.  Furthermore,  the  highest  rate  at  which  sewage 
was  applied  to  any  portion  of  Filter  No.  360  averaged  only  about 
2,000,000  gallons  per  acre  daily,  at  which  rate  satisfactory  purification 
has  been  obtained  at  times  with  other  trickling  filters  at  the  station. 
With  a  larger  filter  and  improved  differential  distribution  and  collection 
systems,  the  effect  of  unequal  distribution  would  undoubtedly  be  much 
more  strongly  marked.  The  results  illustrate  to  a  certain  degree,  how- 
ever, how  the  effluent  from  a  filter  may  be  a  mixture  of  effluents  from 
different  portions  of  that  filter  in  very  different  stages  of  purification. 
For  example,  the  average  effluent  from  the  entire  filter  containilig  about 
1.54  parts  nitrates  per  100,000  was  a  mixture  of  52  per  cent,  of  the  efflu- 
ent from  Section  A,  containing  1.14  parts  nitrates;  32  per  cent,  of 
the  effluent  from  Section  B,  containing  1.89  parts  nitrates,  and  16  per 
cent  of  the  effluent  from  Section  C,  containing  2.12  parts  nitrates. 

Filters  Nos.  S91  and  S92  were  put  into  operation  on  April  29,  1910, 
to  study  comparatively  the  purification  by  trickling  filters  of  the  settled 
sewage  obtained  at  the  experiment  station  and  at  the  Andover  filtration 
area.  These  filters  were  %oooo  of  an  acre  in  area,  and  were  constructed 
of  8  feet  in  depth  of  pieces  of  broken  stone  between  ^inch  and  IV^ 
inches  in  diameter.  Filter  No.  391  was  located  at  the  experiment  sta- 
tion and  Filter  No.  392  at  Andover.  Each  of  these  filters  was  operated 
at  a  rate  of  1,000,000  gallons  per  acre  daily  until  the  end  of  October. 
Nitrification  was  somewhat  slower  in  starting  in  the  filter  receiving  the 
Andover  settled  sewage,  but  during  the  months  of  August,  September 
and  October,  when  nitrification  was  active  in  both  filters,  the  nitrates 
in  the  effluent  from  the  filter  located  at  Andover  averaged  over  3  parts 
per  100,000,  or  about  twice  as  great  as  in  the  effluent  from  the  filter 
receiving  the  Lawrence  settled  sewage.  These  results  apparently  con- 
tradict the  statements  made  in  previous  reports  that  poor  purification 
of  Andover  settled  sewage  by  trickling  filters  was  in  part  attributable 
to  the  character  of  the  sewage,  and  confirm  the  statements  made  else- 
where in  this  report  that  the  purification  of  this  sewage  in  a  satisfactory 
manner  by  properly  constructed  trickling  filters  is  largely  a  question 
of  rates  and  of  uniform  distribution  of  the  sewage  over  the  surface  of 
such  filters. 

The  average  analyses  of  the  effluents  from  these  various  trickling 
filters  are  shown  in  the  following  tables :  — 
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Average  Analyses, 

Effluent  from  FiUer  No,  136  {10  Feet  Deep). 
[Parts  per  100.000.] 
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1       ° 
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.A 

Quantity 
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■       • 
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Nitrates. 
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1.922,000 

2.8 

.03 
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!    2.88 

1 

.0051 

1.98 

22.300 

Effluent  from  Filter  No,  136  (10  Feet  Deep). 
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1.98 


70.800 


Average  Solids  in  Effluent  from  FiUer  No.  136. 
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Fixed. 

Total. 
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Ignition. 

1 
Fixed. 
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Ignition. 

Fixwl. 
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34.9 

49.0 

15.1 

33.9 

33 

2.3 

1.0 

Average  Analyses. 

Effluent  from  FiUer  No.  $48  (8  Feet  Deep). 
[Parts  per  100.000.) 
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3.12 
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Effluent  from  Filter  No,  $2$, 
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10.50  ,     1.25 
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2.00        S86.000 
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Effluent  from  Filter  No,  360  (Section  A). 
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1.7798 
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I      I 
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.0216   2.37 


199,400 
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Average  Analyses — Concluded. 

Effluent  from  Filter  No,  860  {Section  B). 
[Fftrts  per  100.000.] 
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E fluent  from  FxUer  No,  860  (Section  C). 

639.300 

8.6 

.75 

1.0468 

.3224 

.2013 

.5235 

12.37 

2.12 

.0086 

2.09 

136.400 

E fluent  from  Filter  No.  860  (Entire  Filter), 

1M.0OO 

8.8 

.78 

1.4933 

.3542 

.2073 

.5741 

12.44 

1.54 

.0166 

2.24 

169,400 

Effluent  from  FQter  No,  86 1  (2  Feet). 

- 

4.5 

» 

.83 

3.3759 
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.2903 
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0.46 

.0558 

2.80 

406.800 

Effiueni  from  Filter  No.  86 1  (A  Feet). 

• 

- 

4.8 

.80 

2.0900 

.3901 
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12.46 

0.88 

.0486 

3.49 

287.300 

Effluent  from  Filter  No.  861  (6  FeeCj. 


4.4 

.78 

1.7070 

.3057 

.3386 
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13.48 

1.33 

.0438 

2.48 

254.500 


Efluent  from  Filter  No,  861  (Outlet). 

1.283.500 

4.2 

.76 

1.6250 

.3579 

.2168 

.6007 

12.55 

1.46 

.0249 

2.21 

198.100 

Effluent  from  Filter  No.  868  (8  Feet  9  IncKee  Deep). 
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.76 
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1.85 
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Effiuent  from  Filter  No.  891  (8  Feet  Deep). 

" 

3.9 

.75 
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1.66 
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1.64 

509.200 

Effluent  from  Filter  No.  898  (8  Feet  Deep). 

- 

• 

.71 
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.0707 

3.18 

288.800 
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Stability  of  Effluents  from  Contact  and  Trickling  Filtebs. 

Systematic  determinations  of  the  putrescibility  of  the  effluents  from 
contact  and  trickling  filters  have  been  continued  as  in  previous  years. 
The  results  of  these  tests  fpr  the  year  1909  were  omitted  from  the  last 
report,  and  these  results,  together  with  those  for  the  current  year,  are 
shown  in  a  following  table.  As  stated  in  previous  reports,  filters  con- 
structed of  coarse  materials  and  operated  at  high  rates  cannot  be  ex- 
pected to  yield  clear,  bright  effluents  as  is  the  case  with  sand  filters. 
\\^en  properly  constructed  and  operated,  however,  such  filters  may  pro- 
duce well-nitrified  and  nonputrescible  effluents,  which  after  clarification 
by  a  short  period  of  sedimentation  may  be  disposed  of  satisfactorily 
by  dilution.  Various  methods  of  determining  and  expressing  putresci- 
bility are  in  use  in  different  laboratories.  At  the  station  the  pro- 
cedure has  been  to  note  the  production  of  odor  or  of  blackening  of 
the  samples  in  completely  filled  glass-stoppered  bottles  during  five  days' 
incubation  at  80"*  F.  This  method  is  believed  to  show  true  putrescibility, 
that  is,  putrefaction,  and  is  not  influenced  by  minor  reducing  actions 
within  the  sample,  which  in  many  other  methods  would  influence  the 
results.^ 

During  both  years  all  of  the  samples  from  trickling  Filter  Xo.  135 
and  from  secondary  Filter  No.  363  have  been  entirely  stable,  and  the 
effluents. from  trickling  Filters  Nos.  136  and  248  and  from  contact 
Filter  No.  175  have  been  found  to  be  putrescible  or  doubtful  only  at 
rare  intervals.  On  the  other  hand,  the  effluents  from  the  slate  contact 
Filters  Nos.  376  and  377  have  been  putrescible  practically  all  the  time, 
and  the  effluent  from  Filter  No.  176,  which  was  stopped  at  the  end  of 
1909  because  it  was  so  badly  clogged  that  reducing  actions  within  the 
filter  predominated  over  nitrification,  was  either  putrescible  or  of  doubt- 
ful quality  about  two-thirds  of  the  time.  The  effluent  from  trickling 
Filter  No.  362,  constructed  of  large  pieces  of  rough  clinker,  was  of  much 
better  quality  as  regards  stability  than  was  the  effluent  of  its  companion 
filter,  No.  361,  of  the  same  depth  and  operated  at  the  same  rate,  but 
constructed  of  somewhat  smaller  and  smoother  pieces  of  broken  stone. 
The  effluents  from  the  sections  of  trickling  Filter  No.  360  illustrate  the 
effect  of  varying  rates  upon  stability  of  the  effluent.  The  figures  in 
the  table  show  that  the  effluent  from  the  section  receiving  sewage  at  the 
lowest  rate,  700,000  gallons  per  acre  daily  or  less,  was  stable  80  per 
cent,  of  the  time  during  its  first  year  of  operation  and  entirely  stable 
at  all  times  during  its  second  year  of  operation;  while  the  effluent  from 

>  See  Clark  aad  Adams.  "Studies  of  Incubatioo  Testa."  Journal  American  Cbemieal  Soeisty,  Vol.  M. 
p.  1037. 1906. 
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the  section  receiving  sewage  at  the  highest  rate,  2,000,000  gallons  per 
acre  daily  or  over,  was  stable  only  37  per  cent,  of  the  time  during  the 
first  year  and  only  69  per  cent,  of  the  time  during  the  second  year.  The 
effluent  from  the  section  of  this  filter  receiving  sewage  at  a  rate  inter- 
mediate between  the  other  two  sections  yielded  an  eflSuent  which  was 
more  often  putrescible  than  that  of  the  low-rate  section,  and  more  often 
stable  than  that  of  the  high-rate  section.  It  will  be  noted  that  in  spite 
of  the  improvement  in  nitrification  in  Filter  No.  222,  due  to  more  uni- 
form distribution  of  the  sewage  upon  the  surface,  about  one-third  of  the 
samples  of  the  effluent  were  putrescible  during  each  year.  As  stated  in 
previous  reports,  the  Andover  settled  sewage  applied  to  this  filter  is  very 
different  in  character  and  much  more  difiBcult  to  purify  than  is  the 
settled  Lawrence  sewage  applied  to  the  filters  at  the  station. 

It  has  been  stated  fi-equently  in  preceding  reports  that,  while  it  is 
theoretically  possible  to  operate  sewage  filters  in  such  a  manner  that  non- 
putrescible  effluents  will  be  obtained  even  when  the  amounts  of  nitrates 
present  are  low,  such  operation  is  not  practicable,  and  the  experience 
at  Lawrence  has  been  that  effluents  which  were  nonputrescible  were 
always  highly  nitrified,  and  vice  versa.  The  figures  in  the  table  give 
additional  confirmation  to  this  opinion.  In  every  case  where  the  nitrates 
average  over  two  parts  per  100,000,  all  or  practically  all  of  the  samples 
were  nonputrescible.  When  the  average  nitrates  were  less  than  two  parts 
but  greater  than  one  part  per  100,000,  with  only  one  or  two  exceptions, 
from  10  to  60  per  cent,  of  the  samples  were  putrescible,  while  those 
effluents  with  low  average  nitrates  were  putrescible  during  the  greater 
part  of  the  time. 

The  results  of  putrescibility  tests  during  both  years  are  shown  in  the 
following  table :  — 


Stability  of  Effluents  from  Contact  and  Trickling  Filters, 

Contact  FiUera. 


FiLTEB  No. 


J 


PBB  CXMT.  OP 
BAICPLBS. 


o 

2 


3 


175. 
176. 
376. 
877. 


1.96 
0.14 
0.05 
0.13 


0 
45 

73 
100 


2 

23 
20 

0 


OQ 


98 

32 

7 

0 


I 

I 

S 


1.78 


0.09 
0.27 


Iflf. 


PKB  CXNT.  OP 
SAMPLES. 


98 
100 


9 


3 

OQ 


0 
0 


95 


2 
0 


Both  Ybars. 


• 

J 
t 


1.87 


0.07 
0.20 


PBB  CENT,  or 
SAMPLES. 


.S 

A 

I 

9 
PL* 


92 
100 


>  Not  operated  in  1910. 


9 

2 


5 

0 


en 


96 


3 
0 
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StabiUiy  of  Effluents  from  Contact  and  Trtckling  Filtert — Concluded. 

TrickHng  FiUert. 


IMf. 

IflO. 

Bora  Ybabs. 

PBB  CXHT.  or 

PBB  CXMT. 

OP 

PBB 

L  CBMT.  OP 

&UIPUBS. 

■AMPLBB. 

a 

UtTLMM. 

FXLTXB  No. 

i 

S 

• 

i 

m 

1 

s 

2 

1 

• 

s 

1 

1 

1 

i 

1 

1 

1 

m 

1 

• 

2 

k 

iS 

1 

z 

£ 

5 

1 

s 

£ 

& 

00 

185 

2.67 

0 

0 

100 

2.68 

0 

0 

100 

2.68 

0 

0 

109 

136 

1.56 

16 

14 

70 

1.82 

4 

2 

04 

1.69 

10 

8 

81 

322,        .... 

0.81 

31 

6 

68 

1.25 

13 

20 

67 

1.08 

23 

18 

59 

248 

2.88 

4 

2 

94 

2.06 

0 

0 

100 

2.90 

2 

• 

1 

97 

860A,      .... 

0.84 

63 

0 

87 

1.14 

31 

0 

69 

0.99 

50 

0 

50 

86QB 

1.55 

24 

0 

76 

1.88 

2 

0 

98 

1.72 

14 

0 

86 

860C 

1.42 

20 

0 

80 

2.12 

0 

0 

100 

1.77 

10 

0 

90 

860.i      .... 

1.10 

43 

0 

57 

1.54 

17 

0 

83 

1.83 

33 

0 

67 

361 

1.03 

42 

0 

58 

1.46 

17 

2 

81 

1.26 

31 

1 

68 

362 

1.00 

30 

6 

64 

1.32 

2 

5 

08 

1.20 

18 

e 

76 

Secondary  Trieklini 

r  FOteTf. 

863,        ...       . 

2.18 

0 

0 

100 

2.43 

0 

0 

100 

^.^ 

1 
0 

0  i    109 

1 

Entin 

r  filter. 

Befiltration  of  Effluents  from  Trickung  Filters. 

FUiera  Nos.  363  and  371. 

Filter  No.  363,  %oooo  of  an  acre  in  area,  is  constructed  of  4^  feet 
in  depth  of  pea-size  metallurgical  coke,  and  was  first  put  into  operation 
on  Nov.  18,  1908.  This  filter  has  been  operated  as  a  trickling  filter, 
and  has  received  the  effluents  from  Filters  Nos.  135  and  136  at  a  rate 
of  4,000,000  gallons  per  acre  daily  seven  days  each  week,  these  e£9uents 
being  first  clarified  by  sedimentation.  Operating  with  effluents  which 
were  stable  and  well  nitrified,  this  filter  accomplished  a  still  further 
reduction  in  the  organic  matters,  and  continued  the  nitrification  so  weU 
begun  in  the  primary  filters. 

Filter  No.  871,  Hoooo  of  an  acre  in  area,  and  constructed  of  2  feet 
in  depth  of  sand  of  an  effective  size  of  0.33  millimeter,  was  first  put 
into  operation  on  May  20,  1909,  and  was  continued  in  operation  until 
Oct.  31,  1910.  The  combined  effluents  from  Filters  Nos.  361  and  362 
have  been  passed  through  a  settling  tank  having  a  capacity  of  about 
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five  and  one-half  hours^  flow  and  then  applied  to  this  Alter  at  a  rate 
of  10,000,000  gallons  per  acre  daily  throughout  the  year.  This  filter 
has  been  operated  continuously,  much  like  continuous  water  filters,  ex- 
cept that  when  clogged  the  whole  body  of  sand  in  the  filter  has  been 
washed  in  place  by  an  upward  current  of  water  from  below.  The  filter 
was  washed  sixty-eight  times  during  the  year,  the  average  quantity  of 
water  filtered  between  washings  being  about  39,000,000  gallons  per  acre. 

The  results  obtained  with  this  filter  and  settling  tank  furnish  an  in- 
teresting illustration  of  the  further  purification  of  trickling  filter  efflu- 
ents by  natural  means.  The  nearly  stable  worked-over  suspended 
matters  coming  from  the  trickling  filters  settle  out  readily  in  the  settling 
tank,  but  these  suspended  matters  were  capable  of  further  fermentation 
and  disintegration  as  is  shown  by  the  fact  that  during  the  warm  months, 
in  spite  of  the  frequent  removal  of  sludge,  there  was  some  floating  scum 
on  the  tank,  with^a  certain  amount  of  gas  formation.  This  fermenta- 
tion must  not  be  confused  with  putrefaction,  however,  as  no  appreciable 
odors  were  produced.  The  clarification  begun  in  the  settling  tank  was 
completed  in  the  filter,  and  the  final  efliuent  never  contained  more  than 
a  slight  turbidity.  The  purification  process  going  on  in  the  settling 
tank  and  in  the  filter  was  the  reverse  of  nitrification,  the  nitrates  serving 
as  the  source  of  oxygen  for  further  oxidation  of  the  soluble  matters. 
This  is  evident  by  the  reduction  in  the  amount  of  nitrates  and  increase 
in  the  nitrites  and  free  ammonia  in  the  applied  effluents  in  their  passage 
through  the  settling  tank  and  through  the  filter.  This  was  in  a  measure 
a  retrograde  process,  but  is  undoubtedly  the  process  taking  place  when 
such  trickling  filter  effluents  flow  into  water  low  in  dissolved  oxygen. 
The  amount  of  nitrates  remaining  in  the  effluent,  and  the  fact  that  this 
effluent  always  contained  an  appreciable  amount  of  dissolved  oxygen, 
ensured  a  complete  stability  at  all  times,  and  this  fact  was  conflrmed 
by  negative  putrescibility  tests  throughout  the  year. 

The  average  analyses  of  the  settled  trickling  filter  effluents  applied 
and  of  the  effluents  from  these  two  secondary  filters  are  shown  in  the 
following  tables:  — 
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Average  Analyses. 

SelHed  TrtckUno  Filler  Effluent  applied  to  PiUer  No,  S6S, 

[Puts  per  100.000.] 


Quantity 
applied. 

Gallona 

per  Acre 

Daily. 


Appbab- 

▲NCS. 


3 

I 


I 


2.2 


.72 


Ammonia. 


I 


ALBUMUfOtD. 


I 


a 
.S 

s 

a 


0.9367 


.1768 


.1248 


a 

I 


•9 


.3066 


s 


12.15 


NmooBN 


I 


I 


1.79 


.0830 


l.M 


9 

li 

I"- 


M.900 


Effluent  from  PHter  No.  S6S, 


8.741.600 


1.3 


.65 


0.3733 


.1518 


.0629 


.2539 


11.86 


2.43«   .0081 


1.37 


26.500 


SetOed  Trickling  Filter  Effluent  applied  to  PHter  No.  371. 


1.7 


.76 


1.9917 


.1795 


.1456 


12.71 


1.16 


.0483 


1.] 


616.100 


Effluent  from  Filter  No.  571. 


8.771.500 


0.6 


.71 


1.9019 


.1160 


12.39 


0.89 


.0482 


1.07 


447.100 


Experiments  on  the  Purification  of  Manufactural  Wastes. 

Woolen  Mill  Wastes.  —  Filter  No.  387. 

On  Dec.  14,  1909,  Filter  No.  387,  containing  3%  feet  in  depth  of 
sand  of  an  effective  size  of  0.58  millimeter,  was  started  at  a  rate  of 
500,000  gallons  per  acre  daily,  with  mixed  wastes  from  woolen  mill  No. 
1,  from  which  the  wool-scouring  liquors  were  excluded.  These  wastes, 
without  the  wool-scourings,  were  frequently  acid,  due  to  the  acid  in  the 
shoddy  waste.  Up  to  March  25,  1910,  this  acidity  was  neutralized  with 
sodium  carbonate  before  the  liquor  was  applied  to  the  filter,  and  after 
that  date  sufficient  wool-scourings  were  added  to  make  the  wastes  alka- 
line. This  filter  became  clogged  rapidly  and  frequent  scraping  was 
necessary  in  order  to  keep  it  in  operation.  On  September  8  all  the 
sand  was  removed  and  the  filter  refilled  with  new  sand,  and  operated 
as  before  until  October  31,  when  the  experiment  was  discontinued.  The 
amount  and  composition  of  the  sand  removed  up  to  the  time  the  filter 
was  rebuilt  are  shown  in  the  following  table:  — 
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[Paurts  per  100.000.] 

Amount 
removed 
(Inehee). 

Ammonia. 

If  It. 

Free. 

Albuminoid. 

Fata. 

MarehS 

4 

0.58 

20.4 

454 

MuohU.   . 

2 

0.00 

18.4 

345 

April  27.     . 

2}i 

0.90 

14.3 

608 

Mfty  19.      . 

2 

1.20 

19.3 

502 

July  8,        .        . 

2 

0.80 

19.3 

396 

August  28. 

2 

0.90 

28.5 

476 

September  2.     . 

3 

- 

- 

- 

September  8. »    . 

- 

- 

- 

- 

ATerace. 

- 

0.40 

17.4 

253 

*■  Filter  emptied. 


The  average  analyses  of  the  wastes  before  and  after  treatment  by  Fil- 
ter No.  387  were  as  follows :  — 


Average  Analysis  of  Liquor  applied  to  Filter  No.  387. 

(Paurts  per  100.000.] 


Average  Analysis  of  Effluent  from  Filter  No.  387. 


.  Souoe. 

Ammonia. 

NlTBOOBN  AS 

TotaL 

Loss  on 
Isnition. 

Fixed. 

Frse. 

Albumi- 
noid. 

Nitrates. 

Nitrites. 

Oxygen 
consumed. 

160.9 

34.2 

126.7 

.7194 

.3284      • 

- 

- 

5.13 

.6147 


.2113 


.03 


.0010 


3.40 


Filter  No.  388,  containing  3V^  feet  in  depth  of  sand  of  an  effective 
size  of  0.26  millimeter,  was  started  on  Dec.  14,  1909,  the  efi9uent  from 
Filter  No.  387  being  applied  at  a  rate  of  150,000  gallons  per  acre  daily. 
On  Sept.  12,  1910,  the  rate  was  reduced  to  75,000  gallons  per  acre  daily. 
This  filter  was  discontinued  on  Nov.  1,  1910.  The  effluent  from  this 
filter,  although  colored  by  the  dyes  in  the  applied  wastes,  was  clear  and 
odorless  at  all  times  and  at  times  was  well  nitrified.  No  trouble  was 
experienced  with  clogging  at  any  time,  and  when  the  filter  was  stopped, 
the  sand  was 'clean  and  the  filter  could  have  been  continued  in  opera- 
tion had  it  been  desired.  Analyses  of  the  sand  in  the  filter  when  it  was 
discontinued  were  as  follows:  — 
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(Parts  per  100,000.] 


Ammonia. 

Dbptb. 

Free. 

Albuminoid. 

Fata. 

ATerago  6  inchM, 

ATerago  of  re«t  of  filter, 

.24 
.26 

2.67 
2.46 

S0.8 
10.8 

The  average  analysis  of  the  eflSuent  from  this  filter  follows:  — 


[Parte  per  100,000.] 


Ammonia. 

NmOOKN  AS 

Free. 

Albuminoid. 

Nitratee. 

Nitritea. 

Oxyien  ooMumed. 

.4281 

.0826 

.20 

.0028 

1.48 

Earlier  experiments  with  the  wastes  from  this  mill  indicated  that  with 
ample  settling  tanks  and  separate  treatment  of  the  wool-scourings  to 
remove  fatty  matters^  a  sand  filter  or  strainer  operated  at  a  rate  of 
500,000  gallons  per  acre  daily  would  yield  a  well-clarified  effluent  which 
might  be  readily  disposed  of  by  dilution^  without  nuisance.  The  present 
experiments  confirm  this,  and  emphasize  the  necessity  of  the  removal 
of  fatty  matters  before  filtration.  These  experiments  also  show  that  the 
efiluent  from  such  a  strainer  may  be  readily  purified  by  filtration  through 
sand  at  a  rate  of  100,000  gallons  per  acre  daily  or  over  without  any 
difficulty. 

Experiments  wiih  Tannery  Wastes. 

Filters  Nos.  372^  373  and  375  were  put  into  operation  on  June  1, 
1909,  and  continued  in  operation  during  the  first  three  months  of  1910, 
in  a  study  of  the  purification  of  the  supernatant  waste  from  the  settling 
tanks  at  Tannery  C.  This  supernatant  waste  as  received  still  contained 
a  considerable  amount  of  suspended  matters,  and  these  were  removed 
by  additional  settling  as  far  as  possible  before  the  waste  was  applied  to 
the  filters.  Filter  No.  372  contained  6  feet  in  depth  of  broken  stone 
of  such  size  that  all  would  pass  through  a  ring  1  inch  in  diameter  and 
none  through  a  ring  ^  inch  in  diameter.  Filters  Xos.  373  and  375 
each  contained  3^^  feet  in  depth  of  sand  of  an  effective  size  of  0.26 
millimeter. 

Filter  No.  372  was  operated  as  a  trickling  filter,  the  settled  waste  being 
applied  at  rates  varying  between  500,000  and   1,500,000  gallons  per 
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acre  daily,  the  aim  being  to  operate  the  filter  at  the  highest  possible  rate 
and  still  obtain  fair  nitrification  within  the  filter.  The  average  rate 
of  operation  was  867,000  gallons  per  acre  daily.  The  effluent  from  this 
filter  was  well  nitrified,  stable  and  practically  odorless  throughout,  and 
resembled  in  appearance  the  effluents  from  other  trickling  filters  operated 
with  sewage. 

The  effluent  from  Filter  Xo.  372  was  settled  and  applied  to  secondary 
Filter  No.  375  at  an  average  rate  of  about  70,000  gallons  per  acre  daily. 
The  resulting  effluent  was  always  well  nitrified,  stable  and  odorless,  but 
at  times  was  slightly  turbid. 

Filter  No.  373  was  operated  as  an  intermittent  filter,  receiving  the 
settled  waste  at  an  average  rate  of  about  135,000  gallons  per  acre  daily. 
In  appearance  the  effluent  from  this  filter  was  similar  to  that  from  trick- 
ling Filter  No.  372,  except  that  the  color  was  slightly  higher.  Nitrifi- 
cation was  active  in  the  filter  at  all  times,  the  nitrates  in  the  filter 
effluent  averaging  about  6  parts  per  100,000. 

All  these  filters  were  kept  in  operation  without  difficulty  and  were 
in  good  condition  at  the  end  of  the  experiment.  It  is  evident  from  these 
experiments  that  the  wastes  from  this  tannery,  if  properly  clarified,  can 
be  easily  purified  by  trickling  filters  operated  at  rates  of  from  500,000 
to  1,000,000  gallons  per  acre  daily,  and  that  a  very  satisfactory  puri- 
fication can  be  accomplished  by  intermittent  filtration  through  sand  at 
a  rate  of  70,000  gallons  per  acre  daily,  or  by  refiltration  of  the  trickling 
filter  effluents  through  sand  at  rates  of  100,000  to  150,000  gallons  per 
acre  daily. 

The  average  analyses  of  the  effluent  from  the  tannery  settling  tanks  as 
received,  of  the  waste  after  further  settling  and  of  the  effluents  from 
these  three  filters  are  shown  in  the  following  table :  — 


Average  Chemical  AnalyseSy  May,  1909,  to  August,  1910,  inclusive. 

EfjUuerU  from  SeUUng  Tanks  as  reeeived  from  Tannery, 

[Parts  per  100.000.] 


AmcoiiiA. 

—  —      _ 

Oxjrgen 

con- 
sumed. 

Hardness. 

Color. 

Free. 

ALBUmNOTD. 

JMlTBOusn  ab 

Fats. 

Total. 

In 
Solution. 

NitratM. 

Nitrites. . 

•w 

4.33 

2.M 

2.52 

- 

- 

18.35 

138.40 

16.70 

ResetOed  Waste  as  apptied  to  Filters  Nos,  978  and  S7S, 

- 

4.4« 

2.62 

- 

- 

^ 

15.27 

- 

- 
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Average  Chemical  Analyses^  May,  1909,  to  Augvsty  1910,  indusive — Concluded. 

Effluent  from  PUUr  No.  57i. 
[PktrU  per  100.000.) 


Ammonia. 

Ktw^wtn 

Oxygen 

con- 
sumed. 

Hardneas. 

Color. 

Free. 

ALBUMINOID. 

NrrBOouf  AS 

Fata. 

Total. 

In 
Solution. 

• 

Nitimtes. 

Nitrites. 

1.41 

3.42 

0.98 

0.47 

2.33 

.0624 

6.01 

- 

- 

E§Uim^  from  FilUr  No.  97S. 

0.70 

0.02 

0.12 

- 

6.97 

.0184 

1.18 

- 

EffluerU  from  Filter  No.  S76. 

0.80 

0.60 

0.16 

- 

4.26 

.0148 

1.82 

- 

- 

Removal  of  Bacteria  by  Sewage  Purification  Systems. 

In  the  following  table  are  shown  the  average  numbers  of  bacteria  as 
determined  on  agar  plates  incubated  four  days  at  20^  C,  and  of  the 
total  and  red  colonies  on  litmus .  lactose  agar  plates  incubated  eighteen 
hours  at  40°  C.  The  significance  of  these  different  counts  has  been  dis- 
cussed frequently  in  preceding  reports.  All  of  the  intermittent  sand 
filters  show  a  removal  of  over  99  per  cent,  of  all  types  of  bacteria.  Con- 
tact Filter  No.  175  removed  about  37  per  cent,  of  the  total  bacteria  from 
the  strained  sewage  and  about  49  per  cent,  of  the  types  of  bacteria  de- 
veloping at  body  temperature.  Of  the  two  slate  filters,  the  one  operated 
with  Lawrence  regular  sewage  showed  a  bacterial  efficiency  of  less  than 
50  per  cent,  based  on  the  total  counts,  and  less  than  25  per  cent,  based 
on  the  body  temperature  counts,  while  the  one  operated  with  settled 
fresh  sewage  showed  a  removal  of  about  46  per  cent,  of  the  body  tem- 
perature types,  but  the  total  numbers  of  bacteria  in  its  effluent  were 
greater  than  in  the  applied  sewage. 

The  removal  of  bacteria  by  the  older  trickling  Filters  Nos.  135  and 
136  was  somewhat  greater  than  that  by  the  other  trickling  filters,  and 
the  bacterial  efficiencies  of  trickling  filters  located  at  the  station  were 
much  better  than  of  those  located  at  Andover.  The  work  of  Filter  No. 
135,  with  a  removal  of  over  98  per  cent,  of  all  types  of  bacteria,  was 
particularly  satisfactory.  The  effect  of  varying  rates  is  well  illustrated 
by  the  body  temperature  results  on  the  different  sections  of  Filter  No. 
360,  the  bacterial  efficiency  being  greatest  on  the  section  operated  at  the 
lowest  rate  and  lowest  on  the  section  receiving  sewage  at  the  highest 
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rate.  The  progressive  purification  accomplished  as  sewage  passes  through 
a  trickling  filter  is  well  illustrated  by  the  results  of  analyses  of  samples 
collected  from  the  different  levels  of  Filter  No.  361.  Of  the  two  sec- 
ondary filters.  Filter  No.  363,  constructed  of  pea-size  coke  and  operated 
as  a  trickling  filter,  was  much  more  efiScient  bacterially  than  Filter 
No.  371,  which  was  constructed  of  sand  and  operated  in  the  same  man- 
ner as  water  filters  are  operated. 

Of  the  various  methods  of  preliminary  clarification  of  sewage,  the  coal 
strainer  was  more  efficient  in  removing  bacteria  than  were  either  of  the 
settling  tanks,  and  the  settling  tank  at  Andover  was  somewhat  more 
efficient  than  the  settling  tank  operated  with  Lawrence  sewage.  The 
difCerence  in  efficiency  between  these  two  settling  tanks  is  relatively 
small,  however,  and  may  be  partly  accounted  for  by  the  fact  that  the 
suspended  matters  in  the  sewage  entering  the  tank  at  the  station  are 
much  more  finely  divided  than  is  the  case  with  that  entering  the  Andover 
tank. 

Table  showing  Removal  of  20**  and  Jfl**  C,  Bacteria  by  Sewage  Filters, 


Bactixxa  pbh  CrBic 
Cbntiicstbb. 


30»C. 


40*  C. 


Total. 


Red. 


Iawtcdco  street  sewage. 
Regular  sewace.    . 
Settled  sewage* 
Effluent,  Strainer  E,     . 
Andover  regular  sewage. 
Andover  settled  sewaget 
]neaii  sewage* 
Effluent,  Imfaoff  tank, . 
Effluent,  sand  filter:  — 
No.   1. 

2.        . 


4,  . 

5C.  . 
6. 

9A,  . 

10.  . 

Effluent,  contact  filter:  — 

No.  17ft,  . 

378,  . 

377.  . 


1.507.300 
2.095.600 
1.380.300 
874.200 
3.476.100 
1.461.800 
3.241.600 
1.780.000 

6.200 
975 
195 
5.600 
2,160 
1.290 
2.565 

553.300 
1.105.600 
2,123.500 


400.700 
448.100 
254.900 
141.900 
646.500 
860,600 
597.700 
343.200 

4,300 

39 

42 

3,200 

760 

884 

470 

74.100 
342.400 
184.700 


302.600 
363.600 
207.900 
115.800 
539,200 
271.400 
553.000 
189,200 

3.800 

17 

33 

2.440 

590 

252 

400 

60.100 
290,300 
129,800 


Pbb  Cbnt.  or  Bactbbia 

BBXfOVBD. 


20*  C. 


40»C. 


Total. 


Red. 


- 

- 

33.80 

43.00 

58.50 

68.40 

58.00 

44.30 

46.60 

42.60 

99.71 

90.04 

99.95 

99.99 

99.99 

90.90 

90.73 

99.29 

99.90 

99.83 

99.94 

99.91 

99.88 

99.90 

36.70 

47.90 

47.20 

23.70 

- 

46.00 

42.90 
68.20 

49.70 

65.80 

98.96 
99.99 
99.99 

99.33 
99.84 
99.93 
99.89 

48.10 
20.30 
31.20 
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Table  showing  Removal  of  SO"  and  40°  C.  Bacteria  by  Sewage  Fillers — CJoncluded. 


BAcrnoA  peb  Cubic 

CXMTIMBTBB. 

Pbb  Cbmt.  op  Bactibu 

BBMOTBD. 

20' C. 

40* 

C. 

20*  C. 

40' 

•c. 

Total. 

Red. 

Total. 

Red. 

Effluont.  trickling  filter:  — 

No.  136 

22.300 

4.030 

8.970 

08.40 

08.48 

t8.S6 

186. 

4 

70.800 

10.100 

8.800 

04.91 

96.04 

96.01 

223, 

256.000 

22.800 

20.000 

82.60 

93.70 

92  60 

248. 

287.800 

48.900 

88.800 

79.80 

82.80 

8S.7S 

SMA. 

206.700 

20,200 

15.200 

85.10 

92.06 

92.01 

seoB. 

141,800 

16.100 

12.300 

89.80 

93.09 

94.00 

8«0C. 

168,800 

18.000 

9.700 

88.70 

04.90 

95.U 

860  (entire). 

169.400 

17.700 

13.300 

87.90 

93.06 

96.00 

861  (2  feet). 

406300 

41.700 

82.400 

70.70 

83.70 

84.40 

861  (i  feet).         .       . 

287.300 

26.000 

30.100 

70.40 

89.80 

00.34 

861  (6  feet). 

254.600 

18.800 

13.700 

81.70 

02.85 

91.42 

861  (outlet), 

198.100 

20.000 

15.400 

86.80 

02.15 

9S.S0 

862 

144.800 

22.700 

18.600 

89.60 

91.10 

91.06 

891,      ..        . 

508.200 

78.400 

60300 

63.40 

69.40 

73.00 

288,800 

28.400 

17300 

80.30 

98.60 

91.00 

Secondary  filter:  •* 

No.  863.      . 

26.500 

2.600 

2.000 

n.oo 

60.80 

48.:9 

871.      .        .        . 

• 

447.900 

10.900 

7360 

87.40 

46.80 

48.40 
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Purification  of  Water. 


During  1910  studies  on  the  purification  of  polluted  water  by  slow  sand 
filtration,  by  double  filtration,  and  by  mechanical  filters  with  the  aid  of 
coagxilants,  and  systematic  studies  oH  the  relative  efficiency  of  filters  of 
equal  depths  and  containiug  sand  of  the  same  effective  size  but  operated 
at  different  rates,  have  been  continued.  The  studies  of  disinfection  in 
connection  with  the  operation  of  water  filters,  reported  last  year,  have 
also  been  continued  during  the  present  year,  and  many  additional  data  as 
to  the  practicability  and  efficiency  of  this  combination  of  processes  have 
been  obtained.  In  addition,  studies  have  been  begun  on  the  preliminary 
clarification  of  water  by  upward  filtration  through  a  roughing  filter  of 
coarse  gravel,  and  on  the  purification  of  water  by  a  sand  filter  to  which 
the  water  is  applied  at  frequent  intervals  in  small  doses  in  much  the 
same  way  that  sewage  is  applied  to  sprinkling  or  trickling  filters.  As 
in  previous  years,  special  attention  has  been  paid  to  the  work  of  the 
filters  which  purify  the  water  supply  of  the  city  of  Lawrence,  and  the 
results  obtained  with  these  filters,  operated  on  a  practical  scale,  afford 
a  valuable  check  upon  the  results  of  experimental  filters  operated  at  the 
station. 

Lawrence  City  Filters. 

The  city  of  Lawrence  has  two  filters.  The  older  filter  was  constructed 
in  1893,  and  dividing  walls  separating  it  into  three  sections  were  built  in 
1902.  The  average  depth  of  sand  in  this  filter  is  about  4  feet  and  the  net 
filtering  area,  after  deducting  division  walls,  gate-chambers  and  lateral 
carriers,  is  about  2.2  acres.  As  originally  constructed,  this  filter  con- 
tained two  different  grades  of  sand,  the  portions  of  the  filter  immediately 
over  the  underdrains  being  of  finer  sand  than  the  remainder  of  the 
filter.  Through  the  operations  of  scraping,  washing  and  replacing  sand, 
the  two  grades  of  sand  have  become  quite  thoroughly  mixed  in  the  upper 
layers  of  the  filter,  and  at  the  present  time  this  upper  sand  has  an  effec- 
tive size  of  approximately  0.25  millimeter.  This  filter  is  not  covered, 
and  has  an  earth  bottom  through  which  some  ground  water  finds  its 
way  into  the  underdrains  and  becomes  mixed  with  the  filtered  water. 
Its  average  rate  of  operation  during  the  past  few  years  has  been  about 
1,250,000  gallons  per  acre  daily. 

During  1906  and  1907  an  additional  filter  was  constructed  to  supple- 
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ment  the  eupply  of  filtered  water  from  the  old  filter.  This  filter,  which 
is  of  concrete  construction,  has  a  tight  bottom  and  is  covered,  is  %  of  an 
acre  in  area  and  contains  about  4^  feet  of  sand  of  an  effective  size  of 
0.25  millimeter.  It  was  first  put  into  operation  on  Nov.  4,  1907,  but  the 
filtered  water  was  not  used  until  Jan.  4,  1908.  The  rate  of  operation 
followed  has  been  about  3,000,000  gallons  per  acre  daily.  The  effluents 
from  both  filters  flow  into  the  same  pump-well,  from  which  they  are 
pumped  into  the  distributing  reservoir. 

Comparing  the  results  obtained  with  these  two  filters  during  the  year, 
it  will  be  noted  that  the  effluent  from  the  new  filter  contained  slightly 
less  color  and  less  than  one-fourth  as  much  iron  than  the  effluent  from 
the  old  filter.  Otherwise,  the  two  effluents  were  of  about  the  same  chem- 
ical quality.  As  in  previous  years,  the  character  of  the  filtered  water 
improved  materially  from  a  chemical  point  of  view  as  it  passed  through 
the  reservoir  and  distributing  system  of  the  city. 

The  bacterial  efficiency  of  the  new  filter  has  never  been  so  great  as 
that  of  the  old  filter.  This  is  probably  due  in  part  to  the  much  lower 
rate  of  operation  of  the  old  filter.  The  average  bacterial  content  of  the 
Merrimack  River  water  applied  to  these  filters  during  1910  was  9,100  per 
cubic  centimeter;  the  effluent  from  the  old  filter  contained  on  an  average 
57  per  cubic  centimeter  and  the  effluent  from  the  new  filter  115  per  cubic 
centimeter;  the  average  removal  of  bacteria  by  the  old  filter  being  99.4 
per  cent.,  and  by  the  new  filter  98.7  per  cent.  B.  coli  were  found  in  1 
cubic  centimeter  in  about  twice  as  many  samples  of  the  effluent  from  the 
new  filter  as  in  the  effluent  from  the  old  filter. 

The  results  of  analyses  of  the  Merrimack  River  as  it  flows  to  the  filters, 
of  the  effluents  from  both  filters,  and  of  the  mixed  effluents  as  pumped 
into  the  distributing  reservoir,  and  after  passage  through  that  reservoir 
to  various  points  in  the  distribution  system,  are  shown  in  the  following 
tables :  — 

Average  Chemical  Analyses. 

Merrimack  River,  —  Intake  of  the  Lawrence  Ciiy  FiUer, 

[PwrtB  per  100.000.] 
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Average  Chemical  Analyses  —  Concluded. 

BffiumU  from  0>»  Lawrene*  City  Filter  (Old  FUler). 

(Pftrte  pw  100,000.1 
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TF(U«r  /nmi  a  Tap  at  Lawrenes  Ctty  Rail. 


52 
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Bffiuent  from  the  Lawrence  CUy  Filter  (New  Filter). 

51 

0.0 

.30 

1 

.0068 

.0110 

- 

1 

.44 

.022 
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1 
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Water  from  the  Outlet  cf  the  Diatributino  Reeervoir. 

51 
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W€Uer  from  a  Tap  at  the  Lawrence  Experiment  Station. 
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.36 
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.034 


.0001 


.39 
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Average  Bacterial  Analyses. 

Merrimack  Rioer,  —  Intake  of  the  Lawrence  City  FHier, 


Bactcrxa  rma,  Cubic  Cbmtx- 

MSrSB. 

Pbr  Cbmt.  op  Bactbrxa  hb- 

MOTBD. 

Pam  Cbnt.  op 

SaMPLBB  COMTAINUfa 

40*  C. 

20*  C. 

40*  C. 

B.  Cou. 

20*  C. 

Total. 

Red. 

Totel. 

Red. 

1  0.0. 

100  0. 0. 

9.100             265 

140 

- 

- 

• 

100.0 

100.0 

Effluent  from  the  Lawrence  CiJty  Filter  {Old  Filter). 


57 


2 


99.4 


98.1 


98.6 


8.3 


68.5 


Effluent  from  the  Lawrence  City  Filter  (New  FUter). 


115 


10 


98.7 


96.2 


97.1 


16.6 


78.1 
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Average  Bacterial  Analyses  —  Concluded. 

Mixed  EjShimU$  aa  Pumped  to  Dietribuiing  Reeertoir, 


Bactxbia  pbb  Cubic  Cbmti- 
MirrBR. 

Fbb  Cbmt.  or  Bactbbia,  rb- 

MOVBO. 

Pbr  Cbmt.  or 
Samplbs  comtaxhdiq 

WC. 

20*C. 

WC. 

B.  Cou. 

30*  C. 

Total. 

Red. 

Total. 

Red. 

1  e.  0. 

100  ce. 

74 

6 

2 

- 

- 

- 

7.8 

70.8 

Water  from  the  OuM  of  the  DietriXmiing  Reeervoir, 


38 


2 


6.0 


tt.» 


48 


33 


Water  from  a  Tap  at  Lawrence  City  HaXL 


5 

1 

- 

- 

2.3 


«.» 


Water  from  a  Tap  al  the  Lawrence  Experiment  Station. 


2.0 
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Slow  Sand  Filters.  —  Filters  Nos.  8A  and  343. 

Filter  No.  SA,  ^oo  o^  ^^  &cre  in  area,  and  first  put  into  operation 
on  Sept.  26,  1893,  contained  about  32  inches  in  depth  of  sand  of  an 
effective  size  of  0.28  millimeter  at  the  beginning  of  1910.  The  aTerage 
rate  of  operation  was  2,871,000  gallons  per  acre  daily.  This  filter  was 
scraped  fourteen  times  during  the  year,  the  average  amount  of  water 
filtered  between  scrapings  being  about  61,500,000  gallons  per  acre. 

Filter  No.  343,  ^oooo  of  an  acre  in  area,  containing  40  inches  in 
depth  of  sand  of  an  effective  size  of  0.3t5  millimeter,  was  first  put  into 
operation  on  March  27,  1908.  The  average  rate  of  operation  durin? 
1910  was  4,927,000  gallons  per  acre  daily.  The  surface  of  the  filter  was 
washed  twenty-two  times  during  the  year,  the  average  amount  of  water 
filtered  between  washings  being  about  77,000,000  gallons  per  acre.  On 
October  21,  for  experimental  purposes,  6  inches  of  sand  were  removed 
from  the  surface  of  the  filter  and  the  remaining  sand  dug  over  to  a 
depth  of  6  inches. 

The  average  number  of  bacteria  in  the  efiSuent  from  Filter  No.  8A 
was  38  per  cubic  centimeter  during  the  year,  and  in  the  effluent  from 
Filter  No.  343  was  80  per  cubic  centimeter.  Tiie  average  bacterial  effi* 
ciencies  of  these  two  filters  were  99.3  per  cent,  for  Filter  No.  8A,  and 
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98.6  per  cent,  for  Filter  No.  343.  B.  coli  were  foiind  in  1  cubic  centi- 
meter in  about  one-fourth  of  the  samples  of  the  effluent  from  Filter  No. 
343,  and  in  about  22  per  cent,  of  the  samples  collected  from  Filter 
No.  8A. 

The  average  analyses  of  the  effluents  from  these  filters  are  shown  in 
the  following  tables:  — 

Average  Chemical  Analyses, 

Ejgtumt  from  Filter  No,  8A. 
CPlMta  por  KKKOOO.] 
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Eflueni  from  FtUer  No,  S4S, 
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Average  Bacterial  Analyses. 

EffiumU  from  FiUer  No,  8A, 
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Effiuent  from  FiUer  No,  S4S, 
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08.6 
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Studies  on  the  Relative  Efficiency  of  Slow  Sand  Filters  operated  at  Dif- 
ferent Rates. 

Filters  Nos.  220,  244,  281  and  330,  each  containing  about  40  inches 
in  depth  of  sand  of  an  effectiye  size  of  0.20  to  0.24  millimeter,  were  con- 
tinued in  operation  during  the  first  ten  months  of  the  year.  Filter  No. 
330  was  operated  at  an  average  rate  of  4,859,000  gallons.  Filter  No.  220 


276  STATE  BOARD  OF  HEALTH.  [Pub.  Doc 

at  an  average  rate  of  6^775,000  gallons^  Filter  No.  281  at  an  average 
rate  of  6^890,000  gallons^  and  Filter  No.  24A  at  an  average  rate  of  15,- 
362,000  gallons  per  acre  daily.  The  surface  of  Filter  No.  330  wag 
washed  to  a  depth  of  1  inch  to  relieve  clogging  twenty-five  times ;  that  of 
Filter  No.  281,  f oriy  times ;  that  of  Filter  No.  220,  fifty-seven  times ;  and 
that  of  Filter  No.  244,  fifty-seven  times  during  the  period  of  ten  months 
they  were  operated  during  the  year.  In  addition  to  washing  the  surface, 
it  was  necessary  to  scrape  Filter  No.  330  twice,  Filter  No.  281  onoe, 
Filter  No.  220  three  times,  and  Filter  No.  244  four  times,  and  to  wash 
the  whole  body  of  sand  in  Filters  Nos.  220  and  244  twice  each.  As 
stated  in  the  report  of  operation  of  these  filters  during  1908  and  1909, 
the  filters  were  of  different  ages  when  the  experiment  upon  comparative 
rates  was  begun,  and  for  this  reason  the  comparison  has  hardly  been  a 
fair  one.  It  was  intended  to  operate  Filter  No.  220  at  a  higher  rate 
(approximately  10,000,000  gallons  per  acre  daily)  than  Filter  No.  281. 
Owing  to  serious  clogging  within  the  lower  layers  of  sand  in  thia  filter, 
which  could  not  be  removed  except  by  rebuilding  the  filter,  the  hi^  rate 
of  operation  could  not  be  maintained,  and  the  experiment  was  discon- 
tinued on  Sept.  30,  1910. 

From  a  bacterial  viewpoint,  the  effluent  from  Filter  No.  281  was  of 
better  quality  than  that  from  Filter  No.  330,  which  was  operated  at  a 
lower  rate,  or  than  that  from  Filter  No.  220,  which  was  operated  at  much 
the  same  rate.  The  effluent  from  Filter  No.  244^  which  was  operated  at 
a  much  higher  rate,  contained  on  an  average  295  bacteria  per  cubic 
centimeter,  and  showed  a  bacterial  efficiency  of  less  than  95  per  cent,  a 
result  much  poorer  than  those  obtained  with  the  other  three  filters  oper- 
ating at  lower  rates. 

The  average  analyses  of  the  effluents  from  these  filters  are  shown  in 
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Average  Bacterial  Analyses  —  Concluded. 

Effluent  from  FUter  No.  244- 
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Average  Chemical  Analyses. 

Canal  Water  (Merrimack  River  Water), 
[Fttfto  per  100.000.| 
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Mechanical  Filtration  combined  with  Disinfection. 

Filter  No.  336^  ^oooo  of  an  acre  in  area,  and  containing  24  inches 
in  depth  of  sand  of  an  effective  size  of  0.35  millimeter,  was  first  put  into 
operation  on  Dec.  11,  1907.  This  filter  has  been  operated  as  a  mechani- 
cal filter  at  a  rate  of  100,000,000  gallons  per  acre  daily  with  canal  water 
which  has  been  treated  with  sulphate  of  alumina  and  a  mixture  of  soda 
ash  and  hypochlorite  of  lime,  and  passed  through  a  settling  tank  with 
a  storage  capacity  of  three  and  one-fourth  hours.  In  the  report  for  1909 
it  was  proved  that  in  order  to  obtain  an  effluent  containing  low  numbers 
of  bacteria,  the  use  of  about  2.0  grains  sulphate  of  alumina  and  1.5 
grains  soda  ash  per  gallon  are  necessary,  but  that  by  the  addition  of 
small  amounts  of  a  disinfectant  such  as  hypochlorite  of  lime  an  effluent 
of  low  bacterial  content  and  of  satisfactory  physical  appearance  can  be 
produced  by  the  use  of  about  1.0  grain  sulphate  of  alumina  and  0.75 
grain  soda  ash  per  gallon. 

For  purposes  of  comparison,  the  filter  was  operated  during  one  day 
in  each  week  without  the  addition  of  the  disinfectant  The  average 
number  of  bacteria  in  the  effluent  of  the  coagulation  and  settling  basin 
on  the  days  when  no  disinfectant  was  added  was  530  per  cubic  centi- 
meter, and  the  average  number  in  the  effluent  from  the  filter  was  95 
per  cubic  centimeter,  the  bacterial  efficiency  of  the  settling  tank  being 
about  93  per  cent.,  the  efficiency  of  the  filter  being  about  82  per  cent,  and 
the  efficiency  of  the  system  being  about  98.3  per  cent.  The  average  num- 
ber of  bacteria  in  the  effluent  from  the  settling  basin  during  the  remain- 
der of  the  time,  when  disinfectant  was  being  added,  was  22  per  cubic 
centimeter,  and  the  number  in  the  filter  effluent  was  13  per  cubic  centi- 
meter, the  average  bacterial  efficiency  of  the  process  of  coagulation  and 
sedimentation  combined  with  disinfection  being  99.6  per  cent.,  the  re- 
moval of  bacteria  by  the  filter  being  about  41  per  cent,  and  the  efficiency 
of  the  system  being  about  99.8  per  cent.  It  will  be  observed  that  ttie 
bacterial  efficiency  of  the  settling  tank  under  the  combined  process  was 
greater  than  the  efficiency  of  the  entire  syptem  on  the  days  when  nn 
disinfectant  was  added.  In  other  words,  as  waB  pointed  out  in  the  last 
report,  the  filter  in  this  case  acted  as  a  very  large  factor  of  safety,  ensur- 
ing an  effluent  of  low  bacterial  content. 

Chemically,  the  effluent  from  this  filter  was  of  satisfactory  qualitv 
throughout  the  year,  the  water  being  free  from  turbidit}'  and  havinsr  an 
average  color  of  0.13.  The  removal  of  color  was  about  66  per  cent,  and 
the  removal  of  organic  matter  was  48  per  cent,  and  51  per  cent.,  a? 
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riiown  by  albuminoid  ammonia  and  oxygen  consumed  determinations, 
respectively. 

The  average  amounts  of  coagulants  added  during  1910  have  been  0.97 
grain  sulphate  alumina  and  0.62  grain  soda  ash  per  gallon,  and  the 
amoimt  of  disinfectant  used  has  averaged  about  0.15  grain  per  gallon, 
equivalent  to  0.096  part  per  100,000  available  chlorine.  With  sulphate 
of  alumina  and  soda  ash  each  at  1  cent  per  pound,  and  bleaching  powder, 
averaging  37  per  cent,  available  chlorine,  at  l^/i  cents  per  pound,  the 
cost  for  chemicals  averaged  about  $2.55  per  million  gallons. 

The  average  quantity  of  water  filtered  between  washings  was  about 
30,000,000  gallons  per  acre,  the  average  length  of  time  the  filter  could 
be  operated  without  washing  being  about  seven  hours  ten  minutes. 

The  average  results  of  the  operation  of  this  filter  are  shown  in  the 
following  tables :  — 

Average  Bacterial  Analyses. 
Canal  Water  (Merrimack  River  Water), 
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Effluent  from  Filter  No.  836  (with  Diein/eetant). 
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Average  Chemical  Analyaea. 

Canal  Water  (Merrimack  Rieer  Water), 

[Fhrtt  per  100,000.| 
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Effluent  from  Filter  No.  836. 
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Double  Filtration  cohbinsd  with  Disinfection. 

Filters  Nos.  SSI  and  286. 

Filter  No.  33 1,  Hoooo  of  an  acre  in  area,  containing  18  inches  in 
depth  of  sand  of  an  effective  size  of  0.45  millimeter,  and  first  put  into 
operation  on  July  7,  1907,  has  been  operated  as  a  pre-filter  at  a  rate  of 
50,000,000  gallons  per  acre  daily  throughout  the  year.  The  canal  water 
applied  to  this  filter  is  first  passed  through  a  settling  basin  having  a 
storage  capacity  of  about  ten  hours.  The  entire  body  of  sand  in  the  filter 
was  washed  in  the  same  way  that  mechanical  filters  are  washed,  thirty- 
four  times  during  the  year,  the  average  quantity  of  water  filtered  be- 
tween washings  being  about  520,000,000  gallons  per  acre.  The  effluent 
from  Filter  No.  331  fiows  into  a  tank  where  it  is  treated  with  hypochlo- 
rite of  lime,  and,  after  about  thirty  minutes'  storage,  is  pumped  into  a 
storage  tank  from  which  it  is  applied  to  Filter  No.  286.  The  average 
amount  of  hypochlorite  of  lime  added  was  about  0.076  grain  per  gallon, 
equivalent  to  about  0.048  part  available  chlorine  per  100,000.  The  aver- 
age cost  of  chemicals,  with  bleaching  powder  containing  3T  per  cent 
available  chlorine  at  ly^  cents  per  pound,  was  about  45  cents  per  mil- 
lion gaUons. 

Filter  No.  286,  ^oooo  of  an  acre  in  area,  containing  4  feet  in  depth 
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of  sand  of  an  effective  size  of  0.21  millimeter,  was  first  put  into  opera- 
tion on  Jan.  20,  1906.  This  filter  has  been  operated  as  a  secondary  filter 
with  the  treated  effluent  from  Filter  No.  331,  at  a  rate  of  5,000,000  gal- 
lons per  acre  daily.  The  surface  of  this  filter  was  scraped  twice  during 
the  year,  the  average  quantity  of  water  filtered  per  scraping  being  about 
780,000,000  gallons  per  acre.  The  net  rate  of  the  double  filtration  sys- 
tem was  about  4,550,000  gallons  per  acre  daily. 

From  a  chemical  and  physical  viewpoint,  the  effluent  from  this  double 
filtration  system  was  of  about  the  same  quality  as  effluents  from  single 
filters  operated  at  about  the  same  net  rates.  The  color  of  the  canal  water 
was  reduced  about  10  per  cent,  and  the  albuminoid  ammonia  about  50 
per  cent.,  during  passage  through  both  filters.  The  amount  of  nitrates  in 
the  water  was  about  doubled  during  filtration  and  the  free  ammonia 
was  decreased  about  70  per  cent.  About  50  per  cent,  of  the  bacteria 
were  removed  from  the  canal  water  by  passage  through  the  settling  tank 
before  being  applied  to  Filter  No.  331.  The  average  removal  of  bacteria 
by  Filter  No.  331  was  about  47  per  cent.  The  result  of  the  disinfection 
process  was  a  removal  of  about  86  per  cent,  of  the  bacteria  as  shown  by 
room  temperature  counts,  and  about  65  per  cent,  as  shown  by  body  tem- 
perature counts.  In  the  tank  in  which  the  treated  effluent  was 
stored  before  being  applied  to  the  secondary  filter  the  numbers  of 
bacteria  increased  about  120  per  cent,  as  shown  by  room  temperature 
counts,  but  there  was  no  increase  in  the  numbers  as  shown  by  the  body 
temperature  counts.  The  average  bacterial  efficiency  of  the  secondary 
filter  wag  about  86  per  cent,  as  shown  by  the  room  temperature  counts, 
and  about  50  per  cent,  as  shown  by  body  temperature  counts,  a  very  satis- 
factory result  considering  the  low  numbers  of  bacteria  in  the  water 
applied  to  this  filter.  The  average  efficiency  of  the  entire  system  com- 
puted from  the  averages  of  the  effluent  from  the  secondary  filter  and 
from  the  canal  water  before  entering  the  settling  tank  was  about  98.8 
per  cent.,  or  slightly  less  than  that  of  Filters  Nos.  220,  281  and  330, 
previously  discussed,  each  of  which  was  operated  at  a  somewhat  higher 
rate,  and  in  each  of  which  the  water  received  only  a  single  filtration, 
without  any  disinfection  treatment. 

The  average  chemical  and  bacterial  analyses  of  the  water  at  various 
stages  through  this  system  of  double  filters  are  shown  in  the  following 
tables : — 
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Average  Chemical  Analyies, 

Canal  Water  {Merrimack  River  Water). 
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Average  Bacterial  Analytes  —  Concluded. 

Bffiuent  flram  atoniary  FUltr  No.  996. 
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Clarification  by  XJpward  Filtration  through  a  Eoughing  Filter 

07  Coarse  Material. 

.    Filier  No.  389. 

In  the  last  report^  studies  of  upward  filtration  at  a  high  rate  through 
a  filter  of  sand  overlying  a  layer  of  charcoal  were  reported^  and  it  was 
shown  that  extreme  difficulty  was  experienced  in  keeping  such  a  filter  in 
operation,  owing  to  the  accumulation  of  clogging  matters  in  the  lower 
layers,  which  clogging  could  not  be  removed  either  by  reversing  the  flow 
or  by  washing  the  filter  material  in  place.  In  order  to  determine  whether 
a  filter  of  coarser  material  and  operated  at  a  lower  rate  could  be  suc- 
cessfully operated  in  this  manner,  Filter  No.  389,  Hoooo  of  an  acre  in 
area,  was  put  into  operation  on  April  14,  1910.  This  filter  contained 
6  inches  in  depth  of  wood  charcoal  supported  upon  a  l^-inch  mesh  gal- 
vanized wire  screen  placed  12  inches  above  the  bottom  of  the  tank. 
Overlying  the  charcoal,  and  separated  from  it  by  a  %-inch  mesh  copper 
screen,  was  placed  24  inches  in  depth  of  broken  stone  pebbles,  of  an 
effective  size  of  4.4  millimeters.  Canal  water  entered  at  the  bottom, 
passed  upward  through  the  filter  material  and  overflowed  through  an 
orifice  placed  3  inches  above  the  surface  of  the  stone.  This  filter  has 
been  operated  at  a  rate  of  about  10,000,000  gallons  per  acre  daily,  the 
rate  of  flow  being  controlled  at  the  outlet.  As  constructed,  the  available 
loss  of  head  is  about  10  inches.  On  October  6,  or  after  about  six  months' 
operation,  the  filter  had  become  so  clogged  that  the  prescribed  rate  could 
not  be  maintained,  and  the  filter  was  then  washed  by  reversing  the  flow 
for  a  few  minutes.  This  washing  was  successful  in  removing  the  clog- 
ging, and  the  filter  was  operated  without  further  treatment  during  the 
remainder  of  the  year. 
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This  filter^  constructed  of  such  coarse  material  and  operated  at  this 
high  rate^  cannot  be  considered  as  other  than  a  roughing  filter  to  prepare 
the  water  for  ultimate  treatment  by  some  other  process.  From  this 
viewpoint  the  work  of  the  filter  was  very  satisfactory.  Practically  all  of 
the  suspended  matters  were  removed,  the  color  was  reduced  about  12  per 
cent,  and  the  organic  matter  was  reduced  about  33  to  35  per  cent,  as 
shown  by  oxygen  consumed  and  albuminoid  ammonia  determinations,  re- 
spectively, while  the  nitrates  were  increased  about  67  per  cent.  The 
monthly  averages  of  bacteria  varied  between  130  and  1,760  per  cubic  cen- 
timeter, averaging  860  per  cubic  centimeter  during  the  year.  The  average 
removal  of  bacteria  was  about  85  per  cent  as  shown  by  counts  at  room 
temperature,  and  about  82  per  cent,  as  shown  by  body  temperatore 
coimts.  Comparing  the  work  of  this  filter  with  that  of  pre-filter  No. 
331,  constructed  of  sand,  but  operated  at  a  rate  about  ten  times  as  great, 
it  will  be  observed  that  the  effluent  from  Filter  No.  389  was  of  slightly 
better  quality,  both  chemically  and  bacterially,  than  the  effluent  from 
Filter  No.  331. 

The  average  chemical  and  bacterial  analyses  of  the  effluent  from  thia 
filter  are  shown  in  the  following  tables :  — 


Average  Chemical  Analyses. 
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1 

.0133 

o 


NrrBOonr 


I 


.47 


.025 


.0007    ■ 


5^ 


e 


I 


1 


34.3 


14 


Average  Bacterial  Analyses, 

Effiuml  from  FiUer  No,  389, 


BAcmiA 

PBB  Cubic  Cbmtimxtbb. 

Pn  Cbht. 

or  BAorsBiA  bbmotbo. 

Pn  CBHT.  or 
Smmbm 

oovtahovu 
B.COU- 

40«C. 

20*  C. 

40»C.                   1 

20*  C. 

1 

Total.               Red. 

1 

Total. 

Red.       [ 

lo.e. 

880 

31 

18 

84.7 

1 

81.8        <        11.0        i 

74.1 
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Purification  of  Water  by  a  Sprinkling  Filter  of  Sand. 

Filter  No.  390,  %oooo  of  an  acre  in  area,  and  constructed  of  64  inches 
in  depth  of  sand  of  an  eflfective  size  of  0.42  millimeter,  was  first  put  into 
operation  on  April  21,  1910.  Canal  water  was  sprinkled  upon  the  sur- 
face of  this  filter  by  means  of  a  tipping  basin  discharging  into  a  per- 
forated pan  placed  12  inches  above  the  surface.  The  outlet  of  the  filter 
was  kept  wide  open  at  all  times,  the  rate  of  operation  being  controlled 
at  the  influent  pipe,  the  average  rate  being  4,143,000  gallons  per  acre 
daily.  The  practice  has  been  to  rake  the  surface  of  the  filter  to  a  depth  of 
1  inch  whenever  pooling  of  the  water  on  the  surface  occurred.  After  six 
months'  operation,  pooling  on  the  surface  could  no  longer  be  prevented 
by  surface  raking,  and  on  October  21,  3  inches  of  dirty  sand  were  scraped 
from  the  surface  and  the  filter  was  allowed  to  rest  for  one  week.  Even 
after  this  radical  treatment  almost  daily  raking  was  required.  Tip  to  the 
end  of  the  year  the  filter  was  actually  operated  one  hundred  and  seventy- 
seven  days,  during  which  period  the  surface  was  raked  one  hundred  and 
fifty-eight  times.  Chemically,  the  eflfluent  from  this  filter  was  of  better 
quality  than  the  eflBuents  from  Filters  Nos.  220,  330  and  343,  which  were 
constructed  of  somewhat  finer  material  and  were  operated  at  similar 
rates.  The  average  removal  of  color  by  the  filter  was  about  43  per  cent., 
as  compared  with  a  removal  of  about  23  per  cent,  by  Filters  Nos.  220 
and  343.  The  average  reduction  in  albuminoid  ammonia  was  54  per 
cent,  and  the  reduction  in  oxygen  consumed  was  about  30  per  cent., 
while  the  greatest  reductions  by  the  best  of  the  three  slow  sand  filters 
were  46  per  cent,  in  albuminoid  ammonia  and  20  per  cent  in  oxygen 
consumed,  respectively.  Nitrification  was  also  more  active  in  the  sprink- 
ling filter  than  in  any  of  the  comparable  slow  sand  filters,  the  average 
amount  of  nitrates  in  the  effluent  being  .032  part  per  100,000,  while  the 
highest  average  nitrates  in  the  effluents  of  the  other  filters  were  found 
in  the  effluent  from  Filter  N"o.  343,  which  contained  .023  part  per 
100,000. 

The  effluent  from  this  fllter  contained  more  bacteria  than  the  effluents 
from  the  slow  sand  filters.  The  average  numbers  of  bacteria  varied 
from  17  per  cubic  centimeter  to  310  per  cubic  centimeter  in  different 
months,  the  average  being  110  per  cubic  centimeter.  The  average  bac- 
terial efficiency  was  98  per  cent.  In  comparison,  the  numbers  of  bacteria 
in  the  effluents  from  Filters  Nos.  220,  330  and  343  averaged  53,  95  and 
80  per  cubic  centimeter,  respectively,  the  least  bacterial  removal  by  any 
of  these  three  filters  being  98.3  per  cent,  and  the  maximum  removal 
being  99  per  cent.     As  regards  numbers  of  bacteria  growing  at  body 
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temperature  the  efflueots  from  both  types  of  filters  were  quite  similar. 
An  interesting  feature  in  the  operation  of  this  filter  was  the  compara- 
tiyelj  low  numbers  of  bacteria  obtained  in  the  effluent  from  the  begin- 
ning. With  slow  sand  filters  the  numbers  of  bacteria  in  the  effluents, 
when  such  filters  are  first  put  into  operation,  are  usually  as  high  or 
higher  than  the  numbers  in  the  applied  water,  and  a  period  of  time 
ranging  from  a  week  to  some  months  is  required  before  such  filters  come 
to  maturity  and  the  numbers  of  bacteria  decrease  to  normal.  With  this 
filter,  however,  no  maturing  period  was  observed,  the  numbers  of  bac- 
teria in  the  effluent  being  360  per  cubic  centimeter  on  the  first  day, 
290  on  the  second  day,  144  on  the  third  day  and  85  on  the  fourth  day, 
after  which  the  numbers  fluctuated,  as  previously  stated. 

From  the  results  quoted  it  is  evident  that  while  something  may  be 
gained  in  the  removal  of  color  and  organic  matter  by  the  use  of  a  filter 
of  this  type,  the  diminished  bacterial  efficiency,  and  especially  the  very 
frequent  surface  treatment  required  to  keep  the  filter  in  operation,  greatly 
diminish  the  practicability  of  filters  of  this  type  for  use  with  waters 
resembling  the  Merrimack  lUver  water. 

The  average  chemical  and  bacterial  analyses  of  the  effluent  from  this 
filter  are  shown  in  the  following  tables:  — 


Average  Chemical  Analyses, 

BffiftmU  frcm  PHUr  No.  $00. 

[^rti  per  100,000.1 
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AS 

■ 

j 

• 

1    1 

1 

4 

o 

Nitn 
Nitri 

.0039 

.0000 

4 
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1 

• 

i 


ai.f      14 


Average  Bacterial  Analyses. 

EfflumU  from  Ftlier  No.  $90. 


Bactbbia  fbb  Cubic  Cbntimbtbb. 


Pbb  Cbnt.  or  Bactbbia  bbmotbd. 
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40*  C. 
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1                       ' 
Total.               Red. 
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! 
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STUDIES  OF  THE  RELATIVE  CORROSION  OF  METAL  PIPES  BY 
WATERS,  ESPECIALLY  BEFORE  AND  AFTER  PURIFICA- 
TION.-REVIEW  OF  LITERATURE  ON  CORROSION. 


By  H.  W.  Clabk  and  Stephen  DeM.  Gaoe. 


During  the  years  1896  to  1900^  inelusiye,  extensive  investigations  were 
made  in  the  laboratories  of  the  Board  in  regard  to  the  action  of  water 
upon  metallic  pipes.  The  cause  of  these  investigations,  the  results  of 
which  were  given  in  the  reports  for  1898  and  1900,  was  that  many  cases 
of  lead  poisoning  were  reported  in  certain  places  where  lead  service  pipes 
were  in  use.  The  investigations,  therefore,  were  devoted  largely  to  de- 
terminations of  the  solvent  action  of  certain  waters  of  the  State  upon 
such  metals  as  lead,  zinc  and  copper,  as  such  metals,  when  held  in  solu- 
tion in  any  considerable  amounts,  may,  and  in  the  case  of  lead  do,  in- 
juriously affect  the  health  of  persons  using  these  waters.  During  recent 
years  another  phase  of  the  corrosion  problem  has  manifested  itself,  and 
much  complaint  has  been  made  that  certain  waters  after  purification, 
especially  by  coagulants  and  mechanical  filters,  are  rendered  more  cor- 
rosive in  their  action  upon  iron  and  other  pipes,  giving  rise  to  so-called 
''red  water  troubles,^'  in  which  the  water  contains  excessive  amounts 
of  iron  rust.  While  such  waters  probably  do  not  —  merely  on  account 
of  containing  excessive  amounts  of  iron  —  cause  any  injurious  effect 
upon  the  health  of  persons  using  them,  they  are  not  satisfactory  for 
laimdry  and  other  domestic  purposes.  During  1910  an  investigation  of 
this  phase  of  the  corrosion  problem  was  begun,  to  determine  to  what 
extent  various  methods  of  water  purification  were  responsible  for  such 
"red  water  troubles,'*  and  to  devise  remedies  if  possible;  and  also  to 
determine  what  effect  variations  in  the  composition  of  natural  waters 
might  have  on  iron  and  galvanized-iron  pipes,  and  also  upon  other  met- 
als, such  as  brass,  copper,  tin,  lead,  etc.,  which  are  used  either  alone  or 
in  contact  with  one  another  in  plumbing  fixtures.  These  experiments 
are  as  yet  far  from  complete.  In  certain  cases,  however,  sufficient  data 
have  been  obtained  to  indicate  the  effect  of  certain  factors  in  the  action 
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of  different  classes  of  water  upon  iron  and  galvanized-iron  pipes^  and  to 
warrant  a  preliminary  report  at  this  time.  It  should  be  borne  in  mind, 
however,  that  the  results  given  are  comparative  only;  that  the  number  of 
different  waters  experimented  with  so  far  is  limited,  and  the  results  can- 
not be  taken  as  completely  representative  of  results  that  might  be  ob- 
tained with  other  waters  of  the  same  general  claases. 

The  general  method  of  making  experiments  is  as  follows:  for  tests 
with  cold  water,  pipes  1  inch  in  diameter  and  30  feet  long,  with  one 
coupling  at  the  middle  and  two  elbows,  one  at  either  end,  are  used. 
One  elbow  is  fitted  with  a  plug  and  the  other  with  a  6-inch  nipple  closed 
with  a  cap.  These  pipes  are  laid  with  a  slight  pitch,  the  top  of  the 
plugged  elbow  and  the  top  of  the  6-inch  nipple  being  on  the  same  level. 
The  pipes  hold  about  1^  gallons  of  water,  and  are  filled  and  emptied 
through  the  short  rising  nipple  at  the  lower  end.  When  testing  the  ac- 
tion of  hot  water,  pipes  1  inch  in  diameter  and  about  6  feet  long,  capped 
at  each  end,  have  been  used,  these  pipes  being  laid  directly  upon  the  top 
of  a  steam  boiler.  The  temperature  of  the  water  in  the  large  pipes  has 
ranged  from  50**  to  70®  F.,  while  the  temperature  of  the  water  in  the 
smaller  pipes  laid  on  the  steam  boiler  has  ranged  from  125*  to  135*  F. 
The  practice  has  been  to  empty  and  refill  each  pipe  generally  at  intervals 
of  seven  days  during  those  experiments  when  only  comparisons  of  cold 
waters  were  being  made,  and  at  intervals  of  three  days  when  comparisons 
of  both  hot  and  cold  water  were  being  made.  While  with  this  period  of 
contact  larger  amounts  of  the  metals  are  taken  into  solution  than  wonld 
occur  under  ordinary  household  conditions,  the  results  are  directly  com- 
parative, and  show  more  clearly  the  different  corrosive  properties  of  each 
water  than  would  be  the  case  if  a  shorter  period  of  contact  was  given  and 
less  metal  taken  into  solution. 

Relative  Corbosion  of  Iron  Pipes  by  Mekrimack  River  Water 

BEFORE    AND    AFTER    FiLTBATION    THROUGH    SlOW    SaND   AND   ME- 
CHANICAL Filters,  and  by  a  Pond  and  a  Drivbn-well  Supply. 

In  this  experiment,  river  water  and  the  effluents  from  slow  sand  Filter 
No.  8A  and  from  mechanical  Filter  No.  336,  operated  with  the  use  of 
aluminum  sulphate,  and  water  from  a  pond  and  from  a  driTm-well  sap- 
ply,  were  allowed  to  remain  in  the  pipes  for  periods  of  one  week.  A 
description  of  these  filters  and  analyses  of  their  effluents  and  of  the  river 
water  have  been  given  in  preceding  pages.  In  the  town  using  the  pond 
supply,  more  or  less  trouble  has  been  experienced  with  rusty  water,  par- 
ticularly in  houses  having  iron  hot-water  supply  pipes,  while  in  the  town 
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using  the  driven-well  supply  there  has  been  some  complaint  of  the  corro- 
sion of  boiler  tubes. 

The  individual  results  varied  considerably  from  one  another;  the  ab- 
sorption of  iron  by  the  mechanically  filtered  water  was  always  very 
much  greater  than  that  by  any  of  the  other  waters,  and  the  amount  of 
iron  absorbed  by  the  effluent  from  the  slow  sand  filter  was  usually  slightly 
greater  than  that  absorbed  by  the  river  water.  Both  the  pond  water  and 
the  driven-well  water  were  more  corrosive  than  the  river  water  or  the 
effluent  from  the  slow  sand  filter.  The  driven-well  water  showed  a  some- 
what greater  absorption  of  iron  than  the  pond  supply  experimented  with. 

The  average  results  obtained  in  this  experiment  are  shown  in  the  fol- 
lowing table :  — 

Merrimack  River  Water. 


PiPK  Number. 

Number  of 
Samples. 

Watxb  xjbxd  roR  nixiNo 

PiPCS. 

WaTBR  ATTEB  8TANDZNQ 

IN  Pxpss  Onr  Wcbk. 

1 
Alkalinity. 

1.3 

Iron. 

Iron. 

Times  Iron 
increased. 

7 

34 

.107 

2.40 

22 

Effluent  from  Slow  Sand  Filter  No,  8 A, 


6. 


34 


1.1 


.048 


2.85 


59 


Effluent  from  Mechanical  Filter  No.  336. 


8, 


34 


1.1 


.024 


4.40 


183 


Water  from  a  Pond  Supply. 


». 


14 


129 


10, 


Water  from  a  Driven-well  Supply. 


14 


8.2 


.020 


2.94 


147 


"  Number  of  Mmples  *'  given  above  represents  both  the  number  of  experiments  and  samples  analysed. 

Effect  op  Amount  and  Kind  op  Alkalinity  on  Corrosion  by  Me- 
chanically Filtered  Waters. 

In  the  previous  experiments  it  has  been  shown  that  mechanically  fil- 
tered water  was  more  corrosive  in  these  experiments  than  the  same  water 
before  filtration  or  when  purified  by  slow  sand  filtration.  Experiments 
have  ^Iso  been  made  to  determine  to  what  extent  the  degree  of  alkalinity 
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of  mechanically  filtered  water  governs  its  corrosive  action,  and  if  this 
corrosion  can  be  lessened  by  increasing  the  alkalinity  by  the  addition  of 
soda  ash  or  of  lime.  In  these  experiments^  both  Merrimack  River  water 
and  the  water  from  a  certain  lake  supply,  concerning  the  purification  of 
which  by  mechanical  filters  an  application  had  been  made  to  the  Board 
for  advice,  were  studied.  The  raw  waters  were  treated  with  sulphate  of 
alumina  in  amounts  sufficient  to  remove  coloring  matters  (1.3  to  1.5 
grains  per  gallon),  and  after  standing  until  coagulation  occurred  (three 
to  eighteen  hours,  at  different  times),  were  filtered  rapidly  through  a 
sand  filter.  Soda  ash  or  milk  of  lime  was  then  added  in  amounts  sufG- 
cient  to  produce  the  desired  alkalinity,  and  the  waters  so  prepared  were 
placed  in  the  pipes  and  allowed  to  remain  for  seven  days.  In  general, 
the  results  of  these  experiments  indicated  that  waters  made  alkaline  with 
lime  were  slightly  less  corrosive  than  when  the  same  amount  of  alkalin- 
ity was  produced  by  the  addition  of  soda  ash,  and  that  there  was  a  slight 
decrease  in  the  corrosive  action  of  the  lime-treated  waters  as  its  alkalin- 
ity or  hardness  was  increased.  This  decrease  was  relatively  small,  how- 
ever^ unless  its  alkalinity  was  increased  to  such  a  point  that  the  hardness 
would  be  noticeable  to  the  consumer.  An  increase  in  alkalinitv  bv  the 
addition  of  soda  ash  apparently  had  little  effect  upon  the  corrosive  action 
of  the  waters.  As  in  the  preceding  experiments,  the  mechanically  fil- 
tered waters  were  much  more  corrosive  than  were  the  correspond inor 
waters  before  treatment,  the  only  exception  being  those  waters  to  which 
an  excessive  amount  of  lime  was  added  after  filtration.  The  results  of 
these  experiments  are  shown  in  the  following  tables:  — 


Merrimack  River  Water, 


AlkAld 

Pipe 
Number. 

Number  of 
Samples. 

Watbr  xmmo  roa  nxxiNO 
PiFsa. 

Watbb  Amm  vrAifMiro 
IN  Pzraa  Okb  Wbsk. 

added. 

Alkalinity. 

Iron. 

imn     ""ssir 

- 

7 

24 

1 

1.3                     .107 

1 

>.M                  n 

Mechanically  Filtered  River  Water. 


None. 

27 

0.2 

.018 

4.M 

880 

Soda. 

20 

0.0 

.010 

8.88 

281 

Soda. 

26 

2.0 

.020 

8.80 

218 

Soda. 

20 

14 

8.1 

.012 

8.10 

428 

Lime. 

27 

1.8 

.020 

4.12 

142 

Lime. 

27 

11 

8.1 

.010 

8.20 

118 

Lime. 

27 

4.0 

.014 

2.78 
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Lake  Water. 


Alkali 

Pipe 
Number. 

Namberof 
Samples. 

WaTBB  UBBD  fob  riLLXNO 
PlPHB. 

Watkb  ajtbb  stakding 

IN  PiPBS  OnB  WbBX. 

added. 

Alkalinity. 

Iron. 

Iron. 

Times  Iron 
inereaaed. 

- 

9 

17 

1.4 

.032 

2.83 

70 

MeckanicaUy  Filtered  Lake  Water. 


Soda. 
lime. 

10 
10 

13 
3 

0.7 
1.8 

.018 
.013 

8.20 
8.20 

214 
244 

Belative  Corrosion  by  Hot  and  Cold  Water. 

In  many  places  where  complaint  has  been  made  of  "red  water  trou- 
bles/* the  most  serious  has  occurred  with  water  after  passage  throiagh 
household  hot-water  tanks  and  plumbing  fixtures.  The  water  fronts  used 
to  heat  the  water  are  either  of  cast  iron  or  of  brass,  the  hot-water  tanks 
may  be  of  copper,  galvanized  iron  or  of  galvanized  steel,  while  the  piping 
may  be  either  of  iron,  steel,  galvanized  or  ungalvanizedi,  or  of  brass.  The 
problem  is  frequently  complicated  by  the  use  of  these  various  metals  in 
different  parts  of  the  hot-water  plumbing,  with  the  probability  that  a 
portion,  at  least,  of  the  corrosion  is  due  to  galvanic  action  at  the  junc- 
tion of  unlike  metals.  Only  the  action  of  hot  and  cold  waters  on  iron 
and  galvanized-iron  pipes  used  alone  has  been  investigated  up  to  the 
present  time,  the  waters  being  allowed  to  remain  in  the  pipes  three  days 
in  each  case.  The  mechanically  filtered  lake  water  used  in  this  experi- 
ment was  prepared  as  described  in  the  preceding  experiment,  the  alkalin- 
ity being  due  to  added  lime.  With  both  the  plain  iron  and  galvanized- 
iron  pipes,  the  absorption  of  iron  was  much  greater  when  in  contact  with 
hot  water  than  with  cold  water  when  using  waters  of  about  the  same  de- 
gree of  alkalinity.  The  effect  of  varying  the  alkalinity  is  peculiar,  how- 
ever, an  increase  in  the  alkalinity  causing  an  increase  in  the  absorption 
of  iron  from  both  kinds  of  pipe  when  filled  with  cold  water,  and  the 
reverse  when  filled  with  hot  water.  As  noted  in  the  preceding  experi- 
ments, the  absorption  of  iron  was  much  greater  by  the  mechanically  fil- 
tered waters  than  by  the  untreated  waters  or  by  the  effluent  from  the 
slow  sand  filters.  The  results  show  the  value,  for  a  time  at  least,  of  the 
protective  coating  on  the  galvanized  pipes  in  the  prevention  of  red  water, 
in  every  case  the  amount  of  iron  in  the  waters  from  the  galvanized  pipes 
being  veiy  much  lower  than  in  the  same  waters  from  the  uncoated 
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pipes.  The  sources  of  the  iron  in  the  samples  from  the  galvanized  pipes 
were  undoubtedly  the  places  where  the  iron  was  unprotected,  owing  to 
defective  coating  or  by  the  cutting  of  threads  in  jointing  the  pipe.  In 
the  majority  of  cases  the  amount  of  iron  in  waters  from  these  galvan- 
ized pipes,  though  small,  appears  to  be  gradually  increasing,  and  tests  for 
zinc  indicate  that  the  protective  coating  is  being  gradually  eaten  awav 
as  the  pipes  are  continued  in  use. 

The  average  absorption  of  iron  by  the  various  waters  used  in  this  ex- 
periment from  both  the  plain  iron  and  galvanized  pipes  are  shown  in  the 
following  table :  — 

Plain  Iron  Pipes, 


i 

Number 

of 
Samples. 

Watib  iniBD 

rOB  riLLXNO 

PiPia. 

Ibon  in  Watbb 
aftxb  stand- 

INO  IN  PlFlGS 

Thbbc  Data. 

! 

j    TiMM  Iboii 

mCBBOBO. 

Alka^ 

Unity. 

1.5 
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.007 
.035 
.007 
.045 
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1 

Cold. 

Hot. 

1 

Cold.  1  Hot. 

MexTimBok  River  water,  . 

Effluent  from  elow  eand  Filter  No.  8A,  . 

Effluent  from  mechanical  Filter  No.  330. 

lAke  water, 

Mechanically  filtered  lake  water,    . 
Mechanically  filtered  lake  water,    . 
Mechanically  filtered  lake  water,    . 
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15        i 

15     i 

6 
6 
6 
6 
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3.91 
4.92 
4.07 
5.07 
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6.48 
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8.55 

6.85 
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4.42 
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91 
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su 

IM 
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Oalvantzed-iron  Pipes. 


Merrimack  River  water,  . 

Effluent  from  alow  mnd  Filter  No.  8A, 

Effluent  from  mechanical  Filter  No.  330 

Lake  water 

Mechanically  filterod  lake  water,  . 
Mechanically  filtered  lake  water,  . 
Mechanically  filtered  lake  water,    . 


15 
15 
15 
6 
6 
6 
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1.5 
1.4 
1.4 
1.2 
1.8 
2.3 
3.9 


.067 
.035 
.007 
.046 
.009 
.009 
.009 


0.14 
0.06 
0.07 
0.16 
0.06 
0.07 
0.18 


0.76 
0.81 
0.50 
0.74 

o.n 

0.44 

0.34 


11 
t 

n 
II 

SI 
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Effect  of  Amount  of  Dissolved  Oxygen. 

In  order  to  study  the  effect  upon  corrosion  of  the  amount  of  dissoWed 
oxygen  in  water,  two  sets  of  pipes,  each  consisting  of  a  plain  ir<Hi  and  t 
galvanized-iron  pipe,  have  been  operated  with  distilled  water  containing 
different  amounts  of  oxygen,  the  water  being  allowed  to  remain  in  the 
pipes  seven  days  in  each  case.  The  distilled  water  used  in  filling  one  set 
of  pipes  was  thoroughly  aerated,  while  that  used  in  filling  the  other  set 
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was  blown  out  with  steam  to  remove  dissolved  air,  and  cooled  before  use. 
Considerable  difficulty  was  experienced  in  preventing  the  absorption  of 
oxygen  in  this  water  during  the  operations  of  cooling  and  filling  the 
pipes.  After  numerous  experiments  the  method  of  cooling  the  water 
and  of  filling  the  pipes  under  an  atmosphere  of  illuminating  gas  was 
adopted  as  most  successful.  Usually  the  pipes  could  be  completely  filled 
in  this  manner  with  a  water  of  low  oxygen  content,  although  it  was  sel- 
dom possible  to  have  the  water  absolutely  free  from  dissolved  oxygen 
after  placing  it  in  the  pipes.  Determinations  of  the  amount  of  dissolved 
oxygen  in  the  water  in  each  pipe  were  made  immediately  after  filling, 
and  after  the  seven-day  period  in  each  case. 

The  amount  of  oxygen  in  the  water  in  each  pipe  fluctuated  through 
considerable  limits,  but  no  regular  relation  was  to  be  observed  between 
the  amount  of  oxygen  in  the  water  and  the  amount  of  iron  dissolved  by 
the  water.  The  absorption  of  iron  by  the  water  originally  of  high  oxy- 
gen content  was  much  greater  than  that  by  the  water  of  low  oxygei^ 
content  in  both  the  plain  iron  and  galvanized-iron  pipes ;  and,  as  shown 
in  preceding  tables,  the  absorption  of  iron  from  the  galvanized-iron  pipes 
was  very  much  less  than  from  the  plain  iron  pipes.  The  absorption  of 
zinc  from  the  galvanized  pipes  was  practically  the  same  with  both  waters, 
averaging  about  2.46  parts  per  100,000  for  the  water  high  in  oxygen 
and  2.35  parts  for  the  water  low  in  oxygen.  In  all  cases  the  amount  of 
dissolved  oxygen  in  the  water  was  very  much  reduced  after  standing 
seven  days  in  the  pipes. 

The  average  results  of  the  first  twenty-five  fillings  of  these  pipes  are 
shown  in  the  following  table :  — 


Plain  Iron  Pipes, 

Water  ttbed  for  nxxixo 
Pipes. 

Water  aftbr  standi  no  in  Pipes 
One  Week. 

PiPK  Number. 

DISSOLVED  OXTOEN. 

dissolved  OXTOEN. 

iron. 

Psrtsper 
100.000. 

Per  Cent,  of 
Saturation. 

Parts  per 
100,000. 

Per  Cent,  of 
Saturation. 

Parts  per 
100.000. 

28 

» 

.01 

.17 

03 
10 

.08 

8.0 
0.1 

1.80 
0.76 

Galvanizedriron  Pipes, 
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Summary  and  Conclusions  of  Experiments  so  far  made  tvith 

Iron  Pipes. 

Water  containing  excessive  amounts  of  dissolved  and  suspended  iron, 
or  ^^  red  water  ^^  as  it  has  come  to  be  called^  has  been  more  or  less  c(xn- 
mon  at  certain  locations  or  at  certain  times  in  the  operation  of  many 
municipal  water-distribution  systems.  Usually  such  conditions  have  been 
of  short  duration,  or  have  been  more  or  less  completely  alleviated  by 
repeated  flushing  of  the  pipes^  except  in  a  few  cases  where  the  ''red 
water ''  trouble  has  become  so  serious  and  so  persistent  that  it  has  occa- 
sioned more  than  local  interest,  and  more  or  less  complete  investigations 
have  been  made  of  local  conditions.  The  broad  question  as  to  why  cer- 
tain waters  are  more  corrosive  in  their  action  upon  iron  pipes  than  others, 
and  as  to  why  the  same  water  is  apparently  more  corrosive  in  one  place 
than  in  another,  is  of  considerable  importance,  and  the  results  presented 
here  are  a  part  of  an  investigation  to  obtain  data  in  regard  to  this  mat- 
ter. The  investigation  is  not  yet  finished,  but  it  is  evident  that  those 
so  far  made  have  given  results  that  are  in  accord  with  observations  in 
various  parts  of  the  country;  namely,  that  when  soft  waters  are  purified 
by  coagulants  and  mechanical  filters,  they  have  a  greater  corrosive  action 
upon  iron  than  before  such  purification,  and  greater  than  the  same  supply 
when  filtered  through  sand,  and  that  increasing  the  hardness  of  the  me- 
chanically filtered  water  to  a  reasonable  degree  has  little  effect  upon 
preventing  corrosion. 

The  results  illustrate  the  great  variation  in  the  absorption  of  iron  by 
waters  of  different  kinds,  and  show  that  usually  such  waters  are  much 
more  corrosive  in  their  action  when  heated  than  when  cold.  The  Mer- 
rimack Biver  water  was  much  less  corrosive  than  the  waters  from  the 
ground  supply  and  from  the  other  two  surface  water  supplies  tested, 
each  of  which  contained  very  much  smaller  amounts  of  organic  matter 
than  did  the  river  water.  The  purification  of  the  Merrimack  River  water 
by  slow  sand  filtration  caused  a  slight  but  appreciable  increase  in  the 
corrosive  action  of  that  water.  The  purification  of  the  Merrimack  River 
water  by  the  use  of  chemicals  and  mechanical  filtration,  by  which  a  large 
proportion  of  the  organic  matters  in  the  water  were  removed,  caused  a 
marked  increase  in  the  corrosive  properties  of  the  water,  and  a  similar 
increase  in  corrosive  action  was  noted  in  the  case  of  the  lake  water  after 
mechanical  filtration.  On  the  other  hand,  the  distilled  water,  from  which 
all  organic  matters  had  been  removed,  absorbed  far  less  iron  than  any  of 
the  other  waters  tested.  In  the  case  of  the  distilled  water,  however,  not 
only  organic  matters  but  mineral  matters  as  well  had  been  oompletply 
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eliminated^  the  absence  of  which  undoubtedly  introduced  another  factor 
into  the  problem.  The  experiments  with  the  distilled  waters  illustrate 
the  part  the  amoimt  of  oxygen  may  play  in  the  absorption  of  iron,  the 
water  of  low  oxygen  content  being  much  less  corrosive  than  that  con- 
taining large  amounts  of  oxygen.  These  results  are  in  accordance  with 
those  obtained  elsewhere  in  studies  of  the  factors  influencing  the  corro- 
sion of  structural  iron  and  steel,  in  which  it  has  been  proved  that  the 
presence  of  oxygen  is  an  important  factor. 

The  comparative  results  obtained  with  plain  iron  and  galvanized-iron 
pipes  illustrate  the  value  of  the  protective  coating  of  zinc  in  the  latter. 
In  every  case  the  amount  of  iron  absorbed  from  the  galvanized  pipes  was 
extremely  small  when  compared  with  the  amount  absorbed  from  iron 
pipes  by  the  same  waters.  The  comparatively  large  amounts  of  zinc 
found  in  the  water  from  the  galvanized  pipes,  however,  show  that  the 
galvanizing  is  being  gradually  eaten  away,  and  indicate  that  the  amount 
of  iron  absorbed  is  gradually  increasing. 

Rbvibw  of  Literatuhb  on  Corbosion. 

The  results  of  the  action  of  water  upon  metals  may  be  considered  from 
the  following  viev^oints :  — 

1.  From  the  effect  of  dissolved  or  suspended  metals  upon  public 
health.  From  this  viev^oint  the  action  of  water  upon  lead  is  most  im- 
portant, since  that  metal,  owing  to  its  accumulation  in  the  human  sys- 
tem, is  most  toxic.  There  is  little  evidence  that  other  metals  commonly 
used  in  pipes  and  household  fixtures  are  toxic  in  the  amounts  in  which 
they  are  usually  present,  although  there  are  one  or  two  cases  recorded  in 
which  excessive  quantities  of  zinc  have  been  reported  to  have  caused 
more  or  less  trouble. 

2.  From  the  dissolved  or  suspended  metals  rendering  the  water  un- 
pleasant to  the  sight  or  taste,  or  unsuitable  for  laundry  or  other  pur- 
poses. Troubles  of  this  nature  are  usually  due  to  iron,  and  it  is  probable 
that  zinc,  copper,  tin  or  lead,  in  the  amounts  in  which  they  are  likely  to 
occur  in  water,  would  never  be  noticed  by  the  consumer. 

3.  From  the  viewpoint  that  the  strength  or  length  of  life  of  water 
mains  or  household  fixtures  may  be  reduced,  or  that  the  metal  absorbed 
in  one  place  may  be  redeposited  at  other  places  in  the  distribution  sys- 
tem, causing  a  reduction  in  the  carrying  capacity  of  the  pipes. 

The  literature  on  corrosion  from  all  these  viewpoints  is  more  or  less 
closely  correlated,  in  many  instances  results  of  investigations  upon  one 
phase  of  the  problem  being  equally  applicable  to  another  phase.  In  the 
following  pages  it  has  been  attempted  to  preseijt  the  various  aspects  of 
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corrosion  as  revealed  in  the  literature  on  the  subject,  with  particular 
reference  to  the  facts  and  theories  which  apply  to  the  first  two  phases  of 
the  problem  and  to  the  investigations  upon  which  a  preliminary  report 
has  been  made  in  the  foregoing  pages. 

Corrosion  and  the  Public  Health. 

The  literature  on  corrosion  from  this  viewpoint  dates  back  abnopt  to 
the  beginning  of  the  use  of  metal  pipes  or  cisterns  to  convey  or  store 
water.  Hippocrates,  more  than  four  hundred  years  before  the  Christian 
era,  recognized  and  commented  upon  the  danger  of  lead  poisoning  from 
the  use  of  mountain  spring  waters  conveyed  in  lead  pipes,  or  from  rain 
water  stored  in  lead  cisterns.  The  fact  that  water  sometimes  became 
poisonous  after  being  conveyed  through  lead  pipes  was  also  recognized 
durino^  the  middle  ages.  About  the  middle  of  the  nineteenth  century, 
with  the  increased  distribution  of  water  by  pipes  of  various  kinds,  the 
fact  that  lead  poisoning  was  common  in  certain  localities,  while  it  wa^^ 
not  f oimd  in  others,  became  noticeable,  and  the  fact  that  different  waters 
varied  in  their  action  upon  lead  came  to  be  recognized.  In  1875  Mnir 
(1)  published  the  results  of  his  studies,  showing  the  relation  of  dis- 
solved substances  upon  the  amount  of  lead  absorbed  by  water,  and  these 
were  followed  by  more  extended  studies  along  the  same  line,  published 
two  years  later.  Since  that  time  a  number  of  similar  investigations 
have  been  reported.  In  1888  Muller  (2)  stated  that  the  action  of  soft 
waters  upon  lead  was  a  function  of  dissolved  oxygen  and  carbonic  acid; 
that  in  the  absence  of  either  one  there  was  little  lead  dissolved,  but  that 
in  the  presence  of  oxygen  the  amount  of  lead  taken  into  solution  in- 
creased with  the  amount  of  CO2  up  to  a  certain  point,  but  that  above 
that  point  an  increase  in  the  amount  of  CO2  caused  a  diminution  in 
the  solvent  action  of  the  water.  The  action  upon  lead  of  the  peaty 
waters  of  certain  districts  of  England  has  been  studied  extensively,  and 
in  a  number  of  places  such  waters  have  been  treated  with  soda  or  lime 
to  neutralize  the  CO2  and  diminish  the  solvent  power.  In  1898  (3) 
and  1900  (4)  results  of  the  action  of  Massachusetts  waters  upon  various 
metals  were  given  in  the  reports  of  the  State  Board  of  Health  for  those 
years.  The  investigations  in  regard  to  the  action  of  water  of  different 
kinds  upon  lead  service  pipes  were  summarized  by  Clark  in  the  report 
for  1900  as  follows:  — 

The  results  of  the  investigation  up  to  the  time  of  writing  the  report  in  189S 
seemed  to  show  that  the  cause  of  the  taking  of  lead  from  the  service  pipes  by 
the  water  of  certain  towns  and  cities  was  the  presence  of  a  eonsiderable  volume 
of  free  carbonic  acid  in  the  ground  waters,  and  further  investigation  has  con- 
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finned  this  conclusion.  Many  laboratory  experiments  during  the  past  three 
years  have  shown  that  while  pure  soft  water,  especially  when  containing  some 
dissolved  oxygen,  attacks  lead,  and  while  the  presence  of  coloring  matter,  free 
.immonia,  nitrates  and  nitrites  in  soft  water  also  causes  considerable  solvent 
action  upon  lead  in  laboratory  experiments,  yet,  taking  into  consideration  the 
results  of  our  entire  investigation,  we  find  that  in  actual  practice,  with  the 
conditions  prevailing  in  the  service  pipes  of  a  distribution  system,  a  potable 
water  in  Massachusetts  to  have  any  dangerous  lead-dissolving  action  must 
contain  considerable  free  carbonic  acid.  It  is  not  sufficient  that  a  water  be 
simply  soft  or  comparatively  free  from  mineral  matters  in  solution  alone  to 
enable  it  to  take  a  dangerous  amount  of  lead  from  service  pipes  in  actual  use. 
This  is  shown  by  results  of  analyses  of  samples  of  water  collected  from  lead 
service  pipes  in  towns  supplied  with  surface  water,  most  of  these  surface 
waters  being  softer  than  the  average  ground  water  of  the  State,  but  never- 
theless not  attacking  lead  to  any  great  extent.  Neither  is  the  presence  of  an 
abundance  of  oxygen  in  the  water  in  a  distribution  system,  except  when  free 
carbonic  acid  is  also  present,  any  considerable  factor  in  dissolving  lead  from 
service  pipes  in  actual  use,  as  is  shown  by  the  analyses  of  the  samples  from 
surface-water  supplies,  although  in  laboratory  experiments  the  opposite  some- 
times seems  to  be  the  case.  There  are  some  indications  that  the  composition 
of  the  mineral  contents  of  a  ground  water  may  influence  slightly  its  action 
upon  lead,  and  also  that  any  considerable  quantity  of  oxide  of  iron,  separat- 
ing from  the  water  and  depositing  in  the  service  pipes,  has  sometimes  an 
appreciable  action  upon  the  lead.  These  are  minor  influences,  however.  It 
was  shown  also  in  the  first  report  that  the  greater  the  hardness  of  the  water 
as  compared  with  its  free  carbonic  acid,  the  less  effect  did  this  carbonic  acid 
have  upon  lead,  and  further  investigation  has  confirmed  this. 

The  literature  upon  the  absorption  of  zinc,  tin  and  copper  by  water 
as  affecting  the  public  health  is  not  extensive,  as  these  latter  metals  are 
generallv  believed  to  have  little  or  no  toxic  effect  in  the  amounts  in 
which  they  are  found  in  waters  as  supplied  to  consumers.  The  action 
of  Massachusetts  waters  upon  zinc-lined,  iron,  tin  and  copper  pipes  was 
investigated  and  discussed  by  Clark,  however^  in  the  article  just  quoted. 
In  the  case  of  zinc  it  shoulH  be  noted  that  Weinland  (5)  found 
zinc  up  to  0.5  part  per  100,000  absorbed  by  water  from  galvanized-iron 
pipes  at  the  University  of  Tubingen,  and  in  slightly  lesser  amounts  at 
a  number  of  places  in  the  town^  and  believed  such  large  amounts  might 
be  harmful  in  a  degree.  Furthermore,  Schwarz  (6)  describes  a  case 
where  a  well  water  drawn  through  a  galvanized-iron  pipe  contained  3.2 
parts  per  100,000  zinc,  and  states  that  the  persons  using  the  water  com- 
plained of  frequent  intestinal  disturbances.  Mason  (7)  states  that  zinc 
up  to  2.3  parts  per  100,000  in  drinking  water  is  not  harmful. 
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Corrosion  and  Red  Water, 

While  the  fact  that  metals  absorbed  from  pipes  or  other  containers 
might  render  the  water  unpalatable  or  unfit  for  use  in  laundries  has 
been  well  known  for  many  years,  it  is  only  during  the  past  few  years 
that  the  subject  of  corrosion  has  come  into  prominence,  owing  to  the 
extreme  discoloration  of  the  water  as  drawn  from  household  fixtures  in 
certain  places,  either  following  a  change  in  the  character  of  the  water 
supply,  or  following  a  change  or  renewal  in  the  plumbing  fixtures,  and 
sometimes  for  no  apparent  reason  at  all.  The  fact  that  the  iron-bearing 
waters  would  precipitate  out,  or  that  growths  of  Crenothrix  or  similar 
ferruginous  algse  in  pipes  carrying  such  waters  would  result  in  much 
complaint  about  rusty  water,  has  been  well  known  for  many  years.  As 
far  back  as  1878  a  severe  epidemic  of  rusty  water  in  Berlin  was  traced 
to  growths  of  Crenothrix,  and  in  1887,  during  a  similar  epidemic,  an 
exhaustive  study  of  this  and  similar  organisms  was  made  by  Hugo 
de  Vries  (8).  Studies  of  the  presence  of  Crenothrix  in  Massachu- 
setts water  supplies  were  made  in  the  years  1887  to  1890,  and  the 
occurrence  of  this  organism  in  water  supplies  and  its  liability  to 
render  such  waters  unfit  for  use  were  discussed  at  some  length  in 
the  report  of  the  Massachusetts  State  Board  of  Health  for  1890  (9). 
In  1909,  in  an  article  in  the  ^*  Engineering  Becord^'  (10)  under  the 
heading  "The  Red  Water  Plague,"  attention  was  called  to  the  occur- 
rence of  rusty  or  "red  water"  in  a  number  of  places,  and  it  was  stated 
that  such  troubles  were  more  common  and  more  serious  in  the  case  of 
some  ground  waters  and  certain  soft  waters  of  the  east  and  south  which 
had  been  purified  by  mechanical  filtration,  the  untreated  surface  waters 
of  the  east  giving  little  trouble,  and  the  same  being  true  of  the  hard 
western  waters,  even  after  mechanical  filtration.  Ledoux  (11)  shortly 
afterward  called  attention  to  the  fact  that  the  swampy  waters  at  Charles- 
ton, S.  C,  were  extremely  corrosive,  but  that  after  mechanical  filtration 
their  corrosive  power  was  greatly  reduced,  although  if  suflBcient  coagulant 
(sulphate  of  alumina)  was  used  to  entirely  remove  the  coloring  mat- 
ters, the  water  was  rendered  more  corrosive  than  was  originally  the  caw 

In  a  general  article  upon  the  corrosive  action  of  water  upon  metals 
before  the  New  England  Water  Works  Association  in  1910,  Weston  (1?) 
mentions  the  fact  that  the  natural  acid  waters  from  Dismal  Swamp, 
Va.,  are  also  extremely  corrosive.  He  also  notes  that  at  Exeter,  N.  H., 
there  has  been  more  or  less  complaint  of  red  water  in  hot-water  sys- 
tems since  the  introduction  of  mechanically  filtered  water,  although 
this  water  has  at  all  times  been  alkaline  and  free  from  all  traces  of  sul- 
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phate  of  alumina^  and  states  that  in  the  latter  case  the  corrosion  was 
undoubtedly  due  to  change  in  the  character  of  the  water^  owing  to  the  re- 
moval of  organic  matters.  In  this  connection  the  writers  might  state 
that  they  have  recently  had  an  opportunity  to  inspect  some  gates  and 
fire  hydrants  which  had  been  in  use  for  many  years  at  Exeter^  and  that 
the  hard  scale  of  organic  matter  with  which  the  insides  of  the  pipes  had 
been  coated  by  the  water  previous  to  filtration  had  been  quite  largely 
disintegrated;  and,  furthermore,  considerable  corrosion  was  observed  at 
the  junction  of  brass  and  iron  in  the  hydrants,  which  corrosion  it  was 
stated  had  never  been  noticed  on  similar  gates  previous  to  the  change  in 
the  water  supply. 

The  fact  that  waters  purified  by  the  use  of  sulphate  of  alumina  might 
be  more  corrosive  in  their  action  upon  metals  was  first  mentioned  by 
Puller  in  the  reports  of  experiments  upon  the  purification  of  the  Ohio 
River  water  at  Louisville  (13)  and  at  Cincinnati  (14)  in  1899,  and  at 
that  time  suggestion  was  made  that  the  corrosive  action  might  be  checked 
in  part  by  the  use  of  lime.  In  a  recent  review  of  the  action  of  water 
on  metal  pipes,  Fuller  (15)  again  calls  attention  to  this  suggestion,  and 
also  states  that  the  effluents  from  slow  sand  filters  may  be  more  corrosive 
than  the  unfiltered  water. 

The  most  extensive  investigation  of  red  water  troubles  yet  published 
was  that  made  by  Whipple  (16)  at  Springfield  early  in  1910.  In  this 
investigation  the  greater  part  of  the  trouble  was  found  to  be  in  places 
where  the  plumbing  had  been  recently  installed,  and  where  a  poor  qual- 
ity of  galvanized  steel  was  in  use  for  pipes  and  hot-water  boilers.  The 
cause  of  the  trouble  in  this  case  was  attributed  to  galvanic  action  either 
in  the  imperfectly  galvanized  materials  or  at  the  junction  of  unlike 
metals,  and  filtered  water  which  had  been  recently  introduced  was  be- 
lieved to  have  had  no  part  in  the  corrosion,  since  in  many  cases  the  red 
water  troubles  antedated  the  change  in  the  character  of  the  water. 

In  a  recent  communication  Woolson  (17)  notes  that  in  the  municipal 
bathhouses  of  New  York  City  the  hot-water  pipes  have  to  be  replaced 
frequently,  and  that  there  is  apparently  little  difference  in  the  rate  of 
corrosion  of  galvanized-iron  and  galvanized-steel  pipes. 

Theories  of  Corrosion. 

The  larger  ^art  of  experimental  work  and  investigation  upon  the 
subject  of  corrosion  has  been  made  from  the  viewpoint  of  the  weaken- 
ing or  destruction  of  appliances  made  of  metals  rather  than  to  that  of 
the  absorption  of  metals  into  water ;  but  much  of  this  work,  particularly 
that  of  the  theoretical  chemists  upon  the  causes  of  corrosion,  is  equally 
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applicable  to  the  present  problem.  The  subject  of  the  corrosion  of  iron 
and  steel  has  received  by  far  the  most  attention,  owing  to  the  wide  uses 
of  those  metals,  and  much  of  this  bears  more  or  less  directly  upon 
the  *^  red  water  "  problem.  There  are  three  well-defined  theories  of  the 
causes  of  the  corrosion  of  iron:  the  carbonic  acid  or  acid  theory,  the 
electrolytic  theory  and  the  hydrogen  peroxide  theory.  The  three  theories 
overlap  in  many  particulars,  and  the  influence  of  many  of  the  various 
factors  in  corrosion  are  explainable  by  either  of  the  theories.  Practically 
all  investigators  agree  on  the  fundamental  facts  that  iron  cannot  rust 
without  the  presence  of  water,  and  that  the  presence  of  oxygen  is  neces- 
sary. The  carbonic  acid  theory  apparently  originated  in  the  studies  of 
Grace-Calvert  (18)  in  1871,  but  received  little  attention  until  about 
1888,  when  it  was  advanced  by  Brown  (19).  According  to  the  theory, 
the  iron  is  first  dissolved  by  an  acid,  even  the  very  weak  acids,  such  as  car- 
bonic acid,  being  sufficient.  The  ferrous  salt  is  then  oxidized  by  the  oxy- 
gen present,  the  ferric  hydroxide  formed  being  precipitated  and  tlie  acid 
liberated  to  act  on  more  iron.  The  process  is  thus  considered  as  a  cycle, 
in  which  a  small  amount  of  acid  can  effect  the  solution  of  a  consid- 
erable amount  of  the  metal.  The  electrolytic  theory  apparently  orisri- 
nated  in  a  paper  published  by  Whitney  (20)  in  1903,  and  is  based  on  the 
fundamental  principles  of  theoretical  chemistry,  that  water  and  all  sub- 
stances in  dilute  solution  are  more  or  less  completely  dissociated  into  ions 
which  convey  positive  and  negative  charges  of  electricity,  the  corrosion 
being  caused  by  one  or  more  of  the  ions  in  solution  being  replaced  by  the 
metal.  According  to  this  theory  the  hydrogen  ions  are  most  easily  re- 
placed, and  hence  become  the  active  factor  in  the  corrosion.  Anythinsr 
in  solution,  or  any  external  force  which  will  increase  the  concentration 
or  relative  number  of  hydrogen  or  similar  ions,  will  increase  the  corro- 
sive power  of  the  water,  while  anjrthing  which  tends  to  diminish  the 
concentration  of  the  hydrogen  ions  will  lead  to  a  decrease  in  corrorion. 
According  to  this  theory  the  metallic  iron  is  attacked  by  the  hydro^n 
ions,  Fe  going  into  solution  as  ferrous  iron  and  hydrogen  changinjr 
from  the  ionic  to  the  molecular  or  gaseous  form.  The  ferrous  iron  in 
solution  is  oxidized,  if  oxygen  be  present,  to  the  ferric  state,  and  pre- 
cipitates out.  If  this  theory  is  correct,  iron  should  be  attacked  by  the 
hydrogen  ions  in  the  purest  water,  even  in  the  absence  of  oxygen,  and 
this  was  disclaimed  by  a  number  of  chemists,  —  amongr  them  Dunstan 
(21),  who  in  1906  advanced  the  hydrogen  peroxide  theory  as  better  ex- 
plaining the  corrosion  of  iron.  This  theory,  which  is  based  upon  the 
older  theory  of  oxidation  in  general,  as  worked  out  by  Traube  (22)  in 
1881,  assumes  that  when  oxygen  and  water  are  brought  into  contaM 
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with  iron,  ferrous  oxide  and  hydrogen  peroxide  are  formed,  which  im- 
mediately react  with  one  another  to  form  ferric  oxide  and  water,  while 
any  excess  of  hydrogen  peroxide  formed  by  the  first  reaction  attacks  the 
iron  directly.  This  theory  would  derive  some  confirmation  from  the 
results  obtained  by  Shearer  (23)  and  others,  who  have  shown  that 
H2O2  is  formed  when  certain  metals  —  aluminum,  zinc  and  magne- 
sium—  are  placed  in  water  containing  dissolved  oxygen.  Painstaking 
experiments,  however,  have  never  been  able  to  demonstrate  even  the  tran- 
sitory presence  of  H2O2  from  the  contact  of  iron  and  water,  while 
Moody  (24)  and  Cushman  (25)  have  both  shown  that  pure  hydrogen 
has  no  action  upon  iron.  In  the  case  of  the  corrosion  of  pure  iron,  there- 
fore, this  theory  is  apparently  untenable.  The  electrolytic  theory,  al- 
though combated  by  Moody  (24),  Dunstan  (21),  Friend  (26),  Beed 
(27)  and  other  advocates  of  the  other  theories,  has  been  recently  estab- 
lished by  the  researches  of  Walker  (28)  and  of  Cushman  (25),  and  is 
now  quite  generally  accepted  as  the  most  reasonable  explanation  of  the 
corrosion  not  only  of  iron,  but  also  of  other  metals.  The  well-known  laws 
of  the  solution  and  deposition  of  metals  by  electric  currents  enter  into 
the  broader  aspects  of  corrosion  according  to  this  theory,  and  explain 
many  phases  of  the  corrosion  problem  which  the  other  theories  cannot 
explain  in  an  entirely  satisfactory  manner.  The  electroljrtic  corrosion  of 
metals  by  stray  electric  currents  is  well  known.  Bergius  and  Krassa 
(29)  have  recently  shown,  however,  that  corrosion  of  this  kind  is  almost 
always  caused  by  direct  currents,  and  that  alternating  currents  have 
comparatively  little  corrosive  action.  While  corrosion  due  to  stray  cur- 
rents has  assumed  considerable  importance  as  affecting  the  strength  and 
life  of  water  mains  and  other  metal  structures,  such  corrosion  in  the 
case  of  water  pipes  is  usually,  if  not  always,  external,  and  does  not  lead 
to  increased  amounts  of  iron  or  other  metals  in  the  water  within  the 
pipes. 

The  small  currents  of  electricity  generated  between  metals  of  different 
potential,  however,  are  important  factors  in  the  corrosion  problem.  The- 
oretical and  electrical  chemists  have  foimd  by  painstaking  experiments 
that  the  metallic  elements  vary  widely  among  themselves  in  electrical 
potential.  A  partial  list  of  the  elements,  arranged  in  series  according  to 
those  differences  in  potential,  is  as  follows :  potassium,  sodium,  calcium, 
magnesium,  aluminum,  manganese,  zinc,  iron,  cobalt,  nickel,  tin,  lead, 
hydrogen,  copper,  silver,  platinum.  As  stated  by  Thompson  (30)  almost 
thirty  years  ago :  "  The  order  in  which  these  metals  are  arranged  is  in 
fact  nothing  else  than  the  order  of  oxidizability  of  the  metals.  ...  It 
also  shows  the  order  in  which  the  metals  stand  in  their  power  to  replace 
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one  another.  ...  In  this  order^  too,  the  lowest  on  the  list  firsts  are  the 
metals  deposited  by  an  electric  current  from  solutions  containing  two 
or  more  of  them;  for  that  metal  comes  down  first  which  requires  the 
least  expenditure  of  energy  to  separate  it  from  the  elements  with  which 
it  was  combined.'* 

In  1894  and  1895  Wood  (31)  called  attention  to  the  fact  that  electric 
currents  caused  by  unequal  heating  of  different  parts  of  a  steam  boiler 
were  responsible,  at  least  in  part,  for  the  destruction  of  boiler  tubes.  The 
fact  that  impurities  in  the  metal  cause  local  electrolytic  action  has  been 
discussed  by  Burgess  (32),  and  Howe  and  Stoughton  (33),  while  Gush- 
man  (34)  has  shown  that  even  the  purest  iron  is  thrown  into  nodes  of  pos- 
itive and  negative  potential  when  immersed  in  water,  and  that  a  scratch 
on  the  surface  of  a  polished  plate  may  be  of  different  potential  from  the 
remainder  of  the  surface,  and  become  the  starting  point  for  corrosive 
action.  It  has  further  been  shown  that  strains  or  stresses  produced  in 
cooling  the  metal  during  manufacture  may  result  in  differences  of  poten- 
tial. It  is  al8o  well  known  to  theoretical  chemists  that  many  reactions 
are  reversible,  and  that  in  dilute  solutions  of  two  metals  it  is  quite  possi- 
ble to  have  such  a  condition  of  equilibrium  that  the  addition  of  either  one 
will  precipitate  the  other.  For  example,  under  ordinary  conditions,  if  a 
strip  of  zinc  be  immersed  in  a  solution  of  copper,  the  zinc  will  go  into 
solution  and  the  copper  will  be  precipitated,  according  to  the  laws  as 
laid  down  in  the  table  of  relative  potential  given  above.  Smith  (35)  has 
shown,  however,  that  if  the  concentration  of  copper  ions  be  sufficiently 
low,  and  the  concentration  of  zinc  ions  be  sufficiently  high  in  the  same 
solution,  the  reaction  is  reversed,  and  a  strip  of  copper  immersed  in  the 
solution  will  precipitate  the  zinc  ions  and  copper  will  be  dissolved. 
These  reversible  reactions  have  been  comparatively  little  studied,  but  it  is 
probable  that  in  the  small  amounts  in  which  the  metals  are  commonly 
present  in  water  such  reactions  may  be  more  common  than  are  at  present 
suspected.  In  this  case  it  is  simply  a  case  of  a  difference  or  change  of 
potential.  A  similar  case  is  that  demonstrated  by  Schleicher  (36)  in 
the  rusting  of  iron,  in  which  the  metal  absorbed  in  one  place  is  precipi- 
tated as  oxide  at  another ;  but  that  after  a  time  there  may  come  a  ehan$re 
in  potential  due  to  the  accumulation  of  rust,  and  that  rust  may  begin  to 
form  at  the  point  from  which  the  metal  had  previously  been  dissolved, 
while  the  iron  was  eaten  away  around  or  under  the  rust  first  formed. 
This  in  a  measure  explains  the  scaling  off  of  the  iron  rust  formed  in 
water  pipes,  and  accounts  in  part  for  the  appearance  of  red  water  at  cer- 
tain times  and  not  at  others. 
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Factors  in  Corrosion. 

VariouB  other  factors  enter  into  the  corrosion  and  red-water  problem. 
Traube  and  Mengarini  (37)  have  shown  that  many  of  the  metals  go 
into  colloidal  solution  in  the  absence  of  oxygen,  and  may  be  precipitated, 
or  go  into  true  solution,  when  they  later  come  in  contact  with  oxygen. 
Even  some  of  the  oxides  may  go  into  colloidal  solution.  So  far  as  the 
authors  know,  the  electrolytic  theory  has  not  been  applied  to  colloidal 
solutions.  In  general,  however,  most  of  these  factors  are  of  such  nature 
as  to  facilitate  corrosion  by  making  the  water  a  better  electrolyte,  or  by 
setting  up  auto-electrolysis.  Gaines  (38)  and  Kuichling  (39)  each  call 
attention  to  the  influences  of  certain  salts,  particularly  CI  and  SO3,  in 
ground  waters  as  assisting  corrosion.  The  effect  of  various  amounts  of 
substances  present  in  natural  waters  upon  lead  was  studied  by  Clark 
and  Forbes  (4),  and  it  was  found  that  nitrates  and  ammonia  accelerated, 
and  certain  mineral  matters  and  organic  matters  retarded,  corrosion. 
Heyn  and  Bauer  (40)  found  that  the  corrosion  of  iron  in  water  was 
greatly  influenced  by  the  kind  and  amount  of  salts  in  solution,  and  that 
mixtures  of  different  salts  reacted  quite  differently  from  simple  solutions. 
For  example,  they  found  that  NaCl  and  NH4CI  increase  the  corrosion, 
while  KNO3  and  Na2S04  had  little  apparent  effect,  and  Xa2C03  re- 
tarded it ;  but  that  a  mixture  of  KNO3  and  Na2C03  was  quite  corrosive, 
and  in  general  the  protective  action  of  K2Cr207  and  other  similar  salts 
was  reduced  or  reversed  by  the  presence  of  NaCl. 

Moody  (41),  Huntley  (42)  and  others  have  shown  that  the  sulphur 
in  Bteel  may  become  oxidized  to  SO2,  rendering  the  water  acid,  thus 
increasing  the  corrosion.  Howe  and  Morrison  (43)  have  shown  that  cer- 
tain hard  waters  containing  an  excess  of  CO2  and  magnesium  were  ex- 
tremely corrosive  for  brass,  zinc  and  lead,  but  did  not  attack  aluminum 
or  nickel,  and  acted  only  slightly  on  iron  in  the  absence  of  an  excess  of 
air.  Jones  (44)  studied  the  action  of  acid  mine  waters  on  brass  and 
bronze,  and  found  that  the  resistance  to  corrosion  varied  through  wide 
limits  with  different  alloys:  Lincoln  and  Bartells  (45)  found  that  the 
corrosion  of  brass  in  sea  water  increased  with  the  amount  of  copper  in 
the  alloy.  Bhead  (46)  states  that  the  corrosion  of  brass  is  due  in  many 
instances  to  the  imperfect  mingling  of  metals  in  the  alloy,  causing  auto- 
electrolysis  between  unlike  metals.  Phelps  (47)  found  that  the  St. 
Louis  water,  after  coagulation  with  iron  and  lime,  is  rendered  extremely 
corrosive  to  galvanized-iron  pipes,  and  states  that  this  i?  due  to  increased 
electrolytic  action,  caused  by  the  removal  of  COo  ions  and  the  substi- 
tution of  SO3  ions.  The  action  of  St.  Louis  water  upon  metals  and 
alloys  was  exhaustively  studied  by  Montfort  (48)  in  1909,  because  of  the 
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rapid  corrosion  of  parts  of  water  meters.  In  this  investigation  it  was 
found  that  the  water  corroded  zinc  and  aluminum  rapidly,  and  that 
alloys  containing  considerable  percentages  of  those  metals  could  not  be 
satisfactorily  used  in  fixtures  in  contact  with  that  water.  The  effect  of 
iron  and  lime  treatment  is  stated  by  Montfort  to  increase  the  neutral 
carbonates  in  solution,  which  result  in  a  twofold  effect  on  metals;  first, 
a  protective  effect  by  the  precipitation  of  carbonates  upon  the  inside  of 
the  water  mains;  second,  an  inhibition  of  corrosion  by  the  increased 
number  of  hydroxyl  ions  in  the  water.  This  latter  effect,  however,  while 
acting  to  protect  the  iron  water  mains,  is  entirely  overcome  whenever 
there  is  a  bimetallic  contact  by  the  increased  electrolytic  effect  of  the 
dissolved  saline  matters.  The  increase  in  the  corrosive  properties  of 
waters  which  have  been  treated  with  sulphate  of  alumina  has  already 
been  noted.  The  chemical  reactions  involved  result  in  a  considerable  in- 
crease in  the  amount  of  the  carbonic  acid  dissolved  in  the  water,  and 
more  or  less  of  the  organic  matter  which  inhibits  corrosion  to  a  greater 
or  less  degree  is  removed  by  sedimentation  and  filtration,  which  usually 
follow  such  treatment.  The  increase  in  the  corrosive  power  of  naturally 
filtered  waters  is  due  to  much  the  same  reasons,  the  CO2  in  this  case 
being  the  result  of  bacterial  action  within  the  filters.  That  naturally  fil- 
tered waters  are  less  corrosive  than  mechanically  filtered  waters  is  stated 
by  Puller  (16)  and  by  Weston  (12)  to  be  due  to  the  facts  that  the 
carbonic  acid  content  is  generally  less,  and  that  a  lesser  amount  of  the 
protective  organic  matter  is  usually  removed  by  slow  Fand  filters. 

Sherrard  (49),  Weston  (12),  Ledoux  (11)  and  many  others  have 
called  attention  to  the  fact  that  many  swamp  waters  are  acid  and  are 
exceedingly  corrosive.  Fuller  (15)  states  that  the  active  agents  in 
swampy  waters  are  the  humic  acids,  and  this  view  is  accepted  by  some 
investigators.  Endell  (50),  however,  refutes  this  statement,  and  shows  a 
long  series  of  experiments  to  prove  the  older  idea  that  the  excessive  cor- 
rosion was  due  to  carbonic  acid.  That  the  source  of  carbonic  acid  in 
such  waters  is  the  result  of  bacterial  decomposition  is  generally  accepted. 
Gaines  (51),  however,  has  recently  called  attention  to  the  fact  that  cer- 
tain species  of  bacteria  attack  the  iron  directly,  or  by  tlie  production  of 
other  acids,  such  as  SO2.  In  one  instance,  which  he  quotes,  tubercles  of 
iron  rust  were  found  to  be  practically  a  solid  culture  of  iron-dissolving 
bacteria.  The  fact  that  certain  algae  such  as  Crenothrix  grow  best  in 
iron-bearing  waters,  and  the  fact  that  such  growths  may  cause  more  or 
less  serious  red-water  troubles,  has  already  been  stated.  The  fact  that 
red-water  trouble  is  more  frequently  noted  in  case  of  the  hot-water  serv- 
ices, and  that  boiler  tubes  and  pipes  carrying  hot  water  corrode  more 
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rapidly  than  do  pipes  carrying  cold  water,  has  already  been  noted.  It 
is  well  known  that  practically  all  substances  are  dissolved  more  rapidly, 
and  that  most  chemical  reactions  proceed  more  rapidly,  as  the  tempera- 
ture of  the  solvent  increases.  Furthermore,  it  has  previously  been  stated 
that  anything  which  tends  to  increase  the  concentration  of  the  hydrogen 
ions  in  solution  leads  to  an  increase  in  corrosion,  but  that  molecular  or 
gaseous  hydrogen  which  is  liberated  by  electrolysis,  by  collecting  on  or 
about  the  place  where  it  is  formed,  tends  to  retard  electrolytic  action. 
The  solubility  of  all  gases  in  water  and  the  adhesion  of  small  bubbles 
of  gas  to  the  surface  of  metals  are  greatly  diminished  in  hot  water, 
however,  and  with  the  escape  of  the  inhibiting  molecular  hydrogen,  con- 
ditions for  further  electrolysis  are  improved.  The  liberation  of  consid- 
erable quantities  of  gaseous  hydrogen  from  hot  water  in  iron  pipes  was 
demonstrated  by  6.  0.  Adams  (52)  in  1900.  In  ordinary  hot- water 
services  the  hydrogen  escapes  as  the  water  is  drawn,  and  the  hydrogen 
formed  by  the  corrosion  in  steam  boilers  passes  off  with  the  steam.  In 
closed  hot-water  or  steam  heating  systems,  however,  this  hydrogen  can- 
not escape.  The  fact  that  the  gas  collecting  in  the  tops  of  radiators  in 
closed  heating  systems  is  readily  inflammable  may  be  proved  by  any 
one.  Adams  analyzed  many  samples  of  such  gas,  and  found  that  a  large 
proportion  of  hydrogen,  varying  from  44  to  78  per  cent.,  was  always 
present,  while  oxygen  was  usually  absent. 

Prevention  of  Corrosion. 

The  prevention  of  corrosion  has  been  attempted  in  a  number  of  ways : 
(1)  By  the  use  of  protective  coatings,  which  keep  the  water  away  from 
the  metal.  (2)  By  reducing  the  amount  of  galvanic  action  by  changing 
the  difference  in  potential  between  different  metals  in  the  same  system 
or  between  different  parts  of  the  same  metal  at  different  parts  of  the 
system.     (3)  By  changes  in  the  character  of  the  water  as  an  electrolyte. 

The  use  of  paint  and  varnish  coatings  to  prevent  the  access  of  water 
to  the  metal  is  well  known,  and  iron  and  steel  pipes  for  water  mains  are 
usually  coated  both  inside  and  out  with  some  preparation  by  the  manu- 
facturer. The  value  of  such  coatings  is  dependent  upon  perfect  adhesion 
to  the  metal,  and  by  the  production  of  a  uniformly  impervious  film. 
Coatings  of  this  nature  are  seldom  free  from  pin-holes,  and  frequently 
become  broken  or  scratched  in  handling  the  pipes  in  transportation  or  in 
laying.  The  relative  value  of  different  materials  for  such  coatings  has 
received  much  study  by  engineers  and  water  works  officials,  and  has  been 
discussed  by  Sabin  (53),  Toch  (54),  Harper  (55),  Wood  (31),  Cush- 
man  (56)  and  others.     Of  special  interest  are  the  long-term  experiments 
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with  different  coating  materials  upon  large  water  mains  at  Rochester, 
N.  Y.,  recently  described  by  Gaines  (38)  and  by  Kuichling  (39).  The 
cause  of  failure  of  such  coatings  and  the  extensive  corrosion  which  may 
occur  in  metals  under  such  coatings  have  been  recently  shown  by  Walker 
and  Lewis  (57)  to  be  due  to  the  use  of  unsaturated  oils  in  the  prepara- 
tion, which  upon  oxidation  act  as  depolarizing  agents,  liberating  the 
hydrogen  ions  and  thus  accelerating  the  corrosion.  The  use  of  cement 
concrete  for  lining  pipes  and  to  protect  the  outside  of  pipes  and  struc- 
tural steel  is  well  known.  Cushman  (56)  states  that  the  protective 
agent  in  this  case  is  the  free  lime  formed  during  the  setting  of  the  con- 
crete, and  that  when  this  lime  is  leeched  out  rusting  will  take  place.  In 
the  same  class  of  preventive  measures  may  be  included  the  use  of  a  layer 
of  some  less  readily  oxidized  metal,  as  in  the  case  of  the  common  use 
of  nickel-plated  plumbing  fixtures  and  galvanized  or  zinc  coated  pipes 
and  of  lead-lined  pipes.  Metal  coatings  of  this  nature  are  often  very 
effective,  but  in  the  case  of  small  water  pipes  the  coating  is  seldom  per- 
fect, or  is  broken  by  the  process  of  cutting  and  joining  such  pipes.  Un- 
der such  conditions  local  galvanic  action  is  set  up  and  the  corrosion  may 
be  much  accelerated.  As  shown  in  discussion  of  the  electrolytic  theory 
and  the  potential  series  of  metals,  in  galvanized-iron  pipes  under  such 
conditions  the  zinc  would  go  into  solution  and  the  iron  would  be  pro- 
tected until  the  surface  was  uncovered  in  places  sufficiently  large  for  the 
corrosion  of  the  iron  to  go  on  independently  and  simultaneously.  In  the 
case  of  tin,  the  reverse  would  be  true,  the  iron  going  into  solution.  The 
rapid  corrosion  of  tin  plate  or  tin-coated  sheet  iron  when  once  started  is 
a  matter  of  common  observation.  These  facts  have  been  discussed  by 
Cushman  (25),  Howe  (58),  Walker  (28),  Weston  (12),  Puller  (15)  and 
others,  and  are  reasonably  well  understood. 

Many  different  methods  for  reducing  corrosion  by  eliminating  galvanic 
action,  or  by  causing  that  action  to  take  place  in  such  a  manner  that  the 
corrosion  should  be  upon  some  easily  replaced  part,  have  been  suggested 
or  attempted.  Burgess  (32)  suggests  that  if  an  iron  bar  placed  within 
a  steam  boiler  be  kept  charged  with  slight  currents  of  electricity,  all 
the  corrosion  would  be  upon  this  bar,  and  the  life  of  the  boiler  proper 
would  be  greatly  increased.  The  use  of  zinc  strips  in  steam  boilers  for 
the  same  purpose  is  well  known  and  has  been  practiced  for  many  years 
(25).  Sherman  (59)  found  by  experiment  that  steel  or  bronze  in  sea- 
water  could  be  protected  from  corrosion  by  wrapping  with  strips  of  zinc, 
and  Comer  (60)  states  that  the  corrosion  of  copper  and  brass -on  ship- 
board is  frequently  prevented  by  the  free  use  of  iron  in  contact  with  these 
metals,  the  iron  in  this  case  being  the  more  readily  corroded  and  cheaper 
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metal,  which  can  be  replaced  when  necessary.  The  use  of  zinc  plates 
to  protect  structural  steel  from  electrolysis  when  buried  in  the  ground 
is  well  known  to  engineers  (61).  The  reduction  of  auto-electrolysis  in 
iron  and  steel  by  the  use  of  metal  containing  less  impurities  and  of  more 
uniform  structure  and  composition  has  been  discussed  by  Gushman  (25), 
Sang  (62),  Huntley  (42),  Speller  (63),  Howe  (64),  Howe  and  Stough- 
ton  (33)  and  others.  The  fact  that  iron  or  steel  when  surface  treated 
with  bichromate  of  potash,  or  lead  chromate,  is  less  subject  to  corrosion 
was  discussed  by  Wood  (31)  in  1894,  but  the  fact  that  this  increased 
resistance  is  due  to  a  polarizing  action  preventing  electrolysis  was  appar- 
ently first  brought  out  by  Dunstan  (21)  and  has  since  been  confirmed  by 
Cushman  (25)  and  by  Walker  (28).  The  formation  of  a  coating  of 
magnetic  oxide  upon  the  surface  of  iron  or  steel  has  been  stated  by  Weige- 
lin  (65)  and  by  Sang  (66)  to  exert  a  similar  protective  action,  while  a 
number  of  patent  processes  for  protecting  iron  and  steel  by  coatings  of 
other  iron  salts  have  been  exploited.  Unfortunately,  practically  all  of 
these  methods  lose  their  effectiveness  after  the  metal  has  been  submerged 
in  water  for  a  time. 

The  third  class  of  protection  or  remedial  measures  is  that  dealing  with 
changes  in  the  character  of  the  water  as  an  electrolyte.  As  stated  pre- 
viously in  discussion  of  the  electrolytic  theory,  anything  which  will  re- 
duce the  concentration  of  hydrogen  ions  in  solution,  or,  conversely,  any- 
thing which  will  increase  the  concentration  of  hydroxyl  or  similar  ions, 
will  tend  to  lessen  or  prevent  corrosion.  This  was  originally  stated  by 
Whitney  (20)  in  1903.  The  fact  that  iron  will  not  rust  when  buried  in 
dry  lime  has  been  known  and  taken  advantage  of  for  many  years.  The 
effect  of  increasing  the  hydroxyl  ions  in  solution  by  the  addition  of  cer- 
tain salts  was  studied  by  Adams  (52)  in  1900.  In  these  studies  he 
found  that  Na2C03,  equivalent  to  about  56  grains  per  gallon,  NH3, 
equivalent  to  about  43  grains  per  gallon,  or  N"a20,  equivalent  to  about 
5  grains  per  gallon,  were  required  to  entirely  prevent  the  rusting  of  iron 
in  pure  water.  The  theoretical  aspects  of  the  treatment  of  public  water 
supplies  for  ihe  reduction  of  corrosion  were  discussed  at  some  length  by 
Freeland  Howe  (58)  in  1908.  The  use  of  lime  for  reducing  the  action 
of  peat  waters  on  lead  has  been  discussed  by  Mason  (7),  while  the  re- 
duction in  corrosive  properties  of  mechanically  filtered  waters  has  been 
suggested  and  commented  upon  by  Puller  (15),  Weston  (12)  and  others. 
The  fact  that  the  addition  of  soda  ash  in  small  amounts  had  compara- 
tively little  effect  upon  corrosion,  and  that  lime  in  amounts  which  would 
render  the  water  objectionable  on  account  of  its  hardness  would  be  re- 
quired to  appreciably  lessen  corrosion,  was  shown  in  the  experiments 
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discussed  in  the  first  section  of  this  paper  (see  page  290).  The  failure 
of  such  treatment  is  explained^  at  least  in  part,  by  the  results  obtained 
by  Adaras  in  the  experiments  quoted  above.  Furthermore,  Cribb  (67) 
has  shown  that  the  use  of  an  insufficient  amount  of  alkali  may  accelerate 
rather  than  diminish  the  corrosion,  especially  in  the  case  of  steam  boilers. 
Allied  with  this  class  of  remedies  is  that  proposed  to  prevent  the  corro- 
sion in  a  long  steel  main  of  the  Coolgardie,  Australia,  Water  Works  (68). 
After  a  careful  investigation  of  the  character  of  tlie  water  as  an  elec- 
trolyte, it  was  decided  that  the  cheapest  and  most  effective  means  of 
checking  corrosion  would  be  to  entirely  remove  all  dissolved  oxygen  from 
the  water,  and  a  de-oxidizing  plant  is  now  in  process  of  construction. 

The  complete  study  of  the  character  of  the  different  waters  them- 
selves, the  determination  of  the  amount  and  nature  of  the  dissolved  sub- 
stances present  in  those  waters,  and  of  the  effect  of  those  substances 
upon  the  character  of  the  water  as  an  electrolyte,  appear  to  be  a  most 
fertile  field  for  research,  and  one  which  may  ultimately  lead  to  methods 
of  treatment  by  which  corrosion  inside  the  water  pipes  and  such  trou- 
bles as  lead  poisoning  or  red  water  may  be  effectively  prevented. 
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FOOD  AND  DEUG  INSPECTION. 


The  report  of  the  chief  analyst  presents  in  detail  the  work  of  this  depart- 
ment for  the  year  ended  Nov.  30,  1910.  The  following  personnel  com- 
prised the  laboratory  force:  — 


HxRMAKN  C.  Ltthooe.   .  Chief  Analyst. 

Chablbs  H.  Hicket.  .     .  First  Asti.  AnalysL 

Lewis  I.  Nubenberq,     .  Second  Aeet.  Analytt, 

Clawlmxck  E.  Marsh .  .     .  Third  A»»t.  Analytt. 


Horace  F.  Dayis. Inepeelcr. 

Daniel  E.  McCARTHr, Insv^etor. 

Frederick  L.  Marion Intpeeiar. 

Maurice  P.  Crowe, Inspector, 


The  number  of  samples  examined  during  this  period,  together  with  a 
summary  of  work  done  since  the  passage  of  the  law  in  1882,  follows:  — 


Food  and  Drug  Inspection  {1882-1910). 


Years. 

Summary. 

1910. 

Total 
18tt-1910. 

Number  of  samples  of  milk  examined. 

Number  of  samples  above  standard. 

Number  of  samples  below  standard, 

Number  of  samples  of  other  kinds  of  food  examined  (not  milk),     . 

Number  of  samples  of  good  quality. 

Number  of  samples  adulterated,  as  defined  by  the  statutes,    . 

Number  of  samples  of  drun  examined 

Number  of  samples  of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  the  statutes,    . 

Total  examuiation  of  food  and  drugs 

Total  samples  of  good  quality 

Total  samples  not  conforming  to  the  statutes, 

5.396 
4.353 
1,043 

1.640 

1.308 

332 

769 
617 
152 

7.805 
6.278 
1.527 

111.004 
72.451 
38.553 

66.181 
63.978 
12.203 

21.240 

13.057 

7,283 

198,425 

140.386 

58.039 

Section  7  of  chapter  75  of  the  Re\'ised  Laws  provides  that  the  State 
Board  of  Health  "shall  annually  report  to  the  general  court  the  number 
of  prosecutions  made  under  the  provisions  of  sections  sixteen  to  twenty- 
seven,  inclusive,  and  an  itemized  account  of  the  money  expended  in  carry- 
ing out  the  provisions  thereof;"  and  in  accordance  with  this  provision 
the  following  report  is  made. 

The  total  number  of  prosecutions  entered  during  the  fiscal  year  ended 
Nov.  30,  1910,  was  257.  Of  these,  244  resulted  in  conviction,  9  in  acquittal; 
1  was  nol-prossed;  and  1  was  dismissed  on  motion  of  the  inspector.  Two 
other  cases  came  to  trial,  but  were  dismissed  by  order  of  the  court.  There 
are  23  cases  pending  on  appeal  to  the  Superior  Court. 

The  amount  paid  in  fines  was  $5,395.21,  which  brings  the  sum  total 
to  $84,138.73. 
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Prosecutions. 

The  following  table  presents  the  statistics  relative  to  the  prosecutions 
which  have  been  conducted  under  the  food  and  drug  acts  since  the  begin- 
ning of  work  in  1883  (Revised  Laws,  chapter  75,  sections  16  to  27):  — 


Number  of  ComplainU  entered  in  Court. 


YXAR. 

Food 

andOth«r 

ArtiolM 

(not 

including 

Hiik). 

Druci. 

Milk. 

T6tal. 

Convio- 
tions. 

FIlM 

impQMd. 

1883 

- 

6 

4 

9 

8 

-» 

1884,    . 

2 

1 

45 

48 

44 

-» 

1885,'  . 

50 

1 

68 

119 

108 

-t 

1886.*  . 

10 

- 

10 

30 

19 

-» 

1887.  . 

30 

- 

34 

64 

60 

-« 

23 

- 

48 

65 

61 

83,043  00 

1889.     . 

74 

- 

66 

140 

134 

S.889  00 

1890.     . 

78 

- 

34 

103 

06 

S.919  00 

1891.     . 

98 

49 

160 

135 

3.668  00 

1892,     . 

63 

13 

73 

186 

133 

S.66170 

1893.     . 

26 

67 

96 

93 

3.476  00 

1894,     . 

14 

- 

76 

90 

77 

3.635  00 

1896,     . 

13 

11 

68 

93 

86 

3M30 

1890,     . 

7 

68 

75 

74 

3313  30 

1897,     . 

18 

51 

65 

M 

3,756  00 

1898.     . 

10 

54 

64 

03 

3.00018 

1899,     . 

19 

36 

47 

45 

1.4SS66 

1900,     . 

45 

44 

94 

89 

1300  70 

1901,     . 

80 

- 

65 

95 

'       90 

1374  70 

1903,     . 

26 

48 

76 

74 

3.617  « 

1908,     . 

34 

44 

79 

70 

1307  66 

1904.     . 

< 

60 

63 

57 

1309  00 

1905,     . 

309 

87 

n 

SIS 

375 

8.486  00 

1908, «  . 

177 

60 

171 

409 

S8S 

7316  00 

1907.    . 

133 

68 

147 

883 

390 

0346  00 

1908.     . 

76 

188 

319 

433 

380 

8300  30 

1909.     . 

73 

44 

180 

396 

367 

5306  T4 

1910.     . 

113 

36 

119 

357 

344 

5386  31 

1  No  raoord  kept. 
>  To  May  1. 1886. 


>  Four  months  only. 

«  Fourtaon  months,  from  Sept.  SO.  1905. 


No.  34.] 


POOD  AND   DRUG  INSPECTION. 


315 


The  nature  of  the  offences  brought  to  the  attention  of  the  courts  during 
the  year,  the  names  of  the  defendants,  the  places  where  the  offences  were 
committed,  the  dates  of  trial  or  indictment,  and  the  results  of  the  prose- 
cutions, are  set  forth  in  the  following  table:  — 


Far  Sale  of  MiUc  not  of  Good  Standard  Quality. 


Nams. 

Place. 

Percentage 

of  Total 

SoUds. 

Date. 

Result. 

Edward  A.  Butters, 

Bedford,     . 

10.80> 

July   29.1910 

Conviction. 

Samuel  D.  Allen, 

6.00« 

Mar.     5.  1910 

Conviction. 

Laurence  B.  Avery, 

Beverly,     . 

11.00» 

Sept.  17.  1910 

Conviction.* 

Boston  Dairy  Co., 

Boston, 

10.461 

Nov.  30,  1910 

Conviction.* 

Boston  Dairy  Ck>., 

Boston, 

11.321 

Nov.  30,  1910 

Conviction.* 

H.  P.  Hood  A  Sons,     . 

Boston, 

«.66« 

Jan.    28,  1910 

Conviction. 

Albert  L.  Forbush, 

Braintree,  . 

11.18* 

Mar.  26,  1910 

Conviction. 

Albert  L.  Forbuah, 

Braintree,  . 

10.28> 

Mar.  26,  1910 

Conviction. 

I^ank  Hannaford, 

Cambridge, 

ll.OOt 

Feb.   15,  1910 

Acquittal. 

Georfe  Poulin,     . 

Cambridge, 

11.38> 

Feb.   15.  1910 

Conviction. 

Fhmk  D.  Taib,     . 

Chioopee,  . 

11.00 

Apr.  22.  1910 

Conviction. 

Joaephine  Krug,   . 

Dedham,    . 

10.09> 

Aug.  13,  1910 

Conviction. 

Jaeob  Wielock,      . 

Dudley, 

11.55 

Jan.    20,  1910 

Conviction. 

Jacob  Wielock,      . 

Dudley, 

11.55* 

Jan.    20,  1910 

Conviction. 

Foster  B.  Phelps, 

Princeton,  . 

11.12 

May   10,  1910 

Conviction.* 

Foster  B.  Phelps. . 

Princeton,  . 

10.401 

May   10,  1910 

Conviction.* 

David  A.  Robinson,     . 

Fitchburg, 

11.86> 

Dec.  15,  1910 

Conviction. 

David  A.  Robinson, 

Fitchburg, 

11.641 

Deo.   15,  1910 

Conviction. 

Herbert  P.  Pomeroy,    , 

Framingham,     . 

11.36* 

July  21,  1910 

Conviction. 

Delmer  H.  Morse, 

Gardner,    . 

.    0.50> 

Jan.     6,  1910 

Conviction. 

Gloucester, 

il.06> 

Oct.    20,  1910 

Conviction.* 

Lemuel  Friend,  Jr., 

Gloucester, 

10.60> 

Oct.    20.  1910 

Conviction.* 

Glouoeater  Daiiy  Co., 

Gloucester, 

10.00* 

Oct.    13,  1910 

Conviction. 

William  G.  Lane, 

Gloucester, 

11.58* 

Oct.    28.  1910 

Conviction. 

James  A.  Lawrence, 

Gloucest^, 

7.88* 

Oct.    20.  1910 

Conviction. 

James  A.  Lawrence, 

Gloucester, 

11.30* 

Oct.    20,  1910 

Conviction. 

John  P.  Madruga, 

Gloucester, 

10.561 

Oct.    20,  1910 

Conviction. 

Mrs.  Phillippa  Madnigi 

». 

Gloucester, 

11.50 

Oct.    20,  1910 

Conviction. 

George  £.  Waldron, 

Gloucester, 

11.40 

Oct.    13,  1910 

Conviction.* 

William  0.  Jackson, 

Hardwick, . 

10.58* 

Nov.  28.  1910 

Conviction. 

>  Removal  of  cream  alleged  in  complaint. 
*  Addition  of  water  alleged  in  complaint. 


*  Appealed  to  upper  court;  case  pending. 
<  Skimmed  milk;  cans  not  marked. 
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For  Sale  of  MUk  nol  of  Good  Standard  Quality  —  Continued. 


Nams. 

Place. 

Percentage 

of  Total 

Solids. 

1 
Date.                Result. 

Stephen  Havey,    . 

*                •                « 

Hingham,  . 

1 

10.50 > 

Aug.  26,  1010 

Conviction. 

S.  Weotley  Young, 

LAwrenoe,  . 

11.02 

Apr.   28,  1010 

Conviction. 

S.  Weetley  Young, 

Lawrence,  . 

11.26> 

Apr.  28,  1010 

Conviction. 

John  E.  Willard.  . 

Leominster, 

10.75» 

July   22,  1010 

Conviction. 

John  E.  Willard,   . 

Leominster, 

10.78* 

July   22,  1010 

Convietioo. 

Clarence  H.  Cutler, 

T^exington, 

9.24> 

1 
Apr.  26,  1010  1  Conviction. 

William  T.  Hardy, 

Lexington, 

10.58* 

Dec.  27,  1000 

Convict  k>o. 

William  T.  Hardy, 

Ticxington, 

11.32 

Dec.  27,  1000     Conviction. 

Guatav  A.  Peterson, 

Lexington, 

9.33* 

Dec.  27,  1000  ^  Conviction. 

Gustav  A.  Peterson, 

Ticxington, 

8.051 

Dee.  27,  1000 

Conviction. 

Evald  Peterson,    . 

Lexington, 

10.90» 

Sept.  10,  1010 

Conviction. 

Charles  S.  Smith, 

Lincoln, 

12.10» 

July   20,  1010  .  Acquittal. 

Amos  P.  Best, 

Lowell.       . 

11.72» 

Sept.  12,  1010 

Conviction. 

Joseph  Chenelle,  . 

Lowell, 

11.001 

Aug.  20,  1010 

Convictioa. 

Michael  Carvellas, 

Lynn, 

U.20> 

May   31,  1010 

Conviction. 

Michael  J.  Collins, 

Lynn, 

7.82» 

May     3,  1010 

ConvictkiB. 

Frank  Gomes, 

Lynn, 

11.06 

May     3.  1010 

Conviction. 

H.  P.  Hood  &  Sons. 

Lynn, 

11.74 

June  18.  1010 

Conviction. « 

H.  P.  Hood  &  Sons, 

Lynn, 

11.80 

June  18.  1010 

Conviction. 

Frank  S.  McCarron, 

I^ynn, 

11.30> 

Nov.    0.  1010 

Conviction. 

William  Nelson.    . 

Lynn, 

12.00* 

Oct.    15,  1010 

Conviction. 

Winthrop  M.  Brown, 

Lunenburg, 

o.ao* 

Sept.    0,  1010 

ODBviction.* 

John  M,  Cunningham, 

Maiden,      . 

11.52* 

Oct.    21,  1010 

Convictioa. 

Edward  E.  Nichols,      . 

Maiden, 

11.82 

Oct.    21,  1010     CoB\ictkm. 

Ernest  M.  Shuts,  . 

Maiden, 

11.75 

Oct.    11,  1010     CoavictMm.« 

Herbert  H.  Pope, 

Marbtehead, 

40  02* 

June  20.  1010 

Convictioa. 

Herbert  H.  Pope, 

Marblehead, 

12.06 

June  20,  1010 

CoBvictioo. 

Alexander  Buoci,  . 

Melrose, 

11.40* 

Aug.  10,  1010     Oonvictioo. 

Harvey  W.  Forbes, 

Melrose, 

11.68 

Oct.    11,  1010     Oonvictioo. 

Walter  F.  Beal,     . 

Mendon,     . 

11.46* 

July     6.  1010 

CoBvictioB. 

George  H.  Doe,    . 

.     Milford.      . 

10.50* 

July     6,  1010     Coaviction. 

George  H.  Doe,     . 

.     Milford,      . 

0.70* 

July     6.  1010  i  Oonvictioa. 

Hiram  Miller. 

.     Milford,      . 

11.45* 

Nov.  22.  tOIO 

C6nvict«oa. 

Hiram  Miller, 

.   '  Milford,      . 

12.28* 

Nov.  22,  1010 

Coa^ictioa. 

Edward  E.  Ford,  . 

.  .  Milton, 

1 

0.66* 

July   27.  1010     Conviction. 

1 

*  Addition  of  water  alleged  in  complaint. 

*  Removal  of  ersam  alleged  in  complaint. 


*  Sale  of  dirty  milk. 

*  Appealed  to  upper  court  ,* 


pending. 
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For  Sale  of  Milk  not  of  Oood  Standard  Quaiily  —  Coatinued. 


Name. 

Place. 

Percentage 

of  Total 

Solids. 

Date. 

Reeult. 

CfaarlM  Unietoa 

New  Braintree.  . 

lO.M 

May     2,  1910 

Convictk>n. 

Wm.  C.  UMskintosh, 

Newbury  port. 

»                * 

8.15* 

Oct.     4 

.  1910 

Pending.  > 

John  C.  Mosmiban, 

Newburyport, 

•                • 

11.36 

Oct.     4 

,  1910 

Conviction. 

John  Monacban,  Jr., 

Newton,     . 

■                • 

10.45> 

Jan.     8 

,  1910 

Conviction. 

ChariM  M.  Schults, 

Norfolk.     . 

■                • 

10.201 

Aug.  13, 

,  1910 

Conviction. 

tf  iehaal  J.  DriacoU. 

North  Andover. 

10.941 

Jan.     3, 

1910 

Acquittal. 

Michael  J.  DriaooU. 

North  Andover, 

l6.9i} 

Jan.     8, 

1010 

Acquittal. 

Maria  Fa0Ui. 

Norton, 

10.251 

May     4, 

1010 

Conviction. 

Maria  Faffui. 

Norton, 

11.611 

May     4, 

1010 

Conviction. 

WiUard  D«an.       . 

Norwood, 

10.84 

Dec.     2, 

1000 

Conviction. 

Clay  M.  Nutting. 

Pittafield, 

0.861 

Nov.  18, 

1010 

Conviction. 

Harvey  8.  Smith. 

Pittafield, 

11.781 

June  24, 

1010 

Conviction. 

Joaaph  Teot, 

Pittafield, 

11.331 

Dec.  17, 

1000 

Conviction. 

Georce  F.  Knapp. 

Quincy, 

10.67> 

Oct.    29, 

1010 

Conviction. 

Georie  Pawaey.    . 

Quincy, 

10.28* 

Oct.    19, 

1010 

Conviction. 

Julia  H.  Tracy.     . 

Quincy, 

10.701 

Oct.    19 

1010 

Convictk>n. 

Charlea  J.  Nugent, 

Rockport, 

11.401 

Oct.    20, 

1010 

Conviction.  * 

Charlea  J.  Campbell.    . 

Rutland, 

11.47« 

Sept.  20, 

1010 

Acquittal. 

Chariee  J.  Ounphell.    . 

Rutland, 

10.581 

Sept.  20, 

1010 

Acquittal. 

Adam  Robeon,     . 

Salem, 

12.381 

Feb.     5, 

.  1010 

Convictk>n. 

Charlea  Wineapple. 

Salem, 

9.601 

Aug.     6 

,  1010 

Convictk>n. 

Morria  Wineapple. 

Salem, 

9.601 

Aug.    6 

,  1010 

Conviction. 

Mary  Buraa, 

Saugua. 

11.79 

Deo.     7 

,  1000 

Conviction. 

Bdward  J.  FuUer, 

Sharon, 

10.461 

Dec.     1 

,  1010 

Conviction. 

Ftederiek  Trac>',  . 

Shirley, 

11.101 

Sept.  27 

,  1010 

Conviction. 

Manuel  Simons,    . 

Somerset, 

9.631 

Aug.  23 

,  1010 

Conviction. 

Michael  J.  Geamn. 

Springfield, 

11.83> 

May     3 

.  1010 

Conviction. 

Martin  H.  Healy, 

Springfield, 

10.80> 

May     3 

,  1010 

Conviction. 

Samuel  E.  Smith, 

Springfield, 

11.34> 

May     3 

,  1010 

Conviction. 

Byxon  L.  Towne, 

Springfield, 

11.061 

May   12 

,  1010 

Conviction. 

John  J.  Dwyer,     . 

Sudbury,    . 

10.421 

July   23 

,  1010 

Conviction. 

Edwin  A.  Powers. 

Sudbury,    . 

6.831 

Mar.  26 

,  1010 

Conviction. 

Edwin  A.  Pbwera. 

Sudbury,    . 

6.801 

Mar.  26 

,  1010 

Conviction. 

Venar  N.  Plaquette.      . 

Swansea,    . 

10.24* 

Aug.     2 

,  1010 

Conviction. 

Antonio  F.  Durant. 

Vinesrard  Haven, 

11.451 

Sept.    1 

,  1010 

Acquittal. 

Lewie  8.  Hardy,   . 

Waltham,   . 

10.021 

Jan.     8 

,  1010 

Conviction. 

*  Addition  of  watw  alleged  in  oomplaint. 
'  Held  for  grand  Jury. 


*  Removal  of  cream  alleged  in  oomplaint. 

*  Appealed  to  upper  court;  case  pending. 
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Far  SaU 

of  MUk  not  of  Good  Standard  Quality 

—  Concluded. 

Namb. 

Plaoe. 

Peroentace 

of  Total 

SoUds. 

Data. 

RsBOlt. 

Waltham,   . 

8.t7» 

Aug.  U.  1010 

OoaTietaoo. 

Newton  A.  Clark, 

Warren, 

11. M 

Jan.     7.  1010 

Convietioa. 

Thomas  Lindsey, 

Watcrtown, 

11.40* 

Apr.  M,  1010 

OonTietkn. 

Emma  F.  Whitney,      . 

Watertown, 

ii.ao« 

Apr.  SO.  1010 

8.  Slater  A  Sons,  . 

Webster,     . 

12.10« 

Jan.   37,  1010 

Convistioa. 

S.  fflater  A  Sons,  . 

Webster,     . 

12.10i 

Jan.   S7.  1010 

ConTietioa. 

Frank  A*  Perry,   . 

^Westport,   . 

ii.ao> 

Aug.  16.  1010 

Conrietkm. 

Henry  H.  Chamberlain 

I 

Wsstwood, 

11.00> 

Deo.    a,  1900 

CoBTletiDa. 

Charles  Mease,     . 

Weymouth, 

11.40> 

Not.  30,  1010 

OoDTletiDa. 

Charles  Mease,     . 

Wesrmouth, 

11.46> 

Not.  80.  1010 

CoavietkM. 

Otto  Reioh,  . 

Thompeon,  Conn.,    . 

10.80> 

Jan.    80,  1010 

CoBTietkm. 

Otto  Reioh,  . 

Thompeon,  Conn.,    . 

9.M> 

Jan.   80,  1010  I  OmTietaott. 

1 

John  McLaughlin, 

Proridenoe,  R.  I.,      . 

11.80' 

Oct.     8,  1010 

ConTietioa. 

John  MoLaughlin, 

Proridenoe,  R.  I., 

11.80' 

Oot.     8,  1010 

ConTietioa. 

WoUaston  Blais.    . 

Tiverton,  R.  I., 

10.70> 

Sept.   0,  1010 

ConTietioa. 

Frank  Sanders,     . 

Tiverton,  R.  I., 

11.84> 

Aug.  16,  1010 

Dismisssd.* 

Howard  W.  Kee,  . 

, 

Wanen,  R.  I.,    . 

11.08« 

Deo.  10,  1000 

ConTietioa. 

Howard  W.  Kee,  . 

1  Wanen,  R.  I., 

11.08* 

Deo.  10,  1900  1 

CoaTietioa. 

■  Removal  of  orsam  allsged  in  complaint. 

*  Addition  of  water  allsged  in  complaint. 

*  Dismissed  for  want  of  juriedietion. 


For  Sale  of  Adulterated  Cream, 


Namb. 

Place. 

Adulterant. 

Date.        1       Reaoli. 

Edward  E.  Nichols,    . 

Maiden,    .       .    Low  in  fat,  .               .    Oct.   81.  1010 

ConTietioa. 

For  Sale  of  Unmarked  Renovated  Butter. 


Namb. 

Place. 

Date.        1       Rssoh. 

Theodote  Carellas 

Springfield, 

1 

May    8,  1010  '  CoaTicttoa. 

1 
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For  Sale  of  Oleomargarine  as 

BtUter. 

Nams. 

Place. 

Date. 

Result. 

Frank  Harrinfton, 

Geoise  H.  Kelton, 

John  T.  Mansfield 

• 

Bobert  Field.  Mgr 

Cbarlee  A.  Parry 

James  £.  Johnson, 

Wm.  F.  Houatin, 

Arthur  J.  Hnches 

AlcKiaBncf.    ...... 

Wm.  E.  Megett,        ..... 

Wm.  S.  Meceti,        ..... 

Boston, 
Boston, 
Cambridge, 
Chioopee, 
Chioopee, 
FaU  River,  . 
New  Bedford,      . 
New  Bedford, 
VToroescer,    . 
woroescer,    . 
Worcester,    . 

Mar.  31,  1010 
Mar.  81,  1010 
May  10,  1010 
Apr.     0,  1010 
May  12,  1010 
Jan.    32,  1010 
May     6,  1010 
Apr.   11,  1010 
Jan.    36,  1010 
Jan.   36,  1010 
Jan.   36,  1010 

Conviction. 

Conviction. 

Conviction. 

Conviction. 

Conviction.  ^ 

Conviction. 

Conviction.  1 

Conviction.  1 

Conviction. 

Conviction. 

Conviction. 

^  Appealed  to  upper  court;  case  pending. 


For  Sale  of  AdvUerated  Foods  Other  than  Milk  and  Milk  Products. 

Hambubo  Stbax. 


Namb. 

Place. 

Adulterant. 

Date. 

Result. 

Benjamin  Orssnovitoh, 

Boston,     . 

Sulphurous  add. 

Mar.     1,  1010 

Conviction. 

Henxy  J.  Manley, 

Boston,     . 

Sulphurous  acid. 

Sept.  27,  1010 

Conviction. 

Gecme  W.  Maxim,      . 

Brockton, 

Sulphurous  acid, 

Jan.    14,  1010 

Conviction. 

Hany  O.  Snow,  . 

Brockton, 

Sulphurous  add. 

Jan.     6,  1010 

Conviction. 

John  Gavanaugh, 

Sulphurous  add. 

Dee.  18,  1000 

Conviction. 

Gustav  A.  Yunggebauer,    . 

Lawrence, 

Sulphurous  acid, 

Dec.  18,  1000 

Conviction. 

Gustav  A.  Yunggebauer,    . 

Lawrence, 

Sulphurous  add, 

Apr.  20,  1010 

Conviction. 

Arthur  J.  Hughes, 

New  Bedford,  . 

Sulphurous  add. 

Apr.   11,  1010 

Nol-proesed. 

Arthur  J.  Hughes, 

New  Bedford,  . 

Sulphurous  acid, 

Apr.   11,  1010 

Conviction.* 

Sausaqb. 


L.  Ahnon  Johnson, 

Boston,     . 

Decompoeed, 

June  80,  1010 

Conviction. 

ChBriss  H.  Watson,     . 

Fitchburg, 

Com  starch, 

Sept.  21.  1010 

Conviction. 

Morris  Goldstdn, 

Pittsfield, 

Cereal, 

May    18,1010 

Conviction. 

Pittafield, 

Cereal, 

May   13,  1010 

Conviction. 

Sausaob  Mbat. 


Arthur  J.  Stewart, 
George  C.  Hodges, 


Springfield, 
Springfield, 


Wheat  starch  and  com. 
Cereal, 


Apr.  16,  1010 
May    8,  1010 


Conviction. 
Conviction. 


>  Appealed  to  upper  court;  oass  pending 


320 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


For  Sale  of  Adulterated  Foods  Other  than  Milk  and  MUk  Products  —  Continued. 


—     — 



— 

Name.                  '           Place. 

Adulterant. 

Date. 

Result. 

Temnoe  McDonald,  . 

Lowell, 

Ck>m  stareh. 

Mar.  29,  1910 

ConTictaon. 

Jamea  Smith, 

Lowell, 

Com  and  wheat  stareh. 

Apr.  U,  1910 

ConvictioB. 

Arthur  J.  Hu<hea, 

New  Bedford.  . 

Wheat  sUrch,      . 

Apr.   11,  1910 

ConTietioa. 

Charlea  L.  Thrasher,  . 

Springfield, 

Com  starch, 

Apr.  21,  1910 

Convietba. 

Labd. 

Frank  Bevilaequa, 

Boston,     . 

Cotton-seed  oU,  . 

Mar.  30,  1910 

ConvietaoB. 

Albert  Cervisii,  . 

Boston, 

Cotton-seed  oU,  . 

Mar.  17.  1910 

ConTietMMU 

Fuquale  Diffilippo. 

Boston,     . 

Cotton-seed  oU,  . 

Mar.  30,  1910 

Conviotioa. 

Gaetano  Garptno, 

Boston, 

Cotton-seed  oU,  . 

Mar.  30.  1910 

OonrietioB. 

Joseph  Goldenberf ,    . 

Boston,     . 

Cotton-seed  oU.  . 

Mar.     2,  1910 

Oonvietioa. 

Jennie  Milano,    . 

Boston, 

Cotton-seed  oU,  . 

1  Feb.  24,  1910 

ConrictioB. 

Nieholas  Monahoe, 

Boston, 

Cotton-seed  oU,  . 

Mar.     2,  1910 

ConvietioB. 

Dominic  Naitro, 

Boston, 

Cotton-seed  oU,  . 

Mar.  30,  1010 

CoBvictioB. 

Morris  Oxman,    . 

Boston, 

Cotton-seed  oU,  . 

Mar.    2,  1910 

OoBrietioD. 

Diano  Pimtoleon, 

Boston, 

Cotton-seed  oil.  . 

Mar.  29,  1910 

OoBvictioB. 

Dominic  Grec»r, 

Brockton, 

Cotton-seed  oil,  . 

Mar.  31.  1910 

OoiiTictioB. 

Kasimir  Okaas.  . 

Brockton, 

Cotton-seed  oU,  . 

Mar.  24,  1910 

CoBWetaoB. 

Apostol  Basdekis. 

Chioopse, 

Cotton-seed  oU,  . 

Apr.   22,  1910 

COBTictiDB. 

Philip  BeUs-Isle, 

Chioopee. 

Cotton-seed  oU,  . 

Apr.  22.  1910 

COBTiCtiDB. 

Josef  Cylusnik,  . 

Chioopee, 

Cotton-seed  oil,  . 

Apr.     9,  1910 

I^OBTICUOB. 

Louis  Louison,    . 

FaU  River.       . 

Cotton-seed  oU,  . 

Jan.    22,  1910 

COBTietioa. 

Bathasar  Kojoyar, 

Lawrence, 

Cotton-seed  oil,  . 

Apr.  90,  1910 

OoBTietaDB. 

John  F.  Zaiioek. 

Lawrence, 

Cotton-seed  oil,  . 

i  Apr.  28,  1910 

OoBviecioB. 

George  Flemming, 

LoweU,     . 

Cotton-seed  oil,  . 

Mar.  29,  1910 

OoBvictkB. 

Joseph  H.  Flynn, 

LoweU. 

■        > 

Cotton-seed  oil,  . 

Mar.  29,  1910 

GOBTietMB. 

Ternmoe  McDonald, 

Lowell, 

•        • 

Cotton-seed  oU.  . 

Mar.  29,  1910 

Conrietkw. 

Frank  Pinto, 

LoweU, 

. 

Cotton-seed  oil,  . 

Mar.  29.  1910 

1 

^^             ■  .  ^  ■  _  _ 

Daniel  Bullivan, 

LoweU, 

■        ■ 

Cotton-seed  oU.  . 

Mar.  29.  1910 

All rad  G.  AUey, . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr.   11,  1910 

CoBvietioB. 

Joseph  Boldric,   . 

New  Bedford,  . 

Cotton-seed  oil.  . 

Apr.   14,  1910 

COBTieUoB. 

Herbert  W.  BrichUnai 

1.      . 

New  Bedfoid,  . 

Cotton-seed  oil,  . 

Apr.  11,  1910 

CoBvietioB. 

Alexander  Donachy, 

New  Bedfonl,  . 

Cotton-seed  oil,  . 

Apr.   14,  1910 

OoBTietioB. 

Alexander  Donachy,  . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr.  14.  1910 

OODTtetioB. 

William  Fanninc, 

New  Bedford.  . 

Cotton-seed  oil,  . 

Apr.   14,  1910 

GoBTietioB. 

Platriek  J.  Flynn, 

New  Bedford,  . 

1 

Cotton-seed  oil,  . 

Apr.   14.  1910 

OoBTietioa. 
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For  Sdk  of  Adulterated  Foods  Other  thar^  Milk  and  Milk  Products  —  CJontinued. 

Labd  —  Concludad. 


Namx. 

Place. 

Adulterant. 

Date. 

Result. 

OMarFrioker,     . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14.  1910 

Conviction. 

Wm.  F.  HotMton, 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14,  1910 

Conviction. 

Arthur  J.  HughM, 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

11,  1910 

Conviction. 

Charles  E.  Joimizi«B, 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14.  1910 

Conviction. 

Napoleon  Jette,  . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14,  1910 

Conviction. 

Suni  Kivialkowaki. 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14,  1910 

Conviction. 

Hates  Kransler,  . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14,  1910 

Convictbn. 

Joseph  LapoUe,  . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

11,  1910 

Conviction. 

Philip  Phoenix.  . 
Arthur  E.  Bobbins, 

New  Bedford,  . 
New  Bedford,  . 

Lord   substitute,   not 

marked. 
Cotton-eeed  oil,  . 

Apr. 
Apr. 

14,  1910 
11,  1910 

Conviction. 

• 

Conviction. 

Daniel  Robinson, 

New  Bedford,  . 

Cotton-eeed  oil,  . 

Apr. 

11,  1910 

Conviction. 

John  Woodland, . 

New  Bedford,  . 

Cotton-seed  oil,  . 

Apr. 

14.  1910 

Conviction. 

Morris  Goldstein, 

Pittsfield, 

Cotton-seed  oil,  . 

May 

13.  1910 

Conviction. 

Adolph  Klein,     . 

Pittsfield, 

Cotton-seed  oil,  . 

May 

13,  1910 

Conviction. 

Rafsel  Albano,    . 

Springfield, 

Cotton-eeed  oil,  . 

May 

3.  1910 

Conviction. 

James  Dillon, 

Springfield, 

Cotton-eeed  oil,  . 

Apr. 

21,  1910 

Conviction. 

Fatriek  Fallon,    . 

Springfield, 

Cotton-seed  on,  . 

Apr. 

21,  1910 

Conviction. 

John  F.  Hushes, 

Springfield, 

Cotton-seed  oil,   . 

Apr. 

21,  1910 

Conviction. 

Springfield, 

Cotton-seed  oil,  . 

Apr. 

25,  1910 

Conviction. 

Springfield, 

Cotton-eeed  oil,  . 

Apr. 

21,  1910 

Conviction. 

Victor  Buynioki, 

Westfield, 

Cotton-seed  oil,  . 

May 

12,  1910 

Conviction. 

Simon  M.  Jegelwics, 

Westfield, 

Cotton-seed  oil,  . 

May 

12.  1910 

Conviction. 

Mapli  SnoAB. 

New  England  Maple  Syrup 
Co. 

Co. 
Modeste  Lamontagne, 

Cambridge, 

Cane  sugar. 

May     4,  1910 

Conviction. 

Cambridge, 

Cane  sugar, 

May     4.  1910 

Conviction. 

Lawrence, 

Cane  sugar. 

Apr.  28.  1910 

Conviction. 

Thomas  Lagos,    . 

Salem, 

Cane  sugar, 

Feb.   18.  1910 

Conviction. 

Peter  Staainopulas.     . 

Salem, 

Cane  sugar. 

Feb.   18,  1910 

Conviction. 

OiiivB  Oil. 


Albert  Cervixsi.  . 

Boston,     . 

Cotton-aoed  oil,   . 

Mar.   17,  1910 

Conviction. 

Giaeomo  Dell  Aria,     . 

Boston,     . 

Cotton-seed  oil,   . 

Mar.  30.  1910 

Conviction. 

Dominick  Di  ScieUo, . 

Boston,     . 

Cotton-seed  oil,   . 

Sept.  27.  1910 

Conviction. 

Nicholas  Karabelas,    . 

Boston.     . 

Cotton-seed  oil.   . 

Feb.  25.  1910 

Acquittal. 

Nicholas  Monahoe,      . 

Boston,     . 

Cotton-eeed  oil,   . 

Mar.     2.  1910 

Conviction. 
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For  Sale  of  Adulterated  Foods  Other  than  Milk  and  MUk  Prodvctt  —  Concluded. 

Outs  On. — Conoluded. 


Nams. 

Place. 

Adulterant. 

Date. 

Result. 

Dominio  Nactro, 

Boston,     . 

Cotton-seed  oil,  . 

Mar.  80,  1910 

Oonyieiioa. 

Antonio  Previte, 

Boston,     . 

Ootton-eeed  oil,  . 

Apr.     8,  1010 

Frmnk  Priors, 

Boston,     . 

Cotton-seed  oil,  . 

Apr.    8,  1010 

DismMsed.t 

Ouiwppe  Tuod, 

Boston,     . 

Ootton-seed  oil,  . 

Feb.  2S,  1910 

ConTieUim. 

Boston,     . 

Cotton-eeed  on.  . 

Feb.  25,  1910 

Oonrietkm. 

Ouiaeppe  Zuffanto,     . 

Boston,     . 

Cotton-seed  oil,  . 

Feb.  S5.  1910 

Conviecion. 

Ouiaeppe  Zuffante,     . 

Boston,     . 

Cotton-ssed  oil,  . 

- 

Dismissed.* 

Ouiwppe  Zuffanto,     . 

Boston.     . 

Cotton-seed  oil,  . 

Feb.  S5,  1910 

ConTietkm. 

Dominioa  P.  AxBldo,  . 

• 

Broekton, 

Cotton-ssed  oil,  . 

Jan.    25.  1910 

Oonirietioa. 

Ahmous  Abdullah,     . 

Lowell,      . 

Cotton-seed  oil,  . 

Mar.  29,  1910 

Oonvietioa. 

Antonio  Chaooio, 

Newton,   . 

Cotton-eeed  oil,   . 

Mar.  14.  1910 

OonrietiDii. 

Alexander  Laneitti,    . 

Springfield, 

Ootton-seed  oil,  . 

Apr.  25,  1910 

Oonvietioa. 

Rafael  Albano.    . 

Springfield, 

Cotton-seed  oil,  . 

May     3.  1910 

OonTietkm. 

Pbanxttb. 

Harry  Oohen, 

Boston,     . 

Decomposed, 

Oct.     7,  1910 

OoBTwtioa. 

Ro 

u.mD  Whbat. 

Cobb,  Batea  A  Yena, 

Boston,     . 

Contained  dead  insects. 

Not.  29,  1910 

OonvieiioD. 

^ 

VlNaOAB. 

Arthur  Lord, 

FaU  River. 

DistUled.  sold  for  eider 

Sept.    9.  1910 

CoBvlelioA. 

James  P.  Qalligan  Co.. 

Taunton,  . 

D^SSd;     artifioiaUy 
colored. 

Get.     0.  1910 

CboTietion. 

« 

Wis 

ra  ViNBOAB. 

Peter  Bacioalupo, 
Andrsa  DiPietro, 

Boston.     . 
Boston.     . 

Acidity     below     legal 

standard. 
Acidity     below     legal 

standard. 

Mar.  30.  1910  '  CoBrietioa. 

Mar.  30.  1910     CoBTietlosi. 

1 

Quinlan  Leary.   . 
John  T.  Murphy. 


Far  Sale  af  Adtdteraied  DrugB. 


FkU  River, 
Fall  River, 


I 


Water.  . 
Water,  . 


Aug.    2.  1910 
Aug.    2.  1910 


for  want  of  proeecutaon. 


>  Dismissed  without  trial. 
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For  Sale  of  Adulterated  Drugs  —  Concluded. 

CocAiMa  Btdbocblobidb. 


NAiia. 

Place. 

Adulterant. 

Date. 

Result. 

James  J.  Cramer, 

Boston,     . 

Sold  without  presorip- 
tion. 

Mar.     2,  1910 

Conviction. 

Camphob  LiNIiraNT. 


Arthur  Bumside, 
Herbert  F.  Verder. 


Boston, 
Boston, 


Deficiency  in  strencth. 
Deficiency  in  strength, 


Au8.  17,  1910 
Au8.  17,  1910 


Conviction. 
Conviction. 


Spibit  of  Anisb. 


Frank  J.  MoGarry, 
JohnW.  Fatoh,   . 
John  E.  Blake,    . 
Ernest  A.  Carlson, 
Chas.  H.  Goldthwait, 
Arthur  M.  Kelsey, 
Chas.  N.  Swift,  . 
G«orge  B.  Ketchum, 
Joseph  O.  Ouimond, 
Chas.  H.  King.    . 
Waiter  J.  Keating, 
Albert  B.  Kelley, 
Finest  E.  Beal,  . 
Pierre  N.  Burwell, 
AxTO  W.  Dows, 
Hall  A  Lyon, 
Fnnk  E.  MoNabb, 
Edward  F.  Fafaey, 
Thomas  H.  Farrell, 


Boston,     . 

Boston,     . 

Brockton, 

Brockton, 

Brockton, 

Brockton, 

Brockton, 

Cambridge, 

Chioopee, . 

Chioopee, . 

Lawrence. 

Lawrence, 

Lowell, 

LoweU, 

Lowell, 

Lowell, 

LoweU, 

Pittafield, 

Pittsfield, 


Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Defidency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 
Deficiency 


in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

in  strength 

n  strength 

n  strength 

n  strength 

n  strength 

n  strength 

n  strength 


Mar.  ao 

Feb.  24 
Mar.  10 
Jan.  25 
Mar.  31 
Mar.  10 
Mar.  12 
May  19 
Apr.  22 
Apr.  9 
May  11 
May  11 
Apr.  lis 
Apr.  15 
Apr.  15 
Mar.  29 
Apr.  15 
June  24 
Jxme  24 


1910  .  Acquittal. 

1910  '  Convictk>n. 

1910  >  Convictwn.i 

1910  Conviction. 

I 

1910  .  Conviction.! 

1910  Convictfon.i 

1910  Conviction.  1 

1910  Conviction. 

1910  Conviction. 

1910  Conviction. 

1910  Conviction. 

1910  Conviction.  1 

1910  Conviction. 

1910  Conviction. 

1910  Conviction. 

I 

1910  Conviction.  > 

1910  ConvictioD. 

1910  Conviction. 

1910  Conviction. 


TXNCrUBB  OF  GiNOBB. 


Arthur  L.  Gavin, 


Boston, 


Deficiency  in  strength. 


Jan.    17,  1910 


Conviction. 


TlNCTUBB  OF  lODINB. 


Arthur  Bumside, 


Boston, 


Deficiency  in  strength. 


Aug.  17,  1910 


Conviction. 


1  Appealed  to  upper  court;  case  pending. 
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Of  the  cases  reported  as  pending  in  the  last  preceding  report,  11  for  the 
sale  of  adulterated  milk  resulted  in  conviction  and  fine  and  3  were  {Jaced 
on  file;  1  other  case  was  tried  twice,  the  jury  disagreeing  at  each  trial. 
One  case  for  the  sale  of  adulterated  drugs  also  resulted  in  conviction  and 
fine. 

Seven  cases  for  the  sale  of  adulterated  milk,  pending  in  1908,  have  come 
to  trial  during  the  past  year.  Five  resulted  in  conviction  and  fine,  1  was 
placed  on  file  and  1  was  nol-prossed. 

The  amount  paid  in  fines  was  $5,395.21,  as  follows:  — 

Milk  and  milk  products, S3,443  26 

Foods  other  than  above, 1,557  40 

Drugs,  394  55 

S5,395  21 

The  total  number  of  samples  of  food,  drugs,  liquors  and  poisons  examined 
during  the  year  was  as  follows:  — 

Milk, 5,396 

Food, 1,640 

Drugs,                               769 

Liquors, 108 

Poisons, 21 


7,934 


Expenditures  under  the  Provisions  of  the  Food  and  Drug  Acts  for  the  Year  ended 

Nov,  SO,  1910. 

Appropriation, S14,500  00 

Salaries  of  analysts, S5,500  00 

Salaries  of  inspectors, 5,206  05 

Traveling  expenses  and  purchase  of  samples, 2,903  06 

Apparatus  and  chemicals, 324  63 

Printing, 52  20 

Services,  cleanmg  laboratory, 104  00 

Express  and  telephone, 23  64 

Sundry  laboratory  supplies, 152  39 

Books,  binding  and  stationery, 27  45 

Extra  services, 182  32 

Advertising, 23  38 

Total, $14,499  12 


REPORT  OF  THE  ANALYST. 


By  Hermann  C.  Lythqob. 
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REPORT  OF  THE  ANALYST. 


By  Hermann  C.  Ltthqoe. 


Dr.  Mark  W.  Richardson,  Secretary  of  the  Maaaachusetta  State  Board  of 

Health. 

Dear  Sir  :  —  I  herewith  submit  my  report  on  the  analysis  of  food  and 
drags  for  the  year  ending  Nov.  30,  1910. 

Milk  and  Milk  Products. 

Five  thousand  three  hundred  and  ninety-six  samples  of  milk  were 
examined  during  the  year,  of  which  1,043  were  below  the  standard  and 
243  samples  were  declared  adulterated.  The  usual  statistics  of  milk  are 
as  follows:  — 
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STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


MUk  containing  Added  Water. 


Dbauib. 

Locality. 

Total  Solids 
(Per  Cent.). 

• 

t 

■as 

•mm 

1 

o| 

Walter  F.  Adama 

Fitehburg 

10.23 

3.80 

7.43 

34.0 

Samuel  D.  Allen,       .... 

Bellingham,  ... 

0.00 
10.73 

1.36 

3.00 

4.66 

7.73 

14.7 
36.3 

Lawrence  B.  Avery,  .... 

Beverly 

11.00 

3.36 

7.76 

363 

Leondaa  Ballard 

Dudley, 

O.fiO 
4.70 

0.40 
0.60 

8.10 
4.90 

30.t 
S7.« 

Qeone  T.  Barker 

WoUaaton.     .... 

8.74 

3.40 

8.34 

Sl.B 

W.I.  Seal 

llOford 

11.46 

3.40 

8.08 

36.S 

D.  Bergeroni,     ..... 

Brockton,      .... 

10.86 

3.30 

7.88 

36.0 

AmoaP.  Beet, 

Dracut 

11.73 

4.16 

7.67 

36.7 

Wallaaion  Blala 

Tiverton,  R.  I.,     . 

10.70 

3.30 

7.60 

34.S 

0.80 

3.76 

8.86 

34.B 

0.86 

3.00 

8.88 

34.0 

11.00 

3.46 

7.66 

36.0 

Winthfop  Brown,       .... 

Lunenburg.  ... 

10.00 

3.86 

7.16 

34.7 

10.38 

3.10 

7.18 

340 

10.70 

3.30 

7.80 

38.0 

1 

0.38 

3.70 

8.88 

33.4 

Alexander  Buoci,       .        .        .        . 

Helroee,         .... 

11.40 

3.40 

8.00 

38.4 

Charlee  J.  Campbell, 

Rutland,       ... 

11.84 
10.68 

3.80 
3.70 

7.84 
7.88 

34  0 
34.1 

Joeeph  Chenelle 

Lowell 

11.00 

3.60 

7.80 

36.1 

0.  P.  Cognoe 

LoweU 

10.78 

3.10 

7.88 

38.1 

M.  J.  Colline 

Lynn 

7.83 

3.06 

6.77 

31  S 

Thomae  W.Cole 

Olouceeter, 

11.00 
11.06 

3.90 
3.90 

7.10 
7.U 

33.7 
34  1 

John  M.  Cunningham, 

Maiden, 

11.63 
11.63 

3.60 
3.60 

3.01 
8.03 

36.5 
384 

Herbert  E.  Daniele 

North  Adams, 

13.34 

4.40 

7.94 

36  1 

George  H.  Doe,          .... 

llUford, 

10.60 
0.70 

3.80 
3.30 

8.90 
8.40 

3I.S 

tt.7 

10.43 

3.70 

7.n 

38.5 

John  J.  Dwyer 

Sudbury, 

10.84 
10.93 

3.30 
3.40 

7.64 
7.68 

38.0 
38.6 

■ 

10.77 

3.30 

7.61 

38.7 
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MWc  containing  Added  Water  —  Continued. 


Dbaliir. 

Locality. 

Total  Solida 
(Per  Cent.). 

• 
• 

1 

SoUde  not  Fat 
(Per  Cent.). 

Refraction     o  f 
Copper  Serum 
at  20*  C. 

John  J.  Dwyer— Con., 

Sudbury,       ... 

10.98 
10.90 

8.30 
8.20 

7.62 
7.70 

85.8 
85.7 

10.25 

2.75 

7.50 

84.7 

iff.  Pagan 

Easton, .       .       ■       .        ' 

11.61 
10.58 

4.85 
2.80 

7.26 
7.78 

84.2 
36.0 

9.94 

2.25 

7.60 

35.5 

11.10 

3.25 

7.85 

34.8 

11.18 

3.80 

7.88 

85.8 

Emma  A.  Forbuah,   .... 

Braintree, 

12.08 

4.00 

8.08 

85.6 

11.96 

3.90 

8.06 

85.6 

10.28 

3.00 

7.28 

84.6 

10.90 

3.40 

7.50 

84.9 

10.40 

8.15 

7.25 

- 

10.90 

3.40 

7.50 

- 

9.66 

2.40 

7.26 

84.4 

10.54 

8.00 

7.54 

- 

10.74 

8.25 

7.49 

- 

10.44 

3.10 

7.84 

- 

9.99 

2.70 

7.29 

- 

10.90 

8.85 

7.55 

- 

Eldward  E.  Ford,       .        •        .        . 

Milton 

10.68 
10  56 

8.10 
3.00 

7.58 
7.56 

— 

10.80 

8.85 

7.46 

- 

10.70 

8.20 

7.50 

- 

10.34 

2.80 

7.54 

- 

9.70 

2.40 

7.80 

84.5 

10.54 

3.00 

7.54 

- 

10.56 

8.20 

7.36 

- 

10.76 

3.40 

7.86 

- 

10.30 

8.00 

7.80 

- 

10.60 

8.20 

7.40 

- 

^ 

10.50 

3.20 

7.80 

85.0 

Lemuel  Friend,  Jr.,   .... 

Qlouoeeter,    .... 

10.60 

3.20 

7.40 

34  4 

A.  8.  Furtado 

Fall  River 

10.71 

3.60 

7.21 

33.7 

Benjamin  GalobaflF ,  .... 

Webater,        .... 

12.20 

4.20 

8.00 

35.0 
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MUk  containing  Added  Water  —  Continued. 


DllALRR. 

Locality. 

Total  Solids 
(Per  Cent.). 

• 
• 

0 

1 

• 

Benjamin  Galobaff  — Con.. 

• 

Webster, 

10.24 
11.00 

2.80 
8.70 

7.44 
7.30 

83.2 
3S.0 

Fred  J.  Graham,        .... 

Lynn,    

12.00 

4.00 

8.00 

86.8 

1 

0.40 

3.20 

6.26 

31.8 

P.  A.  Green, 

HUford. 

6.00 

2.20 

4.70 

27.9 

1 

8  10 

2.60 

6.30 

20.0 

1 

10.00 

3.10 

6.00 

83.8 

Glouoeeter  Dairy  Co 

Gloucester,    ... 

10.00 

8.10 

6.90 

88.8 

k 

9.20 

2.80 

6.40 

33.0 

Geo.  H.  Hambly,      .... 

North  Dartmouth, 

11.64 

3.80 

7.74 

86. S 

Lewis  8.  Hardy,        .... 

Waltham 

12.00 

3.10 

7.60 

84.0 

WiUiam  T.  Hardy 

Lexington 

10.12 

2.00 

7.22 

8i.S 

Stephen  Havey,         .... 

■ 

Hingham, 

10.60 
10.20 

3.00 
2.80 

7.60 
7.30 

s«.o 

88.8 

' 

11.10 

3.60 

7.60 

84.0 

11.68 

3.60 

808 

86.8 

10.58 

3.40 

7.18 

s«.o 

William  0.  Jackaon 

Hard  wick. 

10.86 
13.80 

8.20 
6.80 

7.66 
7.70 

86. 2 

86.6 

10.74 

3.00 

7.74 

86.2 

11.48 

3.70 

7.78 

868 

, 

11.04 

330 

7.74 

84  • 

' 

10.04 

3.06 

6.99 

88  7 

12.10 

4.20 

7.90 

868 

Ebcn  B.  Kenneraon 

Lynn 

11.24 

4.10 

7.14 

84.1 

10.30 

3.36 

7.04 

883 

, 

10.80 

4.» 

6.60 

81.8 

Harrison  G.  Kennard, 

- 

8.74 

2.40 

684 

81  8 

Jacob  F.  Kirehner 

Dalton 

10.08 

3.20 

6.88 

88.2 

■ 

10.25 

3.20 

7.05 

84  8 

10.» 

3.30 

690 

84.0 

Josephine  Krug,         .... 

Dedham, 

10.80 

3.70 

7.10 

840 

10.00 

3.10 

8.90 

84.8 

11.46 

3.80 

7.66 

84  6 
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MUk  containing  Added  Water  —  Continued. 


DB-ILER. 

Locality. 

Total  Solids 
(Per  Cent.). 

1 

• 
• 

a 

1 

Solids  not  Fat     i 
(Per  Cent.).  1 

1^^ 

Joaephine  Knic — Ccn.t     • 

Dedham. 

1 

12.28 
10.57 

3.90 
3.80 

8.38 
7.37 

35.5 

William  G.  lane 

West  Gloucester,   . 

1 

11.58 
12.00 

3.50 
4.10 

8.08 
7.90 

35.8 
35.7 

James  A.  Lawrence,  .... 

Gloucester,    ... 

11.30 
7.88 

3.80 
2.30 

7.50 
5.68 

35.9 
31.7 

Leeobt  Bros.*     ..... 

Lynn,    

10.86 

4.10 

6.26 

31.1 

Joseph  F.  Lecolst 

1 

Lynn,    .... 

1 

10.46 
10.40 

3.10 
2.90 

7.86 
7.50 

35.0 
350 

Watertown,    .... 

10.86 

3.50 

7.86 

35.4 

William  C.  Bfackintosb.     . 

Newburyport, 

8.15 

0.30 

7.85 

34.4 

William  F.  Kanhall, 

West  Gbuoester,   . 

11.48 

3.60 

7.88 

35.2 

Frank  8.  HoCarron,  .... 

Lynn,    

11.30 

3.60 

7.70 

34.9 

Charlea  Meuae 

East  Weymouth.  . 

1 

11.40 
11.46 

4.00 
3.50 

7.40 
7.96 

35.2 
35.9 

John  Honaghaa,  Jr., 

Newton, 

10.48 
10.80 

3.10 
3.10 

7.38 
7.90 

33.3 
33.4 

John  C.  Moynihan,    .... 

Masmard,      .... 

11.10 

3.20 

7.90 

35.6 

Ralph  C.  Niekab 

Lowell, 

10.67 

3.30 

7.37 

34.5 

Chaa.  J.  Nugent 

Rookport,      .... 

11.40 

3.T0 

7.70 

35.8 

CUy  M.  Nutting 

Pittsfield, 

0.86 
0.92 

3.30 
3.10 

6.56 
6.82 

31.8 
32.3 

Vener  N.  Flaquette 

Swansea,       .... 

10.24 

2.75 

7.49 

34.1 

Michael  Penderiaat 

Great  Barrington, 

11.90 

4.10 

7.80 

35.3 

' 

11.70 

4.20 

7.50 

35.3 

Frank  A.  Pwry,         .... 

Westport. 

12.60 
11.90 

4.60 
3.25 

8.00 
7.95 

35.8 
34.5 

i 

11.80 

3.95 

7.85 

35.4 

• 

■ 

11.84 

4.90 

7.64 

35.2 

11.96 

8.80 

7.46 

35.4 

Evald  Petenon,         .... 

Lexington, 

0.80 
12.36 

3.20 
4.30 

6.60 
8.06 

33.2 
35.6 

10.90 

3.60 

7.30 

34.6 

1 

12.36 

4.20 

8.16 

35.7 
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MUk  cotdainirm  Added  Water  —  Contmued. 


Dealbb. 

Looality. 

h 

• 
« 

i 

i 

1 

o| 

2^- 

Gustaf  Peteraon,       .... 

Lexington, 

1 

0.83 
8.96 

8.20 
2.60 

6.18 
6.88 

S3.5 
83.2 

Herbert  A.  Pomeroy* 

Framlnsham, 

11.86 

8.80 

8.06 

85.8 

' 

6.00 

2.10 

4.80 

20.0 

Maynard, 

6.88 
6.80 

2.00 
2.00 

4.88 

4.80 

290 
29.0 

, 

6.80 

2.00 

4.80 

29.0 

OttoReiebe, 

WebsUr, 

1 

10.80 
0.09 

8.18 
2.05 

7.15 
7.01 

84.0 
88.7 

Adnm  Robeon, 

Salem 

12.88 

4.10 

8.28 

350 

Frank  Senden, 

Tiverton,  R.  I.,     . 

11.84 

4.00 

7.84 

84.3 

' 

10.87 

4.80 

8.77 

11.0 

William  E.  Scbockly. 

BryantviUe,  ... 

11.14 

4.80 

6.84 

312.$ 

, 

0.48 

8.20 

6.28 

31.8 

Cbarlee  H.  Sebulta 

Norfolk. 

1 

10.20 
11.00 

2.90 
8.80 

7.80 
7.70 

345 
38.4 

Tbomaa  H.  SeuUy.    .       .       .       . 

NortbAdam«, 

10.40 

2.80 

7.60 

84.3 

JohnA.  Silva, 

Fall  River,    ... 

1 

10.28 
10.77 

8.80 
8.25 

6.98 

7.52 

33.9 
343 

1 

10.64 

8.80 

7.34 

33.4 

10.80 

8.40 

7.40 

34.4 

10.60 

8.50 

7.10 

34.3 

10.80 

8.80 

7.20 

84.8 

Manuel  F.  Simmons, 

SWftDMftff 

10.60 
10.64 

8.80 
8.60 

7.80 
7.01 

34.3 
34.S 

0.84 

8.40 

6.44 

32.5 

0.68 

8.40 

6.23 

32.S 

• 

0.08 

8.40 

6.58 

32.1 

1 

10.28 

8.40 

688 

330 

SlBter  ^  Sona 

Webetrr,        .... 

12.10 

4.70 

7.40 

34.3 

Harvey  8.  Smitb 

Pitlefield, 

11.00 
11.78 

8.50 
4.25 

7.50 
7.58 

35.4 
35.3 

' 

12.06 

4.80 

7.25 

33.9 

Jaeob  SpttMr, 

Nortb  Adams, 

12.80 

4.40 

7.90 

38.0 

18.10 

8.60 

8.10 

384 
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Milk  eontainin^  Added  Water  —  Concluded. 


Dbalbb. 

Locality. 

Total  Solids 
(Per  Cent.). 

• 

1 

Solids  not  Fat 
(Per  Cent.). 

Refraction     o  f 
Copper  Serum 
at  20*  C. 

Albin  Spyut, 

Ipewich,        .... 

11.64 

8.70 

7.84 

86.6 

Frodorick  Tracy,       .        .        .        . 

Shirley, 

1 

11.10 
11.22 

8.20 
4.00 

7.90 
7.22 

86.1 
33.8 

Julia  H.  Tracy 

Quiney. 

1 

10.78 
10.70 

8.10 
8.10 

7.68 
7.69 

36.1 
36.2 

Euclid  Yallerand,       .        .        .        . 

1 

Lowell,  .... 

1 

11.20 
10.60 

8.60 
8.00 

7.70 
7.60 

86.4 
34.6 

Jacob  Weiloek, 

Webster,        .... 

11.66 

8.60 

7.06 

86.6 

J.  G.  Welch 

Quincy,         .... 

11.20 

3.40 

7.80 

36.2 

Emma  F.  Whitney,    .... 

Watertown. 

1 

11.20 
10.40 

3.80 
8.40 

7.40 
7.00 

36.9 
36.2 

p 

10.76 

8.80 

7.46 

36.3 

John  E.  Willard 

Fitchburg, 

11.86 
10.78 

8.60 
8.80 

7.86 
7.48 

36.5 
36.0 

1 

11.08 

8.86 

7.78 

36.5 

Morris  A  Charles  Wineapple,    . 

Salem, 

9.60 

2.85 

6.76 

80.0 

Milk  from  which  a  Portion  of  the  Fat  had  been  removed. 


Dbalsr. 


Locality. 


• 

• 

• 

<*» 

4J 

ts-^ 

lids 
Cen 

5 

i^ 

£& 

JB 

Sd 

Total 
(P 

1 

Solids 
(P 

Qeorgs  T.  Barker,     . 
Boston  Dairy  Company, 

• 

Edward  A.  Butlers,   . 
Charles  J.  Campbell. 
J.  Carvin,  . 
M.  Carvdlsa, 
CloTerdale  Creamery, 
Claxeooe  H.  Cutler,  . 
Albert  Davenport,     . 
Vmrtiok  Demirkioiian, 


Wollaston, 

Boston, 

Bedford, 
Rutland, 
Chelsea, 
Lynn,    . 
Maiden, 
Leadngton, 
Hyde  Park, 
Bellincham, 


•                   •                   •                   • 

8.74 

2.40 

6.84 

■ 

11.26 

2.70 

8.66 

• 

10.46 

2.30 

8.16 

•                •                •                • 

10.80 

2.30 

8.60 

•                •                •                • 

11.47 

2.70 

8.n 

«                   •                   •                  » 

11.40 

2.40 

9.00 

•                   •                   •                   • 

11.29 

2.80 

8.90 

•                   •                  •                   • 

11.90 

2.60 

8.70 

«                  «                   •                   • 

9.34 

0.20 

9.04 

•              •              •              ■ 

11.18 

2.60 

8.68 

•                •                •                • 

11.46 

2.30 

9.16 

2.66 
8.36 
2.99 
8.38 
3.11 
3.24 
3.18 
3.07 

8.88 
3.36 
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Milk  from  which  a  Portion  of  the  Fat  had  been  remored 

—  Concluded. 

Dealek. 

Locality. 

ToUl  Solids 
(Per  Cent.). 

• 
• 

•a 

1 

1 

r 

Wallace  Drew, 

Lowell 

12.86 

8.00 

9.36 

3.67 

Elm  Farm  Milk  Company, 

Quincy, 

« 

10.67 

2.06 

8.62 

8.11 

Charles  Fine.     . 

Attleborough, 

^ 

11.86 

2.40 

8.96 

S.S5 

A.  Gengias, 

lawrence. 

11.40 

2.60 

8.80 

8.10 

M.  Green,  .... 

Springfield,    . 

11.83 

2.60 

8.23 

8.44 

John  C.  Haley,  . 

Chelmsford,  . 

11.00 

3.06 

8.88 

a. 30 

A.  Hamaford  A  Co., . 

Waverly, 

11.00 

2.70 

9.90 

3.S7 

M.  Moo  Hamad. 

Worcester,     . 

12.10 

2.80 

9.80 

8.47 

Martin  Healy.    . 

Springfield.    . 

10.80 

2.40 

6.40 

3.06 

W.  E.  Hetherinfton.  . 

Peabody, 

11.38 

2.60 

8.78 

3  87 

H.  P.  Hood  A  Sons.  . 

Boston, . 

, 

9.70 

0.10 

9.60 

- 

9.66 

0.10 

9.86 

- 

Zenaa  A.  Jenkins, 

East  Bridgewater, 

10.93 

1.60 

9.33 

3.47 

William  Johnson, 

Quincy, 

10.80 

2.00 

8.80 

8  42 

Harrison  G.  Kennard, 

Wollaston,      . 

10.84 

2.40 

8.44 

3  38 

Georie  Ledincham,  . 

Leominster.  . 

10.76 

2.80 

8.26 

3.60 

M.Mabem. 

Southbridge, 

10.80 

2.80 

8.60 

3.77 

John  P.  Madruga, 

Gloucester,    . 

10.86 

2.10 

846 

3.01 

Himm  Miller.     . 

MiUord. 

12.28 

3.06 

9.23 

384 

Ralph  C.  Nichols.      . 

Lowell,  . 

11.67 

2.38 

9.32 

3.64 

George  Paivesley. 

Quincy, 

10.28 

2.10 

8.18 

1.77 

t 

11.12 

2.80 

8.82 

3.88 

Foster  B.  Phelpe,       .... 

Princeton, 

10.40 
10.60 

2.00 
2.80 

8.40 
830 

3.69 
3.06 

^ 

10.70 

2.20 

8.80 

t.77 

Herbert  A.  Pope,       .... 

Marblebead 

10.02 

1.60 

8.tt 

2n 

Geo.  pDulin. 

Cambridge,   . 

11.38 

2.80 

8.88 

338 

A.  J.  Roekwood. 

Everett, 

11.90 

2.70 

9.20 

3.66 

C.  Russell, 

lAwreaoe, 

11.24 

2.48 

8.79 

3.12 

E.  J.  Sherridan. 

Hyde  Park.  . 

11.86 

2.70 

9.16 

3.39 

Samuel  R.  Hmith.      . 

Springfield.    . 

11.34 

2.60 

8.74 

3.33 

D.  P.  Simpson.  . 

Hyde  Park.  . 

11.94 

2.90 

9.04 

336 

Byron  Town*.    . 

Springfield.    . 

11.06 

2.80 

8.46 

3.U 

Richard  H.  Walsh.     . 

Wollaston. 

1 

10.84 

240 

844 

338 

J.J.WhiUker. 

Medford, 

10.50 

1.80 

870 

• 

8.  Wesley  Young, 

Mcthuen. 

12.26 

2.68 

8.61 

3.14 
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QualUy  of  MUk,  by  Months. 


vm. 

1 

Itlt. 

Samflks. 

« 

• 

• 

• 

1 

■ 

• 

1 

9 

• 

• 

-tf 

§ 

9 

a 

* 

m 

1 

9 

a 
1 

1 

§ 

1 

• 

■ 

s 

5 

• 

3 

-< 

1 

1 

1 

1 

Number  havinc  more  than  15  per  cent. 

11 

3 

3 

4 

8 

7 

2 

0 

13 

12 

7 

9 

86 

total  aolidi. 

Number  havinc  between  14  and  16  per 

38 

15 

21 

32 

19 

45 

24 

13 

22 

27 

21 

37 

814 

eent.  total  solIdB. 

Number  having  between  13  and  14  per 

182 

100 

182 

116 

90 

202 

125 

57 

120 

110 

100 

130 

1.545 

cent,  total  aolide. 

Number  having  between  12.15  and  13  per 
cent,  total  aolidB. 

181 

150 

104 

219 

209 

279 

222 

181 

194 

348 

301 

92 

2.380 

Number  havinc  between  11  and  12.16  per 
cent,  total  aolidB. 

47 

20 

20 

09 

82 

58 

40 

101 

90 

118 

92 

35 

859 

Number  having  between  10  and  11  per 

10 

2 

2 

13 

11 

7 

43 

14 

13 

13 

15 

147 

cent,  total  eolide. 

Number  having  between  0  and  10  per 
eent.  total  a^ds. 

2 

7 

1 

2 

3 

3 

7 

7 

2 

3 

5 

45 

Number  having  between  8  and  9  per  cent. 

1 

- 

— 

1 

1 

-. 

1 

- 

— 

1 

5 

total  aolids. 

Number  having  len  than  8  per  cent,  total 

— 

1 

— 

1 

_ 

1 

w. 

1 

— 

2 

10 

aolidB. 

Number  of  aamplee  of  alummed  milk 

1 

3 

-. 

2 

0 

1 

1 

2 

— 

2 

4 

23 

above  atandard. 

Number  of  aamplea  of  skimmed  milk 

~ 

2 

1 

4 

2 

1 

2 

1 

- 

3 

17 

below  atandard. 

Number  of  aamplea  of  watered  milk, 

15 

3 

3 

10 

7 

5 

13 

03 

14 

27 

13 

90 

192 

Number  of  aamplea  above  atandard, 

413 

280 

200 

372 

328 

539 

374 

258 

357 

497 

397 

272 

4.353 

50 

30 

20 

79 

90 

07 

57 

210 

116 

134 

100 

54 

1.043 

Total  aamplea  collected,  .... 

472 

322  280 

451 

434 

000 

431 

408 

473 

031 

508 

330 

5.396 

It  will  be  seen  from  the  first  three  tables  that  the  quality  of  milk 
obtained  from  towns  is  better  than  that  obtained  from  cities,  averaging 
12.96  per  cent,  solids  in  towns  and  12.8  per  cent,  solids  in  cities;  while 
the  milk  obtained  from  the  suspected  producers  is  lower,  as  would  nat- 
urally be  expected,  the  average  solids  of  the  samples  not  declared  adulter- 
ated being  12.63  per  cent.  Of  the  total  samples  collected  during  the  year 
80.7  per  cent,  were  above  the  standard,  and  if  we  eliminate  the  samples 
obtained  from  suspected  producers  and  compare  the  milk  from  cities  and 
towns  as  it  is  sold  to  the  consumer,  83  per  cent,  of  the  samples  collected 
were  above  the  standard. 

The  composition  of  the  milk  brought  in  this  year  is  of  a  little  higher 
grade  than  that  collected  last  year,  the  average  for  1909  of  the  good 
{samples  being  12.78  per  cent,  solids  and  4.10  per  cent  fat;  and  the 
percentage  of  samples  above  standard  were  slightly  higher,  as  in  1909 
but  77  per  cent,  were  above  the  standard.  These  figures  for  the  past  four 
years  are  summarized  in  the  following  table :  — 
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Compari8(m  of  MUk  SlaUdica  during  Four  Yean. 


• 

Emtxrb  CoLLBcnoif . 

CoLUBcnoM  raoM  Citim 
AND  Towns. 

1 

AvBBAoa  or  Samtlbb 

MOT  DBOJOIBD  ADUU- 
raSATBD  (PXR  CXNT.). 

Ybas. 

Total 
Samples. 

Above 
Stand- 
ard. 

Per 

Cent, 
above 
Stand- 
ard. 

Total 
Samples. 

Above 
Stand- 
ard. 

Per 

Cent, 
above 
Stand- 
ard. 

Scdids. 

Fat. 

fldids 
not  Fat. 

1907,    . 
1906,   . 
1900.    . 
1910.    . 

2.992 
8.984 
4.611 
6.396 

2,000 
2,764 
8.684 
4.353 

66.9 
70.4 
77.7 
80.7 

2,602 
8,418 
8.926 
4.817 

1.766 
2,681 
3,174 
4.001 

67.8 
74.1 
80.7 
83.0 

12T78 

12.86 

mm 

4T0I 

4.02 

8*77 
8.8S 

Average  of  Sampka  of  MiUc  not  declared  AdtiUerated  obtained  from  the  Different 

Coimtiee, 


COUNTT. 


Solids  (Per 
Cent.). 


Fat  (Per 

CMlt.). 


Solids  not  Fat 
(Psr  Cent.). 


Nantucket, 

Franklin. 

Berkshire, 

Dukes, 

Barnstable, 

Woroester, 

Hami>den, 

Bristol, 

Plymouth, 

Hampshire, 

Essex,  . 

Middlesex. 

Suffolk, 


18.40 
18.43 
13.33 
13.24 
13.12 
13.07 
13.06 
13.02 
18.00 
12.82 
12.77 
12.63 
12.61 


4.74 
4.40 
4.2s 
4.47 
4.32 
4.20 
4.03 
4.26 
4.00 
3.96 
4.00 
3.84 
3.81 


8.75 
9.01 
0.06 
8.77 
8.80 
8.87 
9.08 
8.76 
8.91 
8.86 

8.n 
8.79 

8.80 


( 

Quality  of  Average  MUk  ooUected 

• 

Number 

Average 

Solids 

(Per 

Cent.). 

Aversce 

Average 

Solids 

Number 

Avenge 

Solids 

(Per 

Cent.). 

1 

Avwnsse 

Fkt  (nr 

Av«n» 

Solids 

of  Sam- 

Fat  (Per 

not  Fat 

of  Sam- 

no* Fat 

ples.> 

Cent.). 

(Per 
Cent.). 

ples.' 

Cent.). 

Cent.). 

iiio. 

December,     . 

467 

18.09 

4.12 

8.07 

438 

13.19 

4.16 

•  01 

1910. 

327 

12.78 

3.89 

8.89 

314 

12  86 

399 

8.87 

February, 

276 

13.02 

4.05 

8.97 

266 

13.09 

4.00 

900 

llarch.  . 

451 

12.76 

3.99 

8.n 

434 

12.85 

4.05 

8.90 

iS^:  : 

424 

12.61 

3.81 

8.80 

404 

12.80 

384 

686 

606 

12.86 

4.01 

8.86 

588 

12.95 

4.24 

sn 

June.     . 

429 

12.79 

8.99 

8.80 

410 

12.90 

408 

8.17 

July.      . 

472 

12.12 

3.71 

8.41 

404 

12.89 

3.80 

889 

Aucust, 
September, 

463 

12.57 

8.94 

8.63 

441 

12.88 

4.01 

t.67 

579 

12.64 

3.93 

8.71 

549 

12.74 

3.07 

S77 

October, 

499 

12.76 

8.96 

8.83 

484 

12.82 

3.96 

888 

November,    , 

305 

12.86 

4.00 

8.86 

300 

13.16 

4.19 

897 

i  Total  samples  collected,  exclusive  of  enam  and  known  parity  samples, 
s  Above  samples  exclusive  ot  samples  declared  skimmed  and  watered. 
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Tables  have  been  made  showing  the  quality  of  the  average  milk  col- 
lected^ by  months^  and  the  quality  of  the  average  samples  collected  from 
the  different  counties. 

It  will  be  seen  from  the  table  of  milk  by  counties  that  the  milk  from  the 
western  part  of  the  State  is  superior  to  that  of  the  eastern  part;  and^  as 
would  be  expected,  in  those  counties  where  there  are  a  number  of  large 
cities,  the  quality  of  the  milk  is  lower  than  in  counties  with  fewer  number 
and  smaller  cities. 

The  average  quality  of  milk,  by  months,  is  very  similar  to  that  of  the 
milk  collected  a  year  ago,  except  that  the  general  average  is  slightly 
higher  in  all  months.  The  lowest  quality  of  milk  was  found  in  the 
month  of  July,  as  it  was  last  year. 

A  larger  number  of  watered  samples  were  found  this  year  than  in 
previous  years,  but  this  is  owing  to  there  having  been  more  samples 
collected. 

In  1908  but  33  samples,  or  3.4  per  cent.,  out  of  3,934  collected  were  de- 
clared watered.  In  1909,  185,  or  4  per  cent.,  out  of  4,611  samples  col- 
lected were  declared  water,  and  in  1910,  193  samples,  or  3.6  per  cent.,  of 
5,396  samples  collected  were  declared  watered.  It  would  seem  that  there 
is  a  constant  adulteration  of  milk  going  on  which  amounts  to  about  3.5 
per  cent,  of  the  market  milk,  but  this  figure  is  undoubtedly  too  high  on 
account  of  the  large  number  of  samples  taken  from  suspected  people. 

The  Legislature  in  1910  passed  a  bill  legalizing  the  sale  of  low-stand- 
ard milk  by  the  producer  provided  the  fat  is  above  the  standard.  Owing 
to  the  fact  that  our  standard  is  a  skimmed  milk  standard,  milk  with 
solids  above  11.60  per  cent,  will,  as  a  rule,  be  above  3.35  per  cent,  in  fat. 
This  law,  then,  practically  lowers  the  standard  of  solids  for  the  producer 
from  12.15  per  cent,  to  11.60  per  cent.,  while  the  retailer  who  buys  this 
milk  cannot  sell  it  without  being  liable  to  a  fine. 

Examples  of  such  milk  will  be  found  in  the  milk  obtained  from  sus- 
pected producers  in  Medfield,  Saugus  and  West  Springfield.  Such  milk 
can  be  legally  sold  in  this  State  by  the  man  who  produces  it,  but  it  has 
less  food  value  than  some  of  the  milk  samples  which  have  been  subject 
to  successful  prosecutions  against  the  dealer  who  sold  them. 

The  analyses  of  several  of  these  samples,  together  with  their  food 
values,  are  given  below:  — 
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Comparison  of  Loic-ffrade  Pure  Milk  wUh  AdtiUerated  Milk. 


Number 
of 

Samples. 

Averan 

Solids  (Per 
Cent.). 

Average 

Fat  (Per 
Cent.). 

Average 

Solids  wH 

Fat  (Per 

Cent.). 

Calorica 
Gram. 

Low-grade  milk  from  Saugiu, 

17 

11.88 

3.37 

8.51 

683.8 

Low-icrade  milk  from  Medfield, 

11.73 

3.75 

7.96 

6759 

Low-grmde  milk  from  West  Springfield, 

21 

U.M 

8.50 

8.45 

681.9 

Watered  milk 

12.00 

4.00 

8.00 

7000 

Watered  milk 

12.00 

4.30 

7.70 

715.6 

Watered  milk 

12.24 

4.40 

7.84 

7».« 

Skimmed  milk,        .... 

12.26 

3.10 

9.06 

669.  t 

Skimmed  milk 

12.40 

3.30 

0.30 

674.8 

Skimmed  milk 

12.00 

3.40 

9.90 

608.4 

Average  of  42  low-grade  samples.    . 

- 

11.90 

3.46 

8.44 

688.6 

Average  of  6  adulterated  samples,  . 

- 

12.25 

3.76 

8.50 

697.3 

The  3  samples  of  skimmed  milk  were  obtained  from  a  milkman  who 
was  fined  $50  for  the  sale  of  the  milk.  The  3  samples  of  watered  milk 
came  from  3  different  farmers^  each  of  whom  paid  a  $50  fine.  If  we 
were  to  mix  these  6  samples  of  milk  we  would  have  a  sample  of  skimmed 
and  watered  milk  with  solids  of  12.25  per  cent.,  fat  of  3.75  per  cent., 
s»olids  not  fat  of  8.5  per  cent.,  and  a  food  value  of  697.5  calories  per 
gram.  This  milk,  which  it  is  illegal  to  sell,  and  which  is  adulterated  to 
an  extent  of  about  20  per  cent.,  is  better  milk  and  has  a  greater  food 
value  than  a  mixture  of  the  42  samples  of  pure  milk  which  it  would  he 
legal  for  the  producer  to  sell,  the  composition  of  which  would  be  total 
solids  11.90  per  cent.,  fat  3.46  per  cent.,  solids  not  fat  84.4  per  cent.. 
with  a  food  value  of  668.8  calories  per  gram. 

The  breeders  of  heavy  milking  cows  claim  that  the  milk  from  such 
cows  is  superior  to  that  of  Jersey  cows,  by  reason  of  its  low  fat  content. 
If  a  person  wishes  a  milk  of  low  fat  content  it  would  be  much  more 
economical  to  purchase  two  quarts  of  Jersey  milk  at  10  cents  per  quart 
and  one  quart  of  skimmed  milk  at  2  cents  per  quart,  when  by  mixing 
the  two  and  adding  10  per  cent,  of  water,  he  would  obtain  3.3  quarts  of 
milk  for  22  cents  corresponding  in  quality  to  low-grade  Holstein  milk, 
which  at  9  cents  per  quart  would  cost  30  cents. 

The  detection  of  added  water  in  milk  depends  upon  being  able  to 
show  abnormal  chemical  or  physical  constants,  which  can  be  explained 
only  by  the  addition  of  water,  there  being  no  test  which  will  distingiii?)) 
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between  the  water  which  may  be  added  to  the  milk  and  the  water  nat- 
urally present.  It  is  incumbent,  therefore,  upon  persons  engaged  in  the 
chemical  examination  of  milk  to  become  familiar  with  the  chemical  and 
physical  properties  of  milk  of  known  purity. 

A  study  of  the  published  analyses  of  milk  shows  an  extreme  variance, 
yet  if  we  study  the  methods  of  analysis  in  connection  with  the  figures  a 
great  deal  may  be  explained  by  incorrectness  of  the  methods  then  in 
use.  In  general,  all  milk  completely  drawn  from  healthy  cows  will  vary 
between  the  following  limits:  — 


Extreme  Limite 
(Per  Cent.). 


UbiuJ  limita 
(Per  Cent.). 


Herd  Milk 
(Per  Cent.). 


Total  solids.    . 

Fat, 

Proteins, 

Ash, 

Solids  not  fat. 

Milk  sufEar, 


10.(^17.0 
2.2-  9,0 
2.1-8.6 
0.^0.9 
7.6-11.0 
4.0-6.0 


10.5-16.0 
2.8-  7.0 
2.6-4.5 
0.7-  0.8 
7.7-10.0 
4.2-  5.6 


11.8-16.0 

3.2-  6.0 
2.5-  4.0 
0.7-  8.0 
8.0-  9.5 

4.3-  6.3 


If  we  depend  upon  the  solids,  fat  or  proteins  to  indicate  added  water, 
it  is  evident  that  considerable  adulterated  milk  will  escape  detection,  but 
if  a  minimum  figure  is  employed  for  ash,  solids  not  fat  or  sugar,  more 
adulterated  milk  will  be  discovered.  The  most  successful  methods  for 
the  detection  of  added  water  are  based  upon  the  milk  sugar  content,  and 
for  this  purpose  it  is  usual  to  prepare  a  milk  serum,  because  the  most 
variable  constituents  (the  fat  and  the  proteins)  remain  in  the  curd, 
while  the  serum  will  contain  the  sugar  and  the  ash,  which  are  the  least 
variable.  The  serum  may  be  prepared  by  allowing  the  sample  to  sour 
spontaneously,*  by  heating  with  acetic  acid ;  ^  or  calcium  chloride ;  ^  or  by 
treating  in  the  cold  with  asaprol  citric  acid  solution ;  *  or  copper  sul- 
phate.* The  copper  sulphate  method  used  in  the  food  inspection  lab- 
oratory of  the  Massachusetts  State  Board  of  Health  is  as  follows :  ^  — 

Dissolve  72.5  grams  of  crystallized  copper  sulphate  in  water  and  dilute 
to  1  liter.  This  solution  should  be  adjusted,  if  necessary,  so  that  it  will 
refract  at  36  on  the  scale  of  the  Zeiss  immersion  refract ometer  at  20®  C, 
compared  with  water  at  4®  C.  To  one  volume  of  the  copper  solution  add 
four  volumes  of  sweet  milk,  shake  well  and  filter.    The  filtrate  will  usually 

1  Matthes  A  MuUer.    Zeit.  OfTentl.  Chexn.,  10,  173. 
I  Leach  db  Lsrthgoe.    Jour.  Am.  Chezn.  Soe.,  2i,  1195. 

*  Aokennan.    Zeit.  Nahr.  Genuesm,  IS,  360. 

*  Baier  &  Neumann.    Zeit.  Nahr.  Qenuasm.,  IS,  369. 

*  Ljrthfoe.    Report  Maasachueetts  Stote  BoUrd  of  Health.  1908. 
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bo  clear  after  the  first  few  drops  have  passed  through.  A  determination 
of  the  refraction  or  specific  gravity  may  be  made  upon  the  clear  serum,  and 
if  below  the  minimum  for  pure  milk  the  sample  may  be  declared  watered. 

If  the  sample  is  sour  it  should  be  filtered  and  determinations  of  refrac- 
tion, specific  gravity  or  ash  made  upon  the  serum. 

The  examination  of  412  samples  of  milk  of  known  purity  from  indi- 
vidual cows,  361  being  obtained  by  this  department  and  51  being  exam- 
ined by  the  New  Jersey  State  Board  of  Health,  gave  the  following 
results. 

The  samples  varied  in  total  solids  from  17.17  per  cent,  to  10.18  per 
cent. ;  in  fat  from  7.7  per  cent,  to  2.35  per  cent. ;  in  solids  not  fat  from 
10.65  per  cent,  to  7.55  per  cent. 

The  refractions  of  the  copper  serum  were  found  to  be  between  the 
following  limits :  — 


NUMBBB  OP  SaUPLES. 

R«frBotion. 

NUMBKB  OP  SaMTLBS. 

lUfraetioB. 

20 

32 

70 

70 

06 

80.0  to  80.4 
80.6  to  80.0 
87.0  to  37.4 
37.6  to  87.0 
88.0  to  88.4 

06 

28 

12 

412 

88.6  to  SS.f 

80.0  to  80.4 
80.6  to  40  0 

The  examination  of  the  milk  from  28  herds  of  cows  gave  the  following 
results :  — 


NUMBBB  OP  BaMPLBS. 

R«f notion. 

NuMBBB  or  Bamplbb. 

RarfaetioB. 

4 

r   ;    :    :    :    :    : 

37.1  to  37.4 
37.6  to  37.4 
7S.0  to  38.4 

7 

38.6  to  38  7 

It  is  not  necessary  to  possess  a  refractometer  in  order  to  examine 
milk  serum ;  in  fact,  it  is  a  waste  of  money  to  purchase  one  if  it  is  to  be 
used  for  no  other  purpose,  or  unless  so  many  samples  are  to  be  examined 
each  day  that  the  saving  in  time  would  more  than  offset  the  price. 

The  specific  refraction  of  the  copper  serum  -^ •  -  is  not  exactiv 

71   +  2     o 

a  constant,  decreasing  slightly  as  the  refraction  grows  less,  but  it  is  suf- 
ficiently uniform  for  refraction  values  between  34  and  38,  that,  if  we 
know  the  refraction  at  20°,  we  may  calculate  the  specific  gravity  at  20° 
compared  with  water  at  4°  by  the  formula  — 


=  0.20526. 
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The  value  of  nD  corresponding  to  the  scale  reading  of  36  on  the  im- 
mersion refractometer  is  1,34124.  Substituting  in  the  above  formula  we 
find  that  d*^=  1.0245;  therefore,  if  a  refraction,  less  than  36  indicates 
added  water,  the  same  may  be  said  of  a  specific  gravity  less  than  1.0245 
at  20°  C.  referred  to  water  at  4°  C. 

The  relation  between  the  refraction  and  gravity  of  the  serum  from 
spontaneously  soured  milk  is  expressed  by  the  formula  — 


n'— 1       1 


n'  +  2    d^jfi- 


=  0.20607. 


As  38.3  represents  the  lowest  refraction  at  20°  C,  the  lowest  gravity 

at  ??C  is  1.0229. 

4** 

The  Influence  of  Added  Water  upon  the  Composition  of  Milh 

For  the  purpose  of  studying  the  influence  of  added  water  upon  milk  a 
sample  of  milk  above  the  average  in  solids  not  fat  and  refraction  was 
obtained,  and  to  this  sample  water  was  added  in  varying  amounts.  The 
samples  were  then  analyzed,  and  the  results  appear  below :  — 


Composition  of  a  Sample  of  Milk  systemaHcaUy  watered. 


SoUda 

(Per 

Cent.). 

Fat  (Per 
Cent.). 

Solids  not 

Fat  (Per 

Cent.). 

COPPKB  SbBUM. 

Added 

W«tar  (Per 

Cent.). 

Re- 
fraction, 
20». 

Specific 

Gravity, 

20- 

4* 

n«-l   1 

nH-2  4 

SoUda 

(Per 

Cent.). 

0 
10 
20 
SO 
40 
60 

18.18 

11.80 

10.54 

0.28 

7.91 

6.59 

4.20 
3.78 
3.86 
2.94 
2.52 
2.10 

8.98 
8.08 
7.18 
e.29 
5.39 
4.49 

88.5 
86.4 
34.4 
82.4 
30.6 
28.6 

1.0272 
1.0249 
1.0233 
1.0211 
1.0194 
1.0174 

0.20529 
0.20526 
0.20528 
0.20520 
0.20518 
0.20516 

6.09 
5.57 
5.05 
4.56 

4.10 
3.54 

A  study  of  the  above  table  shows  that  each  5  per  cent,  of  added  water 
lowers  the  refraction  by  one  scale  division,  and,  therefore,  in  order  to  de- 
tect 10  per  cent,  of  added  water  in  milk  the  milk  before  watering  must 
give  a  serum  refracting  below  38.  The  question  now  arises  as  to  what  are 
the  probabilities  of  this  happening.  Of  221  samples  of  known  purity 
milk,  124,  or  56  per  cent.,  gave  sera  refracting  below  38,  and  of  these 
samples,  107,  or  48  per  cent.,  were  below  12.78  per  cent,  in  total  solids, 
and  114,  or  61  per  cent.,  were  below  8.77  per  cent,  in  solids  not  fat.  The 
average  of  the  samples  of  milk  collected  by  the  State  Board  of  Health  in 
1909,  exclusive  of  samples  which  could  be  declared  skimmed,  watered 
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or  cream,  was  12.78  per  cent,  in  solids  and  8.77  per  cent  in  solids  not 
fat.  It  is  fair  to  presume  from  these  figures  that  the  average  of  the  1909 
collection  of  milk  in  Massachusetts  would  refract  below  38,  and  therefore 
10  per  cent,  of  water  could  be  detected  if  it  were  added  to  the  average 
milk  sold  in  this  State.  Probably  40  per  cent,  of  the  samples  collected 
would  have  given  sera  refracting  above  38,  and  in  these  cases  15  per  cent. 
of  added  water  could  have  been  detected  if  the  samples  had  been  adul- 
terated to  that  extent. 

The  Physical  and  Chemical  Properties  of  Skimmed  MUk,  Whole  Milk 

and  Cream, 

For  the  purpose  of  comparing  the  composition  of  whole  milk,  skimmetl 
milk  and  cream,  2  samples  of  milk  were  passed  through  a  separator  and 
analyses  were  made  of  the  whole  milk,  skimmed  milk  and  cream.  A 
sample  of  milk  was  then  watered  to  an  extent  of  about  20  per  cent.,  the 
watered  milk  separated,  and  analyses  were  made  of  the  whole  milk, 
watered  milk,  watered  skimmed  milk  and  cream.  The  results  of  these 
analyses  are  recorded  in  the  following  table :  — 


Analyaia  of  Samples  of  Milk,  Cream  and  Skimmed  Miik. 


8olidfl 

(Per 

Cent.). 

Fat  (Per 
Cent.). 

Proteinfl 

(Per 
Cent.). 

Ajih(Ftor 
Cent.). 

aoli<te 
not  Fat 

(Per 
Cent.). 

Sugar 

(Per 

Cent.). 

Btfne- 
tkmd 
Copper 
Srram. 
20*. 

Sample  1 :  — 

CrMm,  .... 

41.71 

38.20 

2.16 

0.45 

551 

2.90 

37.8 

Whole  mUk.  . 

12.52 

3.80 

3.22 

0.70 

8.72 

4.80 

S8.S 

Skimmed  milk.     . 

9.57 

0.62 

848 

0.75 

8.95 

4.85 

38.5 

Sample  2:  — 

Cream 

32.84 

26.00 

2.75 

0.54 

6.84 

3.65 

n.8 

Whole  milk,  . 

12.92 

3.90 

3.41 

0.76 

9.02 

4.85 

n9 

Skimmed  milk.     . 

9.48 

0.30 

3  48 

0.80 

9.18 

4.90 

37.9 

Sample  3:  — 
Whole  milk.  . 

12.97 

3.90 

3.38 

0.74 

9.07 

4.95 

S8.S 

Watered  eraam,     . 

35.87 

30.00 

2.75 

0  42 

5.87 

2.70 

34  S 

Watered  milk. 

10.48 

3.20 

2.72 

0.61 

7.28 

3.95 

34  4 

Watered  tkimmed  milk. 

7.67 

0.20 

2.73 

0.59 

7.47 

4.15 

34.4 

These  figures  show  that  the  solids  not  fat  of  skimmed  milk  are,  as  one 
would  expect,  greater  than  the  solids  not  fat  of  the  whole  milk  from 
which  it  has  heen  separated,  and  the  solids  not  fat  of  the  cream  are  less. 
It  also  shows  that  the  refraction  of  the  serum  of  cream  and  skimmed 
milk  is  practically  the  same  as  that  of  the  whole  milk  from  which  thej 
had  been  prepared,  and  that  a  low  refraction  of  the  serum  will  show 
added  water  in  cream  as  well  as  in  milk. 
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Gofee  Extract 

All  the  samples  examined  during  the  year  were  found  free  from  pre- 
serratives. 

In  testing  a  sample  of  coffee  extract  for  benzoic  acid  by  extracting 
the  sample  with  ether  and  testing  the  ether  extract  in  the  usual  way 
with  ferric  chloride,  a  precipitate  was  obtained  corresponding  to  the 
precipitate  of  ferric  benzoate^  except  in  color.  Upon  subliming  this  pre- 
cipitate,  the  crystals  did  not  have  the  characteristic  appearance  of  ben- 
zoic acid. 

The  original  sample  was  then  subjected  to  distillation  with  steam, 
and  the  distillate  evaporated  in  alkaline  solution,  the  solution  made  acid, 
extracted  with  ether  and  the  ether  extract  extracted  with  ammonia. 
Upon  evaporation  of  the  ammoniacal  solution  and  the  addition  of  ferric 
chloride  a  precipitate  was  obtained  which  was,  aa  before,  dark  in  color, 
and  on  subliming  did  not  give  the  characteristic  crystals  of  benzoic  acid. 

A  sample  of  coffee  extract  was  then  made  from  pure  coffee,  and  upon 
repeating  the  test  on  this  extract  it  was  found  to  behave  the  same  as  the 
commercial  extract.  A  large  number  of  extracts  were  made  from  differ- 
ent varieties  of  coffee,  and  in  all  cases  they  reacted  in  the  same  manner. 
This  substance  which  was  extracted  with  ether  waa  found  to  give  precipi- 
tates with  salts  of  manganese^  nickel,  magnesia,  calcium,  barium,  as 
well  as  copper  and  iron,  while  benzoic  acid  will  give  precipitates  with 
only  copper  and  iron  salts;  and  from  this  the  following  methods  have 
been  devised  for  the  detection  of  benzoic  acid  in  coffee  extract. 

Make  the  sample  acid  and  extract  several  times  with  ether;  wash  the 
combined  ether  extract  with  water  and  extract  with  ammonia ;  evaporate 
the  ammoniacal  extract  to  a  small  volume  and  add  a  solution  of  manga- 
nese sulphate.  Filter  out  the  precipitate  and  wash.  Concentrate  the 
filtrate,  if  necessary  adding  a  few  drops  of  ammonia  to  prevent  the  sam- 
ple from  becoming  acid,  and  to  this  solution  add  a  solution  of  ferric 
chloride.  In  the  presence  of  benzoic  acid  a  dark  greenish  precipitate 
will  occur.  If  benzoic  acid  is  absent  no  precipitate  will  occur.  Evap- 
orate this  precipitate  to  dryness  and  sublime  by  placing  an  inverted  fun- 
nel in  the  dish  and  heating.  Some  of  the  sublimed  crystals  may  then 
be  placed  in  a  capillary  tube  and  the  melting  point  taken,  which,  if  the 
substance  is  benzoic  acid,  will  be  121.4^  C. 

The  rest  of  the  crystals  may  be  dissolved  in  ammonia,  the  excess  of 
anunor*  '^\  and  ferric  chloride  added,  when  the  characteristic 

flsA  *  if  benzoic  acid  is  present. 


it 
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Cream. 

One  hundred  and  four  samples  were  examined  during  the  year,  and 
in  no  case  was  any  calcium  sucrate  found.  The  6  samples  of  cream 
reported  adulterated  contained  less  than  15  per  cent,  of  fat. 

Cream  of  Tartar, 

Sixteen  samples  were  examined,  of  which  4  were  adulterated.  These 
consisted  of  the  usual  mixture  of  calcium  acid  phosphate,  calcium  sul- 
phate and  starch. 

Dried  Fruits, 

Fourteen  samples  were  examined,  4  of  which  contained  sulphur  diox- 
ide in  quantities  varying  from  0.04  per  cent,  to  0.20  per  cent.  Samples 
found  free  from  sulphites  consisted  of  dried  apples,  dried  olivee  and 
dried  currants.  The  sulphites  were  found  in  all  the  samples  of  dried 
apricots. 

Flavoring  Extracts, 

Seventy-two  samples  were  examined,  8  of  which  were  reported  a<» 
adulterated.  These  consisted  of  6  samples  of  lemon  extract,  1  sample  of 
orange  extract  and  1  of  vanilla  extract.  The  following  table  gives  the 
list  of  adulterated  lemon  extracts.  The  vanilla  extract  reported  as  adul- 
terated was  a  compound  vanilla  and  tonka  extract  labeled  in  too  fsmall 
a  type.  The  orange  extract  contained  but  a  trace  of  orange  oil  and  bore 
no  brand  or  name  of  manufacturer. 

Lisi  of  Adulterated  Lemon  Extrads. 

Manutactuhbb  oh  Brand.  I  AddroM.  Result  of  Analjrnt. 


Geo.  8.  HuU  ft  Co.. 


Plari*  Chemical  Company, 
The  Qoodwin  Company, 
Coleman  Specialty  Company, 


I  3.7  per  cent,  lemon  ofl. 


Lowell, 4.4  per  cent,  lemon  ofl. 

0.29  per  cent,  lemon  ofl. 
Woroeeter !  O.U  percent,  lemon  ofl. 


Cambridie, 
Boston, 


0.0  per  cent,  lemon  ofl. 
0.0  per  cent,  lemon  ofl. 


Fruit  Juices, 

Twenty-one  samples  were  examined,  and  all  but  1  sample  were  found 
free  from  preservatives.  This  adulterated  sample  was  labeled  **  West 
India  Lime  Juice,"  put  out  by  Hans  Johnson  Company,  Cienfuegos, 
West  India  Islands.  It  was  preserved  with  salicylic  acid  and  contained 
65  per  cent,  of  added  water. 
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Jams  and  Jellies, 

Two  samples  of  the  56  examined  were  found  to  be  adulterated.  These 
were  samples  of  maraschino  cherries.  One,  from  the  S.  S.  Pierce  Com- 
pany, contained  0.02  per  cent,  sulphur  dioxide;  the  other,  a  sample  of 
White  Swan  Maraschino  Cherries,  put  up  by  the  Mahlovitch-Fletcher 
Company  of  Cincinnati,  0.,  contained  0.12  per  cent,  sodium  benzoate. 
The  amount  of  the  preservative  was  not  marked  in  either  case. 

Lard. 

One  hundred  and  foriy-seven  samples  were  collected  during  the  year, 
of  which  83  proved  to  be  pure.  The  other  64  samples  were  the  usual 
cottonseed  oil,  and  beef  or  lard  stearine  mixture. 

Mali  Liquors. 

All  the  samples  of  malt  liquor  examined  during  the  year  were  found 
to  be  free  from  preservative. 

Maple  Sugar. 

Twenty-seven  samples  of  adulterated  maple  sugar  were  obtained  dur- 
ing the  year  from  a  total  of  67  samples  collected,  the  adulterant  in  all 
cases  being  cane  sugar.  The  percentage  of  cane  sugar  in  the  adulter- 
ated samples  varied  from  30  per  cent,  to  95  per  cent. 

Maple  Syrup. 

One  sample  of  adulterated  maple  syrup  was  obtained  during  the  year. 
This  sample  was  labeled  '^Milford  Griddle  Cake  Syrup."  It  was  largely 
a  cane  sugar  syrup,  containing  only  2.6  per  cent,  of  maple  syrup. 

Meat  Products. 

Two  hundred  and  eighty-two  were  examined,  of  which  85  were  re- 
ported adulterated.  These  consisted  of  13  samples  of  hamburg  steak, 
containing  sodium  sulphites ;  71  samples  of  sausages  contained  cereal  or 
preservatives,  and  1  sample  of  sausage  meat  contained  cereal. 

Olive  Oil 

One  hundred  and  forty-eight  samples  were  examined,  of  which  41  were 
adulterated,  the  adulterant  in  all  cases  being  cottonseed  oil,  the  amount 
▼aiying  from  16  per  cent,  to  100  per  cent. 

The  Halphen  test  was  found  suflBcient  to  detect  the  adulterant  in  all 
cases,  and  for  quantitative  purposes  the  index  of  refraction  was  found 
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sufficient.  In  most  cases^  as  in  last  year,  the  majority  of  the  samples 
were  obtained  from  the  Italian  or  Greek  dealers.  Some  brands  of  olive 
oil  were  found  adulterated  with  cottonseed  oil  in  amounts  varjring  from 
0  per  cent,  to  100  per  cent.  It  was  learned  that  this  was  due  to  the 
peculiarity  of  the  Italians  making  the  mixture.  They  were  said  to  have 
added  a  barrel  of  olive  oil  to  one  of  cottonseed  oil  and  then  filled  the 
cans  without  any  further  mixing  of  the  two  oils.  This  would  account 
for  the  different  percentage  of  cottonseed  oil  in  the  same  brand  of 
olive  oil. 

The  following  is  the  list  of  the  adulterated  brands  of  olive  oil :  — 


List  of  Adtdteraied  Olive  Oil, 


Brand. 


Manufacturer  or  Wholesaler. 


Reeult  of  Aiudyna. 


S.  Giovanni  Brand,    ..... 

OlioD'oliva 

Olio  Sopraffino,  "Madonna**  Brand, 
Olio  Sopraffino,  "VitUi"  Brand. 
Olio  Sapraffino,  La  Favorita  Brand, 
Prodotti  di  olii,  Olio  Sopraffino, 

Elaion  Kalamon, 

Superfine  Olive  Oil, , 

Universal  Brand  Pure,       .        .        .        'i 

\  > 
Italian  Olive  Oil  compounded  with  salad  i 
oU.  I 

Olio  Sopraffine  per  Esportaiione, 

Olio  Finisnmo  D'OUva  Vertine  R.  Ditalia  | 
Bnnd.  ■ 

Pure  Olive  Oil,  Lucca  Mulino  Brand, 

Sorrento  Olive  Oil,  Savoia  Brand,     . 

Olio  Puro  D'Oliva  Garantite  Torelli  Brand. 

Prodotti  luliani  Olio  D'Oliva  Sopmffine, 


W.  P.  Bemacussi,  N.  Y., 


R.  Antinotti  Lucca,  Genoa, 
Italy. 


F.  BertoUi.  Lucca,  Tuscany. 


Frank  Gonad,  N.  Y.,    . 
Albert  Branselli  A  Co.. 


Santarscrio  db  Teleeca,  . 

F.  Femicci,  Lucca,  Tuscany, 


90  per  cent,  cottonseed  chI. 

40  per  cent,  cottonseed  oil. 
100  per  cent,  cottonseed  oil. 
100  per  cent,  cottonssed  oil. 

20  per  cent,  cottonssed  oiL 

00  per  cent,  cottonseed  oil. 

20  per  cent,  cottonseed  oil. 
;    35  per  cent,  oottuiseed  oil. 

*  95  per  cent,  cottonseed  oil. 

I    20  per  cent,  cottonseed  oil. 

I    80  per  cent,  cottonseed  oiL 

I 

i    70  per  cent,  cottonseed  oiL 

■    80  per  cent,  cottonseed  oil 

I 

'  100  per  cent,  cottonssed  oil. 
I 
16  per  cent,  cottonssed  ofl. 


Pastry. 

Twenty-four  samples  were  examined  during  the  year,  of  which  2  were 
reported  as  adulterated.  One  of  these  was  a  sample  of  pie  filling  which 
contained  benzoic  acid ;  the  other  a  sample  of  sweet  crackers  containing 
a  large  number  of  worms  and  a  large  amount  of  dirt. 

Fourteen  samples  of  ice-cream  cones  were  examined,  with  special  ref- 
erence to  the  presence  of  preservatives,  and  in  all  cases  the  samples  were 
found  free  from  preservatives. 
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Peanuts, 

A  single  sample  of  peanuts  reported  adulterated  was  a  sack  of  peanuts 
seized  at  the  Brockton  Fair.  The  peanuts  were  all  old  and  dried  up, 
contained  a  number  of  worms  and  were  not  fit  for  human  food.  The 
vender  was  convicted  for  the  sale  of  decomposed  vegetable  substance. 

Proprietary  Foods, 

Fifteen  samples  were  examined,  of  which  5  contained  more  or  less 
alcohol  without  the  proper  labeling. 

List  of  Proprietary  Foods  containing  Alcohol. 


Naub. 

Dealer. 

Alcohol 
(Per  Cent.). 

Roek  Rye  and  Honey,       .... 
Fruit  0  Brand  Lemon,  Pineapple,  Hore- 
hound,  Rook  and  Rye. 

Reea  Orance  Tonica. 

Empire  Brand,  Apple  and  Honey,    . 
Hichland  Malt  Extract.     .... 

Wood,  Pollard  ft  Co.,  Boston. 
New  York  Pure  Food  Cordial  Company, 
New  York. 

Ridey  ft  Co.,  New  York 

G.  F.  Coshland  ft  Co.,  New  York, 
Sprinsfield  Breweries  Company,   . 

35.12 
19.00 

22.73 

37.00 

6.71 

Syrup. 

The  single  adulterated  sample  was  a  sample  of  raspberry  cordial  put 
up  by  X.  Mackie-Scott  &  Co.,  Leith,  Scot.,  and  contained  salicylic  acid. 
The  other  14  samples  were  found  free  from  preservative. 

Table  Sauce. 

Twenty-four  samples  were  examined,  1  of  which  was  reported  adul- 
terated. This  sample  was  Bishop's  Chili  Sauce,  prepared  by  Bishop  & 
Co.,  Los  Angeles,  San  Francisco  and  "Sew  York.  It  was  found  to  con- 
tain 0.52  per  cent,  of  sodium  benzoate,  and  was  labeled  to  contain  0.1 
per  cent,  sodium  benzoate. 

Vinegar. 

One  hundred  and  seventeen  samples  of  vinegar  were  examined,  of 
which  36  did  not  conform  to  the  statute  requirements.  Several  of  these 
were  wine  vinegar,  sold  by  the  Italian  grocery  stores  and  saloons,  the 
samples  not  being  suflSciently  acidified.  The  per  cent,  of  acid  was  as  low 
as  2.84  in  1  sample  of  wine  vinegar. 

One  sample  of  cider  vinegar  put  out  by  the  Standard  Company  of 
Hartford,  Conn.,  was  found  not  to  be  cider  vinegar,  and  was  colored 
with  caramel.  A  number  of  samples  were  obtained  of  Fleischmann's 
so-called  syrup  vinegar.  These  were  found  to  consist  of  a  distilled 
vinegar  containing  molasses  or  a  molasses  vinegar  as  a  coloring  matter, 
the  amount  of  distilled  vinegar  present  being  estimated  at  about  80  per 
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cent.  The  analysis  of  a  sample  of  this  vinegar,  together  with  the  analy- 
sis of  a  sample  of  molasses  vinegar  made  in  the  laboratory^  and  dilutions 
of  the  same  with  distilled  vinegar^  are  shown  in  the  accompanying  table. 

In  the  examination  of  the  mixtures  of  molasses  and  distilled  vinegars 
the  phosphates  and  reducing  sugars  were  calculated^  the  actual  determi- 
nations being  made  in  the  molasses  vinegar  only.  All  the  other  figures 
were  actually  determined. 

The  increase  of  color  absorption  with  fuller's  earth  as  the  sample  is 
diluted  with  the  distilled  vinegar  is  remarkable.  All  the  color  determi- 
nations were  made  with  a  Dubosque  colorimeter,  two  readings  being 
made>  then  the  tubes  reversed  to  compensate  for  any  variation  in  the 
lighting  and  two  more  readings  taken.  These  four  readings  were  aver- 
aged and  color  absorbed  calculated  from  the  averages. 

The  same  phenomenon  was  also  noticed  with  another  sample  of  mo- 
lasses vinegar. 


CamposiHon  of  Mixtures  of  Molasses  Vinegar  and  Distilled  Vinegar, 
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Wine, 

Thirty-eight  samples  were  examined,  10  of  which  wore  reported  adul- 
terated by  reason  of  the  presence  of  sulphur  dioxide.  The  type  of  the 
wine  together  with  the  amount  of  sulphur  dioxide  found  are  reported  in 
the  following  table.  Samples  of  claret,  angelica,  port  and  sherry  were 
found  free  from  sulphur  dioxide,  although  in  most  cases  sulphates  were 
present,  which  was  undoubtedly  due  to  the  sulphuring  of  the  barrel. 


Sulphur  Dioxide  in  Wine. 


Ttpx  or  WiKS. 


Anfelica. 
Claret,  . 
Chianti, 
HookheiBoer. 
MiseellaiMous, 


Sulphur 

Dioxide  (Per 

Cent.). 


TtPB  of  WfNR. 


I  Muscat, 
Port,      . 
RiealinK. 
Sauterne, 
Tokay. 


Sulphur 

DioKid9(FH 

Cent.). 


0.( 

0  001 

0.006 
0.007  toO 
0  001  to  0.012 


No.  34.] 


REPORT  OF  THE  ANALYST. 


361 


Sumnuary  of  Statistics  of  Food  exdtuiee  of  MiUe. 


Genuine. 

1 

< 

• 

1 

■ 

s 

1 

• 

1 

S 

< 

• 

3 

5 

Bakinff  powder. 

5 

- 

5 

Gluten  flour.    .... 

4 

- 

4 

BraakfMt  eexeel, 

- 

t 

2 

2 

Honey 

23 

- 

23 

Butter, 

84 

18 

102 

Horseradish,     . 

7 

- 

7 

Canned  fish,     .... 

21 

2 

83 

Hulled  com,     . 

1 

- 

1 

Canned  fruit  and  vegetables.  . 

23 

1 

24 

Jams  and  jellies, 

64 

2 

66 

Cheese 

15 

- 

16 

Lard 

83 

64 

147 

ader 

20 

6 

28 

Malt  liquors:  — 

Clams 

2 

- 

2 

Ale. 

7 

- 

7 

Clam  bouillon. 

1 

- 

1 

Beer,    . 

6 

- 

6 

Cocoa, 

20 

- 

20 

Malt  extract. 

3 

- 

3 

Coffee, .    . 

14 

- 

14 

Pbrter. 

1 

- 

1 

Coffee  extract. 

1 

- 

1 

Maple  sugar.    . 

40 

27 

67 

Condensed  milk. 

10 

4 

23 

Maple  syrup,    . 

16 

1 

16 

Confectioner}'. 

17 

- 

17 

Meat  products:  — 

Cornstarch 

1 

- 

1 

Beef  steak,  . 

1 

- 

1 

Cream, 

08 

6 

104 

Canned  meats,    . 

8 

- 

8 

Cream  of  tartar. 

12 

4 

16 

Hamburg  steak, 

27 

13 

40 

Dried  fruiU 

10 

4 

14 

Head  cheese. 

2 

- 

2 

Flavoring  extracts:  — 

Lambs'  tongues, 

2 

- 

2 

- 

1 

Mince  meat, 

16 

- 

16 

Cinnamon 

- 

1 

Pigs*  feet,    . 

1 

- 

1 

Ginger,        .... 

- 

2 

Poultry, 

1 

- 

1 

Lemon 

21 

6 

27 

Pressed  meat, 

5 

- 

6 

Maple.          .        .        .        . 

— 

1 

127 

71 

108 

Nutmeg 

- 

1 

Sausage  meat,     . 

1 

1 

2 

Orange,        .        .        .        . 

1 

2 

Tongue  cheese,    . 

1 

- 

1 

Peppermint, 

- 

4 

Tripe,  . 

6 

- 

6 

Raspberry,  .... 

- 

1 

Molasses,  . 

2 

- 

2 

Vanilla 

20 

1 

30 

Non-alcoholic  drinks, 

7 

- 

7 

Wintergreen. 

2 

- 

2 

Olive  oil,  . 

107 

41 

148 

Fruit  juioee:  — 

Oysters.    . 

2 

- 

2 

Grape 

13 

- 

13 

Pastrj'.     . 

22 

2 

24 

Lemon,        .        .        .        . 

1 

- 

1 

Peanuts,  . 

1 

- 

1 

1 

Lime 

3 

1 

4 

Peanut  butter. 

16 

- 

16 

Orange,        .... 

1 

- 

1 

Pickles,     . 

24 

— 

24 

Pineapple 

2 

- 

2 

PoUto  salad,    . 

1 

- 

1 
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Summary  of  Staiiattcs  of  Food  exdiiaive  of  MUk  —  Concluded 

'• 

1 
Genuine. 

Adulterated. 

Totab. 

1 

Genuine. 

Adulterated. 

• 

i 

i2 

Proprietary  foods,    . 

10 

5 

15 

Sugar, 

e 

1 
-  1        8 

Rye  meat,        .... 

- 

1 

Syrup, 

U 

1 

15 

Salad  droaainf , 

- 

4 

Table  sauce.     .... 

28 

1 

24 

Salad  oil 

- 

1 

Vinetar 

81 

38       117 

Shrimp, 

^ 

2 

1 

Wine 

Totals 

28 

10 

88 

1.840 

Smoked  fish,    .... 

1.308 

332 

Spices, 

flO 

- 

flO 

Dbuos. 

During  the  year  769  samples  of  drugs  have  been  examined.  Of  these, 
617  were  reported  as  pure  and  152  as  adulterated.  I'he  character  and 
quality  of  these  are  shown  in  the  table  on  page  372.  Only  such  drugs  as 
need  special  comment  will  be  discussed. 

Alcohol. 

Seventy-eight  samples  of  alcohol  were  collected,  70  of  which  conformed 
to  the  pharmacopoeial  requirements.  Seven  of  the  adulterated  samples 
were  so  reported  on  account  of  their  being  low  in  alcohol ;  the  percentage 
of  alcohol  varied  from  72  per  cent,  to  87  per  cent.  One  sample  was 
found  to  be  denatured  alcohol. 


Chlorinated  Lime. 

The  adulterated  sample  collected  was  branded  chloride  of  lime,  Phila- 
delphia Lye  and  Chemical  Company,  and  contained  but  26  per  cent,  of 
available  chlorine.  The  pharmacopoeial  requirement  is  30  per  cent, 
available  chlorine. 

Cocaine  Hydrochloride. 

The  9  samples  reported  adulterated  were  pure  cocaine  hydrochloride, 
but  were  illegally  sold. 

Fluid  Extract  of  Oinger, 

Two  samples  were  examined,  1  of  which  did  not  conform  to  the  phar- 
macopoeial requirements.  This  sample  was  water  soluble  extraet  of 
ginger  used  for  flavoring  and  not  the  medicinal  extract 
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Oin. 

Ten  samples  were  examined^  2  of  which  were  low  in  alcohol, 
contained  37.97  per  cent,  and  40.9  per  cent,  alcohol^  respectively. 


These 


Camphor  Linimeni. 

Forty-nine  samples  were  examined^  10  of  which  were  low  in  camphor. 
The  following  list  gives  the  name  of  the  druggist  and  the  percentage 
of  camphor  in  the  sample  in  5  cases.  The  other  5  samples  were  not 
according  to  the  United  States  Pharmacopoeia,  but  the  variation  from 
the  standard  was  so  slight  that  the  names  of  the  dealers  are  not  pub- 
lished. United  States  Pharmacopoeia  camphor  liniment  should  contain 
20  per  cent,  camphor. 

• 

List  of  AdvUerated  Samples  of  Camphor  Liniment. 


Namb  on  Label. 

Addreoa. 

Result  of  Analysis. 

ICarkell  Drug  Gompany,     .... 
Choate  Drug  and  Chemical  Company, 

R.G.  Coffin  &  Co 

Oak  Bluff*  Drug  Store,        .... 
A.  W.  Cunningham, 

Boston  and  Chelaea,     . 

Boston 

Nantucket 

Oak  Bluffs 

Springfield, 

15  per  cent,  camphor. 
13  per  cent,  camphor. 

4  per  cent,  camphor. 

4  per  cent,  camphor. 
15  per  cent,  camphor. 

Lithium  Citrate. 

Two  samples  of  lithium  citrate  tablets  were  examined,  both  of  which 
were  found  to  be  of  the  quality  represented  on  the  labels. 

Methyl  Alcohol. 

Six  samples  were  examined,  3  of  which,  classed  as  adulterated,  were 
sold  without  being  properly  labeled. 

Morphine  Pills. 

The  single  sample  of  morphine  pills  reported  as  adulterated  was  sold 
without  a  physician's  prescription. 


OUs. 

Samples  of  linseed,  cod  liver,  olive,  castor  and  turpentine  oils  were 
examined,  and  in  all  cases  were  found  to  be  pure. 
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Pepsin. 

Nine  samples  were  examined,  6  of  which  were  found  to  be  consid- 
erably deficient  in  digesting  properties. 


Proprietary  Medicines, 

Fifty-five  samples  were  examined,  43  of  which  conformed  to  the  law. 
The  following  table  gives  the  name  and  result  of  the  analysis  of  the  adul- 
terated samples:  — 

lAst  of  AdvUerated  Proprietary  Medicines. 


Namb. 


Raflttlt  of  Aiudyik. 


Coke  Dandruff  Cure  and  Hair  Tonic, 

Vino  de  Quina  y  Caoao,   . 

Fairbanka  Rook  Cordial, . 

Sun  Cholerine  Mixture,    . 

Dr.  Carpenter's  Equalising  Drops, 

Clayton  A  Ruwell'a  Standard  Wild 

Cherry  Cordial. 
Sun  Cholera  Mixture, 

ClMriera  Mixture, 

As-Ma-Syde, 

As-Ma-Syde  TableU, 

Boks  Cold  TableU.  . 

Kefaline  Headache  Cure, 


A.  R.  Brenner  Company,  New  York 

and  Chicafo. 
Dr.   Castillo,    Outierrei    Hermanos 

Jores. 
E.  L.  Monroe  Company,  Boston, 

Walker  Rintels  Company,  Boston,     . 


Adams  A  Co.,  New  York,  . 

Markell-Weston     Drug     Company, 

Chelsea. 
Morris,  Dnifsist,  Boston,  . 


Pierce  Drug  Company,  Boston, 
Kefaline  Company,     . 


30  per  cent,  wood  alcohol. 
18.03  per  cent,  alcohol. 
24  per  cent,  alcohol. 
68.32  per  cent,  alcohol. 
60 . 1  per  cent,  aloohol. 
18.88  per  cent,  alcohol. 
19.28  per  cent,  alcohol. 
56.40  per  cent,  alcohol. 
Cocaine. 
Acetanilid. 
Aoetaailid. 
Acetanilid. 


Spirit  of  Anise. 

One  hundred  and  twenty-two  samples  of  spirit  of  anise  were  exam- 
ined, 81  of  which  contained  10  per  cent,  of  anise  oil.  ITie  other  41  sam- 
ples were  low  in  anise  oil. 

The  anise  oil  was  assayed  as  follows :  — 

Place  10  cubic  centimeters  of  spirit  of  anise  in  a  Babcock  fat  bottle, 
add  20  cubic  centimeters  of  saturated  salt  solution,  shake  thoroughly, 
fill  the  bottle  with  salt  solution  and  shake  again,  add  salt  solution  to  fill 
the  neck  and  whirl  in  the  centrifuge  for  about  ten  minutes.  From  the 
oil  reading  the  per  cent,  of  oil  is  obtained  by  comparing  with  the  fol- 
lowing table,  compiled  from  investigations  made,  by  Mr.  C.  E.  ^[arsh 
of  this  department :  — 
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Per  Cent,  of  Anise 

Oil. 

Tenths  or  Scalb  or  ] 

SOTTLB. 

ScALB  or  BorrtB. 

.0 

.1 

.2 

.3 

.4 

.6 

.• 

.7 

.8 

.9 

0 

- 

0.7 

0.0 

1.1 

1.3 

1.6 

1.7 

1.9 

2.1 

23 

1 

2.6 

2.7 

2.9 

3.1 

3.3 

3.5 

3.7 

4.0 

4.2 

4.4 

2 

4.6 

4.8 

5.0 

6.2 

6.4 

6.6 

6.8 

6.0 

6.2 

6.4 

3 

6.6 

6.8 

7.0 

7.2 

7.4 

7.6 

7.9 

8.1 

8.3 

85 

4 

8.7 

8.0 

0.1 

0.3 

9.6 

9.7 

10.0 

10.2 

10.4 

10.6 

5 

10.8 

11.0 

11.2 

11.4 

11.6 

11.8 

12.0 

12.2 

12.4 

12.6 

The  index  of  refraction  may  be  used  to  corroborate  the  amount  of 
oil  found  by  the  centrifugal  method.  It  was  found  that  in  order  to  dis- 
solve any  appreciable  amount  of  anise  oil  in  alcohol  the  alcohol  must  be 
stronger  than  80  per  cent.,  and  from  this  fact  the  strength  of  the  alcohol 
used  is  assumed  at  95  per  cent,  in  the  following  table  compiled  by  Mr. 
Marsh.  If  the  per  cent,  of  oil  found  by  the  refraction  method  is-jnate- 
rially  different  from  that  found  by  the  centrifugal  method,  it  is  due  to 
the  use  of  wood  alcohol,  weak  alcohol,  oils  other  than  anise  or  to  other 
substances  in  solution,  and  the  further  examination  should  be  made. 


Akisr  Oil 

(Per  Cent.). 


Anise  Oil  (Per  Cent.). 


0.0 


0.1 


0.2 


0.3 


0.4 


0.5 


0.6 


0.7 


0.8 


0.9 


nD  25* 

0 

1.3635 

1.3636 

1.3638 

1.3639 

1.3641 

1.3643 

1.3645 

1.3«47 

1.3648 

1  3650 

1. 

52 

54 

56 

58 

59 

61 

63 

65 

66 

68 

2. 

70 

72 

74 

75 

77 

79 

81 

83 

85 

86 

3. 

88 

90 

92 

94 

96 

97 

99 

701 

703 

704 

4. 

706 

708 

710 

712 

714 

715 

717 

19 

21 

23 

5. 

25 

27 

29 

30 

32 

34 

36 

38 

39 

41 

6. 

43 

46 

46 

48 

50 

52 

54 

55 

57 

59 

7. 

61 

63 

64 

66 

68 

70 

71 

73 

75 

77 

8, 

79 

80 

82 

84 

86 

88 

80 

91 

93 

95 

9. 

96 

98 

800 

802 

804 

806 

807 

800 

811 

813 

10. 

814 

816 

18 

20 

21 

23 

25 

27 

39 

30 

The  presence  of  oil  of  fennel  would  be  shown  upon  polarization. 
United  States  Pharmacopoeia  spirit  of  anise  should  polarize  at  0.0,  its 
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index  of  refraction  at  25°  should  be  1.3814,  and  its  specific  gravity  at 
15°,  0.8546. 

It  wag  claimed  in  a  contested  case  that  the  action  of  light  on  spirit 
of  anise  would  reduce  the  amount  of  oil  in  the  sample.  To  determine 
this  point  a  sample  of  spirit  of  anise  was  prepared  aiid  was  divided  in 
two  portions,  one  bottle  being  kept  in  the  sun,  the  other  being  kept  in 
the  dark.  The  determination  of  the  index  of  refraction  and  of  the  oil 
separated  in  the  Babcock  bottle  have  been  made  at  intervals  during  nine 
months,  and  the  figures  obtained  in  all  of  the  tests  have  been  found  to  be 
within  the  experimental  error,  there  being  absolutely  no  change  in  the 
amount  of  oil  in  the  sample.  The  index  of  refraction  of  this  sample 
was  1.3816  at  20°,  and  the  calculated  amount  of  oil  present  was  10.3 
per  cent. 

One  sample  of  spirit  of  anise  was  allowed  to  stand  in  an  open  bottle, 
and  it  was  found  that  the  percentage  of  oil  increased  in  the  sample,  due 
to  the  evaporation  of  the  alcohol.  The  following  table  gives  the  per 
cent,  of  oil  in  this  sample  during  the  experiment :  — 

Spirit  of  Anise  left  in  Open  Bottle. 

After    0  days,  reading  of  bottle  was  4.8,  corresponding  to  10.4  per  cent.  oiL 

After   4  days,  reading  of  bottle  was  4.9,  corresponding  to  10.6  per  cent.  oiL 

After  10  days,  reading  of  bottle  was  5.2,  corresponding  to  11.2  per  eent.  oiL 

After  34  days,  reading  of  bottle  was  6.6,  corresponding  to  13.8  per  cent.  oiL 

After  42  days,  reading  of  bottle  was  7.5,  corresponding  to  15.0  per  cent  oiL 

After  50  days,  reading  of  bottle  was  8.7,  corresponding  to  17.4  per  cent  oiL 
After  72  da3rs,  reading  of  bottle  was  50.0,^  corresponding  to  100.0  per  cent.  oiL 

From  the  experiments  above  described  it  is  evident  that  if  spirit  of 
anise  below  standard  is  sold  by  a  druggist  it  became  so  because  he  did 
not  put  in  enough  anise  oil.  Several  druggists  claimed  that  they  added 
sufficient  oil,  and  therefore  the  oil  must  have  been  adulterated.  A  few 
submitted  the  anise  oil,  and  in  all  cases  the  oil  was  pure.  The  only  adul- 
terant that  could  possibly  be  in  anise  oil  in  order  that  a  tincture  made 
from  the  same  would  contain  less  than  10  per  cent,  of  oil  is  alcohol,  and 
undoubtedly  all  commercial  anise  oils  are  free  from  this.  The  druggist 
could  easily  ascertain  the  per  cent,  of  alcohol  by  adding  some  water  to 
a  sample  of  the  oil  and  shaking.  If  the  oil  was  adulterated  with  alcohol 
the  water  would  dissolve  in  the  alcohol  and  the  oil  would  separate.  By 
measuring  the  amounts  of  oil  and  water  before,  and  of  oil  and  alcohol 
after  shaking,  the  amount  of  alcohol  and  oil  in  the  sample  may  be  ap> 
proximately  determined. 

*■  1  eubie  Mmiineter  Ulwn,  remding  of  6.0  mtiltipUed  by  10  «■  W.O. 
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Complaints  have  been  made  by  druggists  about  collecting  samples  of 
spirit  of  anise  because  of  its  insignificance,  but  as  this  is  a  substance  that 
probably  all  druggists  make  upon  their  premises^  it  shows  the  care  they 
use  in  preparing  the  drugs  and  prescriptions  manufactured  on  the  prem- 
ises^ and  such  preparations  show  the  accuracy  of  the  druggist  in  com- 
pounding. The  druggist  is  supposed  to  be  an  intelligent  man,  and  it 
seems  that  an  intelligent  man  should  be  able  to  measure  one  volume  of 
anise  oil  and  dilute  it  with  sufficient  alcohol  to  make  ten  volumes.  A 
man  who  cannot  do  this  within  an  error  of  10  per  cent,  is  unfit  to  put 
up  a  prescription. 

The  following  gives  the  list  of  druggists  selling  spirit  of  anise  below 
80  per  cent,  of  the  United  States  pharmacopoeial  strength :  — 

List  of  AdvUeraied  Samples  of  Spirit  of  Anise, 


DSALIB. 


Addreas. 


Result  of  Analyaia. 


C.  R.  Hiltwri  4  Co., 
Bizby  Dnif  Store,  . 
M.  B.  CroweU  4  Co., 
Blake's  PhArmaoy, . 
Charlee  C.  Hearn,  . 
J.  W.  Patch  4  Co..  . 
Frank  J.  MeGarry,  . 
Deehan  Drug  Company, 
A.  B.  Kelly.     . 
Walter  J.  Keating,  . 
Hall  4  Lyon  Company, 
Frank  E.  McNabb, 
Parmenter  Pharmacy,     . 
T.  H.  FarreD,  . 
Fahey's  Pharmacy, 
A.  W.  Davis  4  Co., 
Concord  Drug  Company, 
East  Merrimac  Drug  Company 
Chioopee  Drug  Company, 
Charles  W.  King,     . 


Brockton  and  Campello, 

Brockton, 

Brockton, 

Brockton, 

Quinoy,     . 

Boston.     . 

Boston,     . 

Boston,     ... 

Lawrence, 

Lawrence, 

Lowell, 

Lowell, 

Boston,     . 

PitUfield. 

PitUfield, 

Lowell. 

Lowell, 

Lowell, 

Chioopee, 

Chicopee, 


2.5  per  cent. 

3.6  percent. 
5.9  percent. 
6.3  percent. 

6.3  percent. 

6.0  percent. 

2.1  percent. 
4.6  per  cent. 

3.4  per  cent. 

1.5  per  cent. 
6.4  percent. 

4.6  per  cent. 
7.6  per  cent. 
6.6  per  cent. 
6.3  per  cent. 
6.8  per  cent. 

4.8  percent. 

4.2  per  cent. 

4.9  percent. 
5.6  per  cent. 


anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 
anise  oil. 


Spirit  of  Nitrous  Ether. 

Fifteen  samples  were  examined^  5  of  which  were  found  to  be  up  to 
strength;  the  other  10  were  from  41  per  cent,  to  71  per  cent,  of  the 
TTnited  States  pharmacopoeial  requirements. 
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In  order  to  determine  the  rate  of  decomposition  of  spirit  of  nitrons 
ether  a  sample  was  made  np  according  to  the  pharmaoopceial  require- 
ments and  divided  into  two  portions,  one  of  which  waif  kept  in  the  dark 
in  an  amber-colored  bottle,  and  one  was  kept  in  the  light,  and  these  sam- 
ples were  assayed  from  time  to  time  during  four  months.  It  was  found 
that  the  sample  kept  in  the  light  decomposed  very  rapidly,  the  percentage 
of  United  States  pharmacopoeial  strength  becoming  reduced  from  101  to 
29  in  four  months,  while  a  sample  kept  in  the  dark  remained  over  80 
per  cent,  of  the  required  strength  for  two  months,  and  was  above  70 
per  cent,  of  the  required  strength  after  three  months. 

It  would  seem  from  these  figures  as  though  druggists  shotdd  be  able 
to  keep  their  spirit  of  nitrous  ether  up  to  at  least  80  per  cent  of  the 
pharmacopoeial  requirement  by  keeping  the  bottle  in  the  dark,  and  mak- 
ing up  a  new  lot  every  three  months. 

The  following  chart  shows  the  rate  of  decomposition  found  of  these 
two  samples  of  ether:  — 


Rate  of  Decomposition  of  Spirit  of  Nitrous  Ether. 
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Spirit  of  Camphor. 

Forty-six  samples  were  examined^  9  of  which  were  low  in  camphor. 
The  worst  one  contained  but  50  per  cent,  of  the  required  amount  of 
camphor;  the  others  were  between  80  per  cent,  and  90  per  cent,  of  the 
United  States  pharmacopoeial  requirements.  The  samples  were  tested  for 
wood  alcohol  with  negative  results. 


Whiskey. 

Eleven  samples  were  examined,  6  of  which  were  below  the  pharmaco- 
poeial requirements  in  alcohol.  The  lowest  sample  contained  36  per  cent, 
alcohol  by  volume.  All  the  samples  were  examined  for  wood  alcohol, 
with  negative  results. 

Spirit  of  Peppermint. 

Seventy  samples  were  collected  and  14  were  found  to  contain  less  tlian 
10  per  cent,  of  peppermint  oil,  6  of  which  contained  from  8  per  cent,  to 
9  per  cent.  The  following  table  gives  the  list  of  dealers  selling  this 
drug  below  80  per  cent,  of  the  United  States  phannacopceial  strength, 
and  the  results  of  the  analyses  of  the  samples.  From  three  of  these 
stores  2  poor  samples  were  obtained,  and  the  lowest  sample  is  reported 
in  each  case. 

List  of  Adulterated  Samples  of  Spirit  of  Peppermint. 


DBuoom. 

AddrMs. 

Result  of  Analjrua. 

Wm.  Jj.  Dftviii.  .        .        .        .        r 

Worooflter.  ..... 

6.11  per  cent,  peppennint  oil. 

H^  wLm  BtxtttL^       -         .         -          -          . 

Woroester 

6.00  per  cent,  peppermint  oil. 

OMde  Sauaro  Drue  Company, 

Boston 

6.30  per  cent,  peppermint  oil. 

Geo.  H.  Hartwell 

Southbridce,      .... 
Botton, 

4.60  per  cent,  peppermint  oil. 
5.30  per  cent,  peppermint  oil. 

Precipitated  Sulphur. 

Thirty  samples  were  examined,  of  which  13  were  adulterated.  These 
samples  all  contained  calcium  sulphate  in  amounts  varying  from  11.91 
per  cent,  to  62.25  per  cent. 

Tincture  of  Iodine. 

Nine  of  the  123  samples  examined  were  below  the  pharmacopoeial  re- 
quirements. Two  of  these  samples  were  obtained  from  the  Markell 
Drug  Company,  Boston,  and  were  60  per  cent,  and  75  per  cent,  of  the 
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United  States  pharmacopoeial  strength.  One  sample  of  71  per  cent, 
strength  was  purchased  from  Ira  B.  Case^  Prides  Crossing,  and  the 
other  6  poor  ^mples  were  between  80  per  cent,  and  90  per  cent,  of  the 
United  States  pharmacopceial  strength. 

Tincture  of  Oinger. 

The  10  samples  examined  were  found  to  conform  to  the  pharmaco- 
poeial requirements. 

As  a  considerable  portion  of  ginger  is  soluble  in  cold  water,  a  number 
of  samples  of  tincture  of  ginger  were  made  up  with  yarying  amounts  of 
ginger,  alcohol  and  water,  for  the  purpose  of  studying  the  influence  of 
the  water-soluble  portion  of  the  ginger  upon  the  physical  constants  and 
chemical  compositions  of  the  different  tinctures.  This  work  was  carried 
on  by  Mr.  L.  I.  Nurenberg. 

Ten  samples  of  tincture  of  ginger  were  made  up  as  follows:  — 

Tincture  A.  —  According  to  the  requirements  of  the  Pharmaeopoia. 

Tincture  B.  —  The  United  States  pharmaoopceial  amount  of  ginger  was 
used,  but  the  sample  was  exhausted  with  73  per  cent,  alcohol. 

Tincture  C.  —  The  full  amount  of  ginger  and  49  per  cent,  alcohol. 

Tincture  D.  —  The  full  amount  of  ginger  and  30  per  cent  aleohoL 

Tincture  E,  —  Half  quantity  of  ginger  with  95  per  cent  alcohol. 

Tincture  F.  —  With  exhausted  ginger  from  tincture  B,  with  94  per  eent 
alcohol 

Tincture  G.  —  Two  per  cent,  oleoresin  of  ginger  and  95  per  cent  aleohoL 

Tincture  H.  —  Two  per  cent,  oleoresin  of  ginger  and  75  per  cent  aleohoL 

Tincture  I,  —  Two  per  cent,  oleoresin  of  ginger  and  50  per  cent  alcohol. 

Tincture  J,  —  Two  per  cent  oleoresin  of  ginger  and  25  per  cent.  aloohoL 

These  3  latter  tinctures  were  made  by  weighing  the  oleoresin  into  a 
flask  and  adding  the  necessary  amount  of  95  per  cent,  alcohol.  Water 
was  then  added  to  the  mark,  the  mixture  was  treated  with  magnesia  and 
filtered. 

Determinations  were  made  of  specific  gravity,  index  of  refraction,  per- 
centage of  alcohol,  refraction  of  alcoholic  distillate,  total  solids,  alcohol- 
soluble  solids  and  water-soluble  solids. 

The  analyses  of  these  are  shown  in  the  accompanying  table,  together 
with  the  analyses  of  6  commercial  samples :  — 
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TinCtuire  of  Ginger. 


Samplb. 

Speeifio: 

OntTity, 

»• 

4* 

nD 

Rbtbaction 
or  Alcoholic 

DxniLLATB. 

Alcohol 
(Phb  Cbht.). 

BoLiDa  (Pu  CaxiT.). 

Found. 

Calcu- 
lated. 

Weight. 

Volume. 

Total. 

Alcohol 
Soluble. 

Water 
Soluble. 

••t       •                •                • 

0.8184 

1.8662 

47.8 

47.5 

85.38 

89.76 

1.40 

1.38 

0.24 

B.   . 

0.8868 

1.8664 

39.2 

38.7 

61.46 

69.08 

2.06 

1.38 

1.04 

C.   . 

0.9402 

1.8609 

29.6 

29.5 

36.66 

43.68 

2.89 

1.13 

2.40 

D.  . 

0.9794 

1.8618 

22.1 

22.1 

19.13 

23.44 

3.11 

0.80 

2.96 

E.   . 

0.81M 

1.3646 

48.1 

47.9 

87.82 

91.64 

0.70 

0.67 

0.21 

F,    . 

0.8S52 

1.8660 

46.1 

46.1 

82.32 

87.36 

0.18 

0.18 

0.06 

G.  . 

0.8144 

1.3668 

49.0 

47.9 

87.14 

91.12 

1.24 

1.16 

0.10 

H,  . 

0.8807 

1.3668 

40.8 

38.9 

65.06 

72.44 

1.05 

0.86 

0.51 

I.     . 

0.9896 

1.8698 

30.5 

29.7 

88.23 

45.40 

1.03 

0.50 

0.79 

h 

0.9768 

1.8484 

22.4 

21.9 

19.33 

23.68 

0.95 

0.18 

0.92 

1.    . 

0.8229 

1.8667 

48.0 

46.6 

83.89 

88.12 

1.50 

1.47 

0.34 

2, 

0.8666 

1.8678 

44.8 

48.1 

73.65 

80.12 

2.38 

3.02 

0.49 

8. 

0.8491 

1.8674 

44.8 

48.7 

75.42 

81.64 

1.61 

1.40 

0.57 

4. 

0.9064 

1.3646 

86.8 

85.8 

58.46 

61.82 

1.42 

0.67 

1.12 

ft. 

0.9821 

1.8696 

81.7 

80.9 

40.95 

48.36 

0.64 

0.66 

0.45 

6, 

0.8486 

1.8688 

45.9 

44.8 

78.56 

84.28 

2.74 

2.36 

0.71 

It  will  be  noticed  from  these  results  that  as  the  percentage  of  alcohol 
is  decreased^  the  amount  of  ginger  being  constant^  the  per  cent,  of  solids 
in  the  tinctures  is  increased.  This  is  due  to  the  presence  of  the  water- 
soluble  ginger  solids,  as  it  will  be  seen  that  the  alcoholic-soluble  solids 
decrease  with  the  decreased  per  cent,  of  alcohol,  while  the  water-soluble 
solids  increase.  The  sample  made  with  half  the  amoimt  of  ginger  shows 
about  half  the  solids  that  the  tincture  made  with  the  full  amount  of 
ginger  shows. 

Of  the  commercial  samples,  Nos.  1,  2,  3  and  6  agree  in  composition 
very  closely  with  the  United  States  pharmacopceial  preparation.  No.  4 
appears  to  be  made  from  exhausted  ginger  with  weak  alcohol,  and  No. 
5  is  probably  made  from  oleoresin  of  ginger  and  weak  alcohol. 


Mercurial  Ointment. 

The  2  samples  reported  adulterated  contained  40.32  per  cent,  and  31.7 
per  cent,  of  mercury,  respectively.  The  full  strength  mercurial  ointment 
should  contain  50  per  cent,  mercury. 
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Zinc  Oxide  Ointment, 

Two  samples  were  reported  adulterated;  these  contained  23  per  cent, 
and  18  per  cent,  of  the  required  amount  of  zinc  oxide. 

Summary  of  Statisties  of  Drugs, 


Genuine. 

Adulterated. 

• 

1 

Genuine. 

• 

1 

3 
< 

» 

j2 

Alcohol 

70 

8 

78 

Pulvis  clycyrrhiMB  oomp., 

- 

1 

Aqua  hamamelidie* 

ao 

- 

20 

Quinine  pills 

- 

2 

Calx  chlcwinata. 

1 

1 

2 

Saoeharum  lactis,  . 

- 

1 

CoIoRne 

1 

- 

Sodii  bioarbonaa.     . 

- 

5 

CoeaiiuB  hydrochloras,    . 

- 

3 

Sodii  boras 

10 

- 

10 

Eeeenoe  of  pepein.   . 

1 

- 

Sodii  phosphas. 

- 

2 

Fluidertraotun  lingiberie, 

1 

1 

Spiritusanisi, 

81 

41 

122 

Gin. 

8 

2 

10 

Spirittts  wtheris  nitroai,  . 

10 

15 

Glyoerinum,    .       .       .        . 

4 

- 

Spiritua  camphorv, 

37 

0 

46 

Ltnimentttin  oamphortt, 

a* 

10 

49 

Spiritua  frumenti,   . 

6 

11 

linlmentum  chloroformi, 

2 

- 

Spiritua  menths  piperitc, 

56 

14 

70 

Uthium  citrate  tableU,  . 

2 

- 

Spiritua  msrreiv, 

- 

1 

Lycopodium,    .... 

1 

- 

Spiritua  vini  callid. 

■ 

i         1 

- 

1 

Macneeii  sulphaa. 

>               *               • 

1 

- 

Sulphur  lodidum,    . 

- 

2 

Methyl  alcohol. 

3 

3 

Sulphur  pnecipitatum,   . 

17 

13 

30 

Morphine  pills. 

- 

1 

Sulphur  sublimatum, 

4 

Oleum  lini, 

1 

- 

. 

Hjaetura  iodi,  . 

114 

• 

121 

Oleum  morrhuc. 

1 

- 

Tinetura  singiberia. 

10 

- 

10 

Oleum  oliw,   . 

H 

- 

14 

Unguentum  aqus  roes. 

-  1 

I 

Oleum  ridni,    . 

3 

- 

Unguentum  hydiaisyri, . 

2 

3 

Oleum  teiebinthins 

i 

6 
4 

5 

Unguentum  linei  ozidi,  . 
Total.        .        .        .        . 

35 

2 

37 

Pepeinum, 

1    617 

1 

152 

TOO 

Proprietary  medieinee,    . 

43 

12 

65 

1 
1 

1 

Inspection  of  Liquors. 

The  police  department  of  28  cities  and  towns  sent  in  during  the  year 
108  samples  of  liquor  for  examination,  of  which  92  contained'more  than 
1  per  cent,  of  alcohol.  The  following  table  gives  the  number  and  char- 
acter of  the  samples  obtained  from  the  different  localities :  — 
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Summary  of  Liquor  Statistics. 


LOCALITT. 

1 

• 

• 

1 

• 

1 

Miscellaneous. 

Total. 

Attleborough, 

^ 

2 

- 

- 

- 

2 

Barre,    . 

- 

2 

- 

- 

- 

Boston, 

- 

- 

4 

1 

- 

Brockton, 

- 

- 

- 

- 

2,  unknown, 

Chatham, 

2 

- 

- 

- 

Fall  River. 

18 

1 

- 

- 

- 

19 

Franklin, 

1 

- 

- 

1 

-                             - 

Gtouoester, 

3 

- 

- 

- 

- 

Htnchan^ 

2 

- 

- 

- 

- 

Hudson, 

- 

- 

- 

- 

4,  sink  mixtttres;  1,  gin. 

Hyde  Ptek, 

- 

- 

- 

- 

2,  Jamaica  fincer 

liowril, . 

- 

- 

- 

- 

1.  alcohol, 

Lynn,    . 

- 

- 

3 

- 

1,  coffee;  1,  liquor;  I,  water. 

Mallow, 

- 

3 

- 

1 

- 

Mandon, 

4 

- 

- 

- 

- 

Middleboiough, 

- 

1 

- 

- 

- 

New  Bedford, 

- 

- 

1 

— 

-                             - 

Newton, 

- 

I 

3 

2 

- 

Norwood, 

- 

- 

- 

- 

1,  Jamaica  ginger 

Quiney, 

- 

- 

- 

- 

2,  syrups, 

Randolph,     . 

- 

1 

- 

- 

^                                                         ^ 

Rerene, 

1 

- 

10 

- 

- 

11 

Saocua, 

- 

1 

- 

- 

Somerville. 

- 

2 

- 

1 

- 

3 

WakeSeld. 

- 

1 

- 

- 

2.  unknown, 

3 

Wareham,      . 

1 

- 

- 

- 

3,  malt  extract;  1,  beef,  iron  and  wine, 

5 

Watertown,   . 

- 

- 

10 

- 

- 

10 

Winchester,  . 

« 

- 

2 

- 

- 

22 

2 

Totals.    . 

30 

18 

32 

6 

108 

Two  samples  of  liquor  of  unknown  designation  came  from  Wakefield 
and  contained  23  per  cent,  and  30  per  cent,  alcohol,  respectively. 

The  2  samples  of  '^unknown  liquor '^  from  Boston  contained  19  per 
cent,  and  20  per  cent,  of  alcohol,  respectively. 

The  sample  of  coffee  from  Lynn  contained  4  per  cent,  alcohol;  the 
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sample  of  water,  1  per  cent,  alcohol,  and  the  sample  marked  ''  liquor 
contained  49  per  cent,  alcohol. 

The  samples  obtained  from  sink  drains  in  Hudson  contained  7.32  per 
cent,  alcohol,  3.21  per  cent,  alcohol,  6.02  per  cent,  alcohol  and  7.32 
per  cent,  alcohol.  A  sample  of  gin  from  the  same  town  contained  42  per 
cent,  alcohol. 

A  sample  of  Jamaica  ginger  submitted  by  the  police  department  of 
Norwood  contained  30.13  per  cent,  of  alcohol.  Two  samples  were  sub- 
mitted by  the  Quincy  police.  These  were  red  and  blue  syrups  free  from 
alcohol  obtained  from  a  Syrian.  The  police  had  reason  to  believe  that 
this  syrup  was  being  sold  for  intoxicating  purposes. 

A  sample  of  beef,  iron  and  wine  obtained  from  Wareham  contained  20 
per  cent,  of  alcohol.  The  samples  of  malt  extract  from  the  same  place 
contained  5.94  per  cent.,  5.76  per  cent,  and  6.02  per  cent  of  alcohol. 
The  defendants  were  convicted  in  the  cases  resulting  from  these  last 
four  analyses. 

The  attendance  of  the  analyst  has  been  required  in  the  Lower  Courts 
at  Boston,  Gloucester,  Hingham,  Hudson,  Lynn,  Newton,  Quincy  and 
Wareham;  and  in  the  superior  courts  in  Plymouth  and  Middlesex 
cotmties. 

Examination  of  Poisons. 

The  Legislature  of  1910  passed  the  following  act:  — 

Acts  of  1910,  Chapter  495. 

An  Act  to  require  the  State  Board  of  Health  to  hake  Analyses  of* 

Drugs  and  Poisons  in  Certain  Cases. 

Be  it  enacted,  etc,,  as  follows:  — 

Section  1.  The  state  board  shall  make,  free  of  charge,  a  chemical  analysift 
of  cocaine,  alpha  or  beta  eucaine,  or  any  synthetic  substitate  for  them,  or 
any  preparation  containing  the  same,  or  any  salt  or  compound  thereof,  and 
of  any  poison,  drug,  medicine  or  chemical,  when  submitted  to  it  by  poliee 
authorities  or  by  such  incorporated  charitable  organizations  in  the  eommon- 
wealth  as  the  state  board  of  health  shall  approve  for  this  purpose :  provided, 
that  said  board  is  satisfied  that  the  analysis  is  to  be  used  for  Uie  enforcement 
of  law. 

Section  2.  The  said  board  shall  furnish  a  certificate  of  the  result  of  the 
analysis  above  provided  for  to  said  authorities  or  organizations,  and  the 
certificate  shall  be  prima  facie  evidence  of  the  composition  and  quality  of^ 
the  materials  so  analyzed. 

Section  3.  This  act  shall  take  effect  upon  its  passage.  [Approved  Jfey 
7,  1910. 
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Ab  a  result  of  this  law,  between  June  11  and  November  30,  23  sam- 
ples have  been  submitted  to  the  department  for  analysis;  of  this  number, 
15  were  sent  in  by  the  Watch  and  Ward  Society,  6  by  the  Boston  Police 
Department,  1  by  the  Lowell  Police  Department,  and  1  by  the  Leomin- 
ster Police  Department. 

Fourteen  samples  were  cocaine  hydrochloride,  either  purchased  or 
seized,  2  samples  were  gum  opium,  both  purchased,  and  4  samples  were 
morphine  tablets.  One  of  these  samples  of  morphine  tablets  was  passed 
to  a  prisoner  in  Suffolk  County  in  a  newspaper,  another  was  sent  to 
a  prisoner  in  some  tobacco,  and  the  other  2  samples  were  found  upon 
prisoners  in  Suffolk  County. 

A  sample  of  sedlitz  powder  was  sent  in  by  the  Lowell  Police  Depart- 
ment. This  sedlitz  powder  was  obtained  from  a  druggist  from  whom  a 
similar  sample  was  alleged  to  have  been  obtained  which  was  said  to  have 
caused  the  death  of  a  child..  The  sample  submitted  was  free  from  poison 
and  conformed  to  the  United  States  pharmacopoeial  requirements. 

A  liquid  submitted  by  the  Boston  Police  Department  was  obtained 
from  a  woman  prisoner.  From  the  information  obtained  from  the  police 
department  this  woman  seemed  to  have  a  desire  to  dispose  of  her  hus- 
band by  putting  this  solution  in  his  food.  The  mixture  proved  to  be  a 
saturated  solution  of  boric  acid  in  water. 

A  sample  of  milk  said  to  have  caused  sickness  was  sent  in  from 
Leominster.     This  sample  was  found  to  contain  considerable  arsenic. 

The  attendance  of  the  analyst  has  been  required  in  court  in  Boston 
and  Boxbury. 

General  Summary, 


Legal. 


Ulegal. 


•  I 


Total. 


Milk 

Foods*  exdiuiw  of  milk, 

Drugs 

Liquor 

Potsons 

Totals, 


4.353 

1.308 

617 

16 

2 


6.296 


1.043 

332 

152 

92 

21 


1.640 


5.396 

1,640 

769 

108 

23 


7,936 


BespectfuUy  submitted. 


HERMANN   C.  LYTHGOE. 
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INSPECTION  OF  DAIEIES. 


During  the  year  ended  Nov.  30,  1910,  2,053  dairies  were  examined  by 
the  Board's  veterinarian,  and  the  attention  of  737  proprietors  and  of 
boards  of  health  of  cities  and  towns,  wherein  the  dairies  were  situated 
or  the  product  thereof  sold,  was  called  to  a  total  of  2,515  objectionable 
conditions.  As  in  previous  years,  suggestions  were  made  regarding 
changes  considered  necessary  in  the  interest  of  a  wholesome  supply  and 
of  the  public  health. 

Of  the  total  number  of  dairies  examined,  1,983  were  situated  in 
Massachusetts  and  70  in  neighboring  States.  The  extra-state  dairies 
were  visited  because  of  the  fact  that  their  product  is  marketed  in  this 
Commonwealth,  and,  if  found  to  be  other  than  the  fresh,  clean  product  of 
healthy  cows,  is,  under  the  standards  fixed  in  accordance  with  the  pro- 
visions of  the  national  law  relative  to  food  and  drugs,  to  be  deemed  to  be 
adulterated,  and  hence  may  not  enter  into  interstate  commerce. 

The  following  table  shows  the  number  of  dairies  examined  in  the  cities 
and  towns  visited,  and  the  percentage  found  in  each  place  to  be  com- 
mendable :  — 

Inspection  of  Dairies,  1910. 


Cm  OB  Town. 


Total 
Number  of 

Dairies 
examined. 


Number  of 
Dairies  whete 

One  or  More 

Objectionable 

FeatUTBs  were 

observed. 


Number  of 

Dairies  found 

to  be  without 

Objectionable 

Feature. 


Per  Cent. 

Clean 

Dairies. 


Abington, . 

Second  inspection, 
Alford.       . 
Amesbuiy, 

Second  inspection, 
AndoveTi  . 

Second  inspection, 
Ashbumbam,    . 

Second  inspection, 
Ashland,    . 

Second  inspection, 

Third  inspection,  . 


27 

12 

9 

18 

18 

12 

5 

9 

10 

7 

1 


6 
8 
4 

6 
7 
8 
8 
8 
2 
1 


22 
4 

6 
12 
11 
9 
2 
6 
8 
6 
1 


81.48 
83.88 
85.66 
86.67 
61.11 
76.00 
40.00 
66.67 
80.00 
86.71 
100.00 
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Inspection  of  Dairies,  1910  —  Continued. 


City  or  Towx. 


Athol, 

Second  intpection, 
Berlin, 

Seeond  inspeetion, 

Third  inipeetion, 
B<4ton, 

Second  inepeotion, 
Bnintrse,  • 

Seoond  inepeotaon, 


Seeond  inepeetaon, 
Canton,     . 

Seoond  inepeetaon, 
Dedbnm,  . 

Seeond  inspection, 
EMt  BridcBwnter, 

Seeond  inspection, 
Egremont, 
Georcstown, 

Seeond  inspection, 
Grafton,    . 

Seeond  inspection. 

Third  inspection, 
Gnat  Barrincton, 
Halifax,     . 

Second  inspection, 
Hanover,  . 

Second  inspection, 
Hanson,    . 

Second  inspection, 
Haverhill, 

Second  inspection, 
Hingham, . 

Second  inspection, 

TUfd  inspection. 


Total 
Number  of 

Dairiea 
examined. 


7 
9 
S 

S4 
3 
« 

34 

3 

14 

IS 

30 
3 

84 
1 

31 

16 
3 
7 

10 

3$ 
3 

36 

11 
1 

13 
• 
1 

15 

n 

f 
1 


Number  of 


One  or  More 

Objeetionable 

Features  were 

observed. 


Number  of 

Dairies  found 

•0  be  without 

Objeetionable 

Feature. 


3 
3 
3 

6 

3 
• 
3 
6 


7 
3 

13 
1 
3 

13 


4 

0 
3 

31 


4 

1 

6 

10 


6 
6 
1 

18 
3 
3 

35 
1 
8 


13 
11 

38 
3 
3 
7 
6 

17 
1 

15 

f 
1 
8 
8 
1 
• 
67 

6 
1 


P»r  Cent. 


71.43 
06.67 
S3. S3 
75  00 
100.00 
50.00 
73.SS 
33.33 
67  14 


06  00 

45  83 

80.33 
18.75 
100.00 
100.00 
60.00 
65.38 
33.33 
41.67 

81  83 

100.06 
66  67 


87.01 

06.67 
100  00 
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Itupeetion  of  Dairies,  1910 — Continued. 


CiTT  OR  Town. 

Total 

Number  of 

Dairies 

Number  of 
Dairies  where 

One  or  More 

Ohjectkmable 

Features  were 

observed. 

Number  of 

Dairies  found 

to  be  without 

Objectionable 

Feature. 

Per  Cent. 

Clean 

Dairiee. 

Holbrook, .....        t        . 

- 

- 

- 

- 

Seeond  iiwpeetion. 

10 

2 

8 

80.00 

Holliflon 

4 

1 

3 

75.00 

Second  inapeotion. 

24 

6 

18 

75.00 

Third  inspMtkm,  . 

4 

1 

3 

75.00 

Hopkinton, 

% 

1 

1 

50.00 

Seooad  inapeotioii. 

29 

10 

10 

05.52 

Hyde  Park, 

10 

8 

2 

20.00 

Second  inepeotion, 

2 

1 

1 

50.00 

Kiacston,  .... 

S 

1 

2 

00.07 

Second  inepeetion. 

18 

4 

14 

77.78 

Leomineter, 

- 

- 

- 

- 

Second  inepeetk>n. 

50 

13 

37 

74.00 

LitOeton,  .... 

S 

- 

3 

100.00 

Second  inipeetk>n. 

2 

- 

2 

100.00 

Third  inepeetion,  . 

48 

10 

38 

79.17 

Fourth  inspection. 

0 

1 

5 

83.33 

Maiahileld, 

4 

- 

4 

100.00 

7 

1 

6 

85.71 

Medfield 

36 

22 

13 

37.14 

MemmAc,  .... 

- 

- 

- 

- 

Second  inspection. 

14 

8 

6 

42.80 

Methuen,  .... 

1 

1 

- 

- 

Second  ingpeetion, 

75 

20 

40 

01.33 

Third  inspection,  . 

1 

- 

1 

100.00 

Mkldkborouch. 

10 

4 

6 

00.00 

Second  inspection. 

22 

6 

16 

72.73 

MiUocd,     . 

21 

8 

IS 

01.90 

Second  inspection. 

7 

2 

5 

71.43 

Hillis 

13 

8 

5 

38.40 

Second  inspection. 

17 

8 

9 

52.94 

Hilton 

1 

- 

1 

100.00 

Seeond  inspection. 

20 

5 

15 

75.00 

Nttaek 

5 

- 

5 

100.00 

Second  inspection. 

14 

4 

10 

71.43 
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/napection  0/  DairiM,  1910  —  Continued. 


CxTT  OB  Town. 

Total 

Number  of 

Dairiee 

Number  of 

Dairiaa  where 

One  or  Mora 

Objectionable 

Featurea  were 

obeerved. 

Number  of 

Dairiaa  found 

to  be  without 

Objectionable 

Feature. 

FWGeat. 

Clean 

Dairiaa. 

Neodham 

8 

4 

fO.OO 

Seoond  inapeetion. 

U 

7 

C8.M 

Third  inapeetion,  . 

1 

1 

100.00 

New  Bmintree, 

3 

1 

88.88 

Seoond  inapection, 

83 

11 

81 

66.88 

6 

3 

88.88 

Second  ixispeotion, 

88 

13 

U 

68.67 

Newburyport,  . 

5 

8 

40.00 

Second  inspeotion, 

19 

18 

7 

86.64 

Newton,    . 

11 

9 

61.88 

Second  inipeotion, 

48 

18 

80 

69.n 

North  Andover, 

8 

8 

100.69 

Second  inepeoiion, 

81 

17 

80.96 

8 

6 

76.00 

Second  inapection. 

49 

11 

88 

77.66 

Th^d  inepeoUpn,  . 

8 

- 

- 

NorweU,    . 

8 

- 

- 

Second  inapection. 

18 

18 

98.81 

Norwood,  . 

88 

11 

11 

60.66 

FMefahnm, 

80 

18 

66.66 

Plymouth, 

18 

5 

88.46 

Second  inapection. 

88 

14 

19 

67.66 

Plympton, 

- 

- 

- 

Second  inapection, 

9 

9 

100.66 

Qninoy,     . 

18 

9 

60.60 

Second  inapection. 

19 

11 

67.66 

Rnndolph, 

1 

1 

100.00 

Second  inapection. 

14 

11 

78.67 

Rockland, 

1 

- 

Second  inapection, 

11 

6 

64.66 

Rowley,    . 

1 

1 

109.66 

Second  inapection. 

88 

11 

11 

80.00 

Rutland,   .... 

- 

- 

- 

Second  inapection. 

13 

11 

91.67 

Saliabury 

8 

8 

109.60 

Second  inapection. 

33 

18 

89.66 
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Inspedion  of  Dairiet,  1910  —  Continued. 


Cmr  OR  Town. 

Total 
Number  of 

Dairiaa 
anunined. 

Number  of 

Dairiaa  where 

One  or  Mora 

Objeotionable 

Faaturaa  were 

obaanrad. 

Number  of 

Dairiaa  found 

to  be  without 

Objeotionable 

Feature. 

Per  Cent. 

Clean 

Dairiaa. 

Scituatof    ....... 

5 

4 

80.00 

Seeond  inapeotion, 

7 

0 

86.71 

Third  iiwpeotion.  . 

2 

1 

60.00 

Sharbom*  . 

4 

3 

76.00 

Saoond  inapeotioii. 

16 

11 

68.76 

Third  iaspaotion,  . 

1 

1 

100.00 

Southboroogh,  . 

4 

3 

76.00 

Seocmd  ixiapaetion. 

35 

20 

74.29 

Fifth  inapeotion,    . 

1 

- 

- 

StMling,    .       .       . 

10 

3 

80.00 

Saeond  inapaotion. 

80 

63 

27 

33.76 

Third  iiiapaetion,  . 

1 

- 

1 

100.00 

Sodbuzy,  .... 

- 

- 

- 

- 

Saaond  iiiapaotion, 

1 

- 

- 

Third  inapaotion,  . 

7 

71.43 

Fourth  inapaotion. 

4 

100.00 

Tampleton, 

1 

100.00 

Saaond  inapaotion, 

12 

76.00 

Wailaalay 

0 

n.78 

Waatborough,    . 

18 

12 

66.67 

Saoond  inapactioii. 

68 

22 

36 

62.07 

Waat  Bridcawatar.    . 

1 

1 

100.00 

Saeond  inapaation. 

28 

23 

82.14 

Wart  Nawbury, 

1 

- 

- 

Saaond  inapaetion. 

39 

10 

23 

68.97 

Waymouth, 

2 

1 

60.00 

Saoond  inapaation, 

16 

10 

66.67 

- 

- 

« 

11 

10 

90.91 

Winehandon,     . 

8 

\ 

62.50 

Saoond  inapaotion. 

11 

81.82 

Winehaator, 

2 

100.00 

Saoond  inapaetion, 

11 

68.64 

Third  Inapaetion,  . 

1 

• 

100.00 

Miaoalluiaoiia.  . 

60 

21 

20 

68.00 

FitawiUiam,  N.  H.,  .        . 

1 

1 
* 

- 

- 
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Inspection  of  Dairies,  1910  —  Concluded. 


Cirr  OR  Town. 


Pelham.  N.  H., 

SMond  ingpeetion, 
Walpole,  N.  H., 
WMtmoreland,  N.  H., 
Buakirks,  N.  Y.,       . 

SMOnd  inspeotion, 
CMnbridge,  N.  Y.,    . 

Second  inipeotion, 
Eacle  Bridge,  N.  Y., 

Second  inipeotion, 
Hooekk.  N.  Y., 

Second  inepeetion, 
Petenburg,  N.  Y.,    . 

Second  inspection, 
Schaghticoke,  N.  Y., 

Second  inapectaon. 
Outside  dairies,  . 
Total  Mewechuaette  dairiee. 
Total  dairies, 


Total 
Number  of 

Dairies 
examined. 


1 

7 
5 

14 

13 
16 


2 


70 
1,083 


2,053 


Number  of 

Dairies  where 

One  or  More 

Objectionable 

Features  were 

observed. 


7 
5 


37 
700 


737 


Number  of 

Dairies  found 

to  be  witbout 

Objeetk>nable 

Feature. 


33 

1,283 


1,318 


Per  Cent. 


i 


100.00 


M.tt 


M.8S 


25.00 


100.00 


28.57 

47.  U 

•4.70 

•4.10 


Under  *'  Miscellaneous  "  are  included  dairies  situated  in  the  following 
places^  in  no  one  of  which  were  more  than  8  inspected,  the  ezaminatioiis 
having  been  made  for  some  special  reason,  and  not  as  a  part  of  a  general 
investigation :  — 


Billerica. 

Boylston. 

Carver. 

Dracut 

Duzbury. 

Groveland. 


Hardwick. 

Harvard. 

Hadson. 

Medway. 

Mendon. 

Millbury. 


Monterey. 

Pembroke. 

Royalston. 

Sheffield. 

Stoneham. 


In  addition  to  the  foregoing,  815  dairies  were  visited  at  which  the  sale 
of  milk  had  been  discontinued. 
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Nature  of  the  Defbots  to  which  Attention  was  called. 

Below  is  presented  an  analysis  of  the  2^515  objectionable  conditions  to 
which  the  attention  of  boards  of  health  was  called :  — 

COKDinOK  OF  Cows.  Defects. 

Herd  with  anthrax, 1 

Unclean  herds, 168 

169 

Condition  of  Barns. 

D.^uries  unfit  for  milk  production, 19 

Tie-up  floor  in  need  of  repairing, 3 

Tie-up  ceiling  in  ueed  of  repairing, 1 

23 

Light. 

Insufficient  number  of  windows, 47 

Windows  inadequate  in  size, 26 

73 

Ventilation. 

Additional  ventilation  needed, .        1 

Bam  overcrowded, 6 

7 

Generai  Cleanliness. 

General  undeanliness  of  premises, 371 

Tie-up  in  need  of  cleaning  and  whitewashing,      ....    601 
Accumulated  manure,     .        .        .        '.        ...        •        .        .10 

Manure  piled  back  of  cows, 7 

Sand  used  as  bedding  for  cows, 1 

Horse  manure  used  as  bedding  for  cows, 6 

Loam  used  as  bedding  for  cows, 1 

Cobwebs, .        .        .212 

Privy  in  bam, 10 

Slaughtering  in  bam, 1 

Lack  of  proper  drainage, 1 

Unclean  cellar, 6 

Horses  not  separated  from  cows, 19 

Pigs  kept  near  cows, .36 

Swill  kept  near  cows, >.        7 

Brewers'  grains  in  vicinity  of  cows, 1 

Poultry  in  cow  tie-up, 1 

Decomposing  vegetables  in  cow  tie-up, 1 

Cow  tie-up  used  for  general  storage, 1 

Cows  kept  in  barn  cellar, 3 

1,295 
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Condition  op  Cow  Yards.  Defect* 

Yard  in  need  of  proper  drainage, 99 

General  iin cleanliness, 96 

Manure  in  yard, 8 

Swill  in  yard, 4 

Carcasses  of  animals  in  yard, 1 


Water  Supplies. 
Well  exposed  to  surface  drainage, 8 


Milk  Rooms. 

Milk  room  needed, 119 

Unclean  milk  room, 47 

Milk  room  unused, 9 

Milk  room  used  for  p:eneral  storage, 6 

Milk  room  located  between  two  piles  of  manure,  ....  1 

Milk  room  located  in  bam, 2 

Milk  room  floor  in  need  of  repair, 3 

Milk  room  in  need  of  a  new  floor, 1 


Care  of  Milk  and  Milk  Utensils. 
Milk  cooled:  — 

(a)  On  bam  floor, 19 

(6)  In  barn  cellar, 1 

(c)  In  unclean  shed,       .        .        .     '   .        .        .        .5 

(d)  In  grain  room, 3 

(e)  In  well, 3 

(/)  In  watering  trough, 16 

(g)  In  barn-yard, 12 


59 


Milk  handled: 


(a 
(b 
{c 
(d 
{e 
if 
iff 


On  barn  floor, 256 

In  barn-yard, 8 

In  cow  tie-up, 7 

In  grain  room, 3 

In  horse  stall  next  to  horses, 1 

In  dirty  shed, 4 

In  barn  cellar, 1 

In  wagon  shed, 1 


208 


8 


188 


281 
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Defects. 


Milk  stored :  — 


(b 

(c 
(d 

(f 
(9 


On  barn  floor, 13 

In  bam  cellar, 1 

In  unclean  shed, 5 

In  grain  room, 3 

In  house  kitchen, 1 

In  yai'd, 2 

In  watering  trough  on  side  of  road,        ...  1 

In  well, 3 


Unclean  water  in  cooling  trough,  . 

Separator  kept  in  barn, 

Cooler  kept  in  bam  shed. 

Cans  kept  in  bam,       .... 

Cans  aired  on  a  fence  over  manure  pile. 

Unclean  milk  utensils, 


29 
4 
3 
1 
163 
1 
3 


544 


Total  number  of  objectionable  features, 2,515 
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EXAMINATION  OF  PLUMBERS. 


JState  Board  of  Health,  Commonwealth  of  Maaaachtisetts,  State  House,  Boston, 

Mass, 

Gentlemen  :  —  The  State  Examiners  of  Plumbers,  as  required  in  sec- 
tion 3,  chapter  536,  Acts  of  1909,  respectfully  submit  the  following 
statement  of  their  affairs  for  the  year  ending  Nov.  30,  1910:  — 


EXAMINATIOKB. 

Boston,  Dec.  4.  1000.     . 
Lowell.  Dec.  18.  1000.    . 
Boston,  Jan.  1,  1010,      . 
Pittsfield.  Jan.  15.  1010. 
Boston.  Feb.  5,  1010,     . 
Sprincfield.  Feb.  10.  1010,     . 
Boston,  Match  6.  1010.  . 
Fbll  RiTO.  March  10.  1010.  . 
Boston.  April  2,  1010.    . 
Worcester.  April  10,  1010.      . 
Boston.  May  7.  1010.     . 
Lowell.  May  21,  1010.    . 
Boston,  June  4,  1010,     . 
Pittsfield.  June  18.  1010. 
Boston.  July  2.  1010.     . 
Boston.  Sept.  3.  1010.    . 
Sprincfield,  Sept.  17.  1010.    .        .   ^ 
Boston.  Oct.  1. 1010.      . 
FaU  River.  Oct.  15,  1010.      . 
Boston.  Nov.  5,  1010.    . 
Worcester,  Nov.  10.  1010, 

Totals, 


Examinod. 


Passed. 


Refused. 


34 

10 

32 

0 

48 
32 
61 
25 
57 
24 
71 
32 
80 
28 
67 
77 
44 
45 
31 
50 
21 


887 


12 

22 

- 

10 

8 

24 

4 

5 

14 

34 

15 

17 

20 

41 

8 

17 

18 

39 

14 

10 

35 

36 

11 

21 

27 

53 

8 

20 

15 

52 

23 

54 

15 

20 

10 

85 

6 

25 

13 

40 

13 

8 

280 


508 


Masters. 


granted  on  account  of  examination,  Decem- 
ber, 1000,  to  December,  1010 

Probationary  licenses  issued  during  the  year.     . 


74 


Journeymen. 


215 


Total. 


280 
15 


392 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


RBaZSTBATXONa. 


December,  1900, 
January.  lOIO. 
February,  1910, 
March,  1910. 
May,  1910, 
June,  1910. 
July.  1910, 
Autust,  1910, 
8ei»t«mber,  1910, 
October,  1910. 
November,  1010, 
Totals, 


MeetincB, 


81 


Examinatione, 


11 


Fibs  bbcixtbd. 


Pfeidto 

of  the 
Gonunonwalth. 


887  examination  fees,  at  10.60.  . 
1,817  masien'  licenses,  at  8S| 
S.852  journeymen's  licenses,  at  10.80. 

800  masters*  renewals,  at  80.30, 
1.697  journeymen's  renewals,  at  80.60, 
TotaU 


84O80 

S,«M00 

1.770  00 

40100 

796  60 


87.0&5  00 


Salary,  clerk, 

Wages,  second  aud  third  examiners. 
Traveling  expenses,  .... 
Express  charges,     .... 

Printing, 

Postage, 

Books  and  stationery,     . 
Plumbing  materials, 

Cleaning, 

Extra  services,        .... 

Advertising, 

Miscellaneous,  .... 


Total, 


$2,000  00 

700  00 

517  14 

29  66 

512  40 

420  87 

85  28 

30  25 

21  25 

623  68 

55  20 

5  64 

$5,001  37 
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In  connection  with  the  above  statement  we  feel  it  our  duty  at  this  time 
to  call  to  your  attention  the  fact  that  although  this  Board  has  received 
in  fees  an  amount  in  excess  of  expenditures  for  this  year,  it  will  have 
a  deficit  for  coming  and  future  years  if  present  conditions  prevail,  inas- 
much as  the  initial  fee  for  master  plumber  is  $2,  but  when  renewed  only 
50  cents.  The  examiners  believe  the  Board  should  be  self-supporting, 
and  if  approved  by  you  would  recommend  that  the  fees  be  fixed  by  the 
State  Examiners  of  Plumbers  from  time  to  time,  subject  to  the  approval 
of  the  State  Board  of  Health. 

The  examiners,  upon  assimiing  office  and  in  taking  over  the  registra- 
tions of  plumbers  from  the  various  cities  and  towns,  found  a  preferred 
class  of  plumbers  called  certificate  holders,  that  is,  those  persons  who  were 
registered  as  being  engaged  in  the  plumbing  business  prior  to  July  10, 
1893,  who  in  some  cities  and  towns  were  not  required  to  register  or  renew 
their  license  each  year,  as  was  required  of  a  plumber  who  was  licensed 
after  examination.  In  several  cities  all  plumbers  were  required  to  renew 
each  year,  regardless  of  how  they  were  originally  registered,  and  fees 
were  collected  from  all  registered  plumbers.  The  examiners,  being  re- 
quired to  furnish  a  correct  list  of  plumbers  from  time  to  time  to  the  cities 
and  towns,  believe  that  all  plumbers  on  that  list  should  register  each 
year,  and  pay  a  fee  for  same. 

The  examiners  would  direct  your  attention  to  the  fact  that  many 
plumbers  who  have  been  engaged  in  the  plumbing  business  in  sparsely 
settled  portions  of  the  Commonwealth,  as  yet  without  any  plumbing 
regulations,  while  not  being  required  to  qualify  in  their  home  town,  see 
their  business  horizon  continually  narrowing  as  new  territories  accept 
regulations.  Some  of  these  plumbers  axe  of  advanced  age,  and  an  exam- 
ination would  be  embarrassing,  if  not  prohibitive. 

The  examiners  believe  provision  should  be  made  for  registering,  with- 
out examination,  those  plumbers  who  have  been  in  the  plumbing  business 
prior  to  July  10,  1893,  and  continuously  since  that  time,  when  vouched 
for  by  the  board  of  health  of  the  town  where  said  plumber  is  located. 

If  the  above  recommendations  are  concurred  in  by  your  Board  the  exam- 
iners believe  the  attention  of  the  proper  authorities  should  be  invoked  for 
legislation  necessary  to  put  same  into  eflfect. 

Bespectfully  submitted, 

JAMES  C.  COFFEY. 
CHAS.  R.  FELTON. 
EDWARD  C.  KELLY. 


REPORT 


UPON  THE 


Production  and  Distkibution  of  Diphtheria  Anti- 
toxin AND  Vaccine  Virus 


FOR  THE 


Year  ended  Nov.  30,  1910. 


[3951 


RBPOKT 

UPON  THB 


Production  and  Distribution  of  Diphtheria  Anti- 
toxin AND  Vaccine  Virus 


FOR  THB 


Yeab  ended  Nov.  30,  1910. 


The  production  of  diphtheria  antitoxin  and  vaccine  has  continued 
under  the  direction  of  Dr.  Theobald  Smith,  at  the  laboratory  of  thfe 
State  Board  of  Health  at  Forest  Hills.  The  distribution  has  been  con- 
ducted^ as  before,  at  the  office  of  the  Board. 

The  total  number  of  packages  issued  by  the  Board  during  the  fifteen 
years  and  eight  months  ended  Nov.  30,  1910,  was  as  follows :  — 


In  1895-1896  (year  ended  March  31) 
In  1896-1897  (year  ended  March  31) 
In  1897-1898  (year  ended  March  31) 
In  1898-1899  (year  ended  March  31) 
In  1899-1900  (year  ended  March  31) 
In  1900-1901  (year  ended  March  31) 
In  1901-1902  (year  ended  March  31) 
In  1902-1903  (year  ended  March  31) 
In  1903-1904  (year  ended  March  31) 


BotUes. 

1,724 
3,219 
4,668 
12,491 
31,997 
53,389 
40,211 
33,475 
41,133 


During  six  months  ended  Sept.  30,  1904, 22,255 

In  1904-1905  (year  ended  Sept.  30,  1905), 47,387 

During  fourteen  months  ended  Nov.  30,  1906, 70,424 

In  1906-1907  (year  ended  Nov.  30,  1907), 64,807 

In  1907-1908  (year  ended  Nov.  30,  1908), 94,645 

In  1908-1909  (year  ended  Nov.  30,  1909), 90,131 

In  1909-1910  (year  ended  Nov.  30,  1910), 92,623 

Total, 704,579 

The  serum  was  distributed  to  local  boards  of  health,  to  hospitals  and 
to  practitioners  in  208  cities  and  towns,  61  of  which  used  more  than  100 
bottles  each.    The  following  table  shows  the  distribution :  — 


398 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc. 


Number  of  BotUea  of  Diphtheria  Antitoxin  distributed  from  Dec,  1,  1909 ^  to 

Nov.  30,  1910. 


ClTT  OB  TOWW. 


Abingtoa, 

Acton,  . 

Adams, 

AgAwam, 

Amesbury, 

Amherst, 

Andover, 

Arlington, 

Ashbumham 

Athol,  . 

Attleborough, 

Ayer,    . 

Bamstabls, 


Bedford. 

Belchertown 

Belmont, 

Berkley. 

Beriin,  . 

Beverly, 

Blackstone, 

Boston:  — 
Boston  Lying-in  Hospital, 
Carney  Hospital, 
Children*!  Hospital, 
City  Hospital,  . 
General  supply^ 
Infants'  Hospital,     . 


Maasaehusetts  Charitable  Eye  and 

Ear  Infirmarx* 
Massachusetts  General  Hospital, 

Massachusetts  Homoeopathic  Hoa- 

pital. 
Massachusetts  Infant  Asylum, 


Parental  School, 

Perkins  Institution  and  Massachu- 
setts School  for  the  Blind. 
St.  Mary's  Infant  Aaylum, 

Training  ship  "  Ranger," 

Bourne 


Number 

of 
Bottles. 


48 
12 

167 
11 

188 
6 

leo 

134 

62 

72 

05 

IM 

18 

6 

8 

6 

40 

6 

12 

152 

07 

40 
60 

1,068 
88,772 

0,580 

130 

36 

75 

1.570 
25 
00 
38 
461 
37 
12 


Ctrr  on  Towx. 


Braintree, 

Bridgewater 

Brockton, 

Brookline, 

Buckland 

Cambridge,  ...... 

Hospital  for  Contagious  Diseases,   . 

Hospital* 

Canton, 

Massachusetts  Hospital  for  Crippled 
and  Deformed  Cnildren. 
Chelsea, 

Chesterfield,  .*". 

Chicopce 

Clinton, 

Colrain, 

Concord, 

Cummington 

Dalton 

Danvers 

State  Hospital 

Dedham. 

Dennis, 

Dighton, 

Douglas, 

Dovw 

Dudley, 

Duzbury, 

East  Bridgewater 

Easthampton, 

Easton,         ...... 

Enring 


Ewett, 
Fairhaven, 
FaU  River, 
Fklmouth, 
Fitchbufg, 


Number 

of 
Bottles. 


5S 

24 
348 

147 

6 

987 

790 

70 
244 

18 


148 

180 

« 

11 

8 

U 


138 

12 

24 

« 

IS 
18 
12 
14 
IS 
94 
11 
8 

278 
81 

OB 

94 

1,14S 
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Number  of  Bottles  of  Diphtheria  Anlitoxin  dietributed  from  Dec.  7,  1909,  to 

Nov,  30,  1910  —  Continued. 


CiTT  OB  Town. 


Number 

of 
Bottles. 


Foxborough. 
Fnuningliam, 

IFVsnkliii 

Oardner, 
Ooorcetown, 

Olouoester*  .... 
Grafton.  .  .  .  . 
Gianby,  .... 
Great  Banington, 
Greenfield,  .... 
Hadley.        .... 

Hamilton 

Hanover 

Hanson 

Hardwiek,    .... 

Harvard 

Harwieh,  .... 
Hatfield.       .... 

HaverhiU 

Hingham 

Hinsdale,      .... 

Holbrook 

HoUieton,     .... 

Holyoke 

Hopedale,     .... 

Hubbardaton, 

Hudson,       .... 

HuU 

Huntington, 

Hyde  Park 

Ipswich,  .  .  .  • 
Kincston,  .... 
Lawrenoe,  .... 
Leicester,      .... 

Lmmxc, 

Leominster, .... 
Lexington,    .... 


100 

84 

18 

72 

6 

297 

46 

4 

6 

18 

0 

6 

18 

12 

23 

12 

6 

12 

1.333 

29 

19 

12 

12 

670 

24 

4 

12 

76 

71 

260 

35 

36 

1,827 

12 

6 

348 

111 


CiTT  OB  Town. 


Number 

of 
Bottles. 


Littleton 

Lowell,  .... 

Ludlow 

Lynn 

Hospital  for  Contagious  Dii 

Maiden, 

Mansfield 

Marblehead,  .        .        .        . 

Children's  Island  Sanatorium. 

Marion. 

Marlborough 

Marshfidd 

Mattapoisett 

Maynard 

Medfield 

State  Asylum 

Medford 

Medway. 

Melrose 

Merrimac,     .        .        .        .        . 

Methuen. 

Middleborough,    .        .        .        . 

Middleton, 

Milford 

Millbury 

MiUis 

Milton, 

Monson, 

Montague. 

Nantucket, 

Natick 

Needham. 

New  Bedford 

Newbury, 

Newburyport 

Newton 

Hospital 


12 

087 

36 

1,230 

2,023 

622 

60 

47 

87 

6 

72 

6 

12 

18 

64 

90 

250 

12 

291 

35 

18 

96 

6 

196 

18 

6 

48 

48 

12 

12 

60 

42 

997 

4 

300 

200 

443 
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Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  Dec.  i,  1909,  to 

November  SO,  1910  —  Continued. 


CiTT  OB  Town. 


North  Adam« 

North  Andovw,  . 
North  Attleborouch,    . 
North  Brookfield, 

North  Reading 

NorthAmpton 

Northbridge,        .... 

Northfield 

Norton. 

Norw«U 

Norwood 

Onmgo, 

Oxford 

Palmer 

Peabody 

Pepperell, 

PetershAiD, 

PSttafield 

Hymouth, 

Provinoetown,      .... 

Quinoy 

Randolph, 

Reading, 

Revere,         ..... 

RoeUand, 

Rookport,     ..... 

Rowley, 

Ruaeell 

Salem, 

SaUsbury, 

Saugus, 

Sdtuata 

Sharon 

Sheffield, 

Shelbome 

Shiriey 

Slat*  Induatrial  School  for  Boya. 


Number 

of 
Bottlee. 

CiTT  OB  Town. 

Number 

of 
Bottlee. 

48 

Somerville 

1.683 

11 

Hoepital  for  Contagioua  Diaeaaea,   . 

1.7«7 

24 

Southborough 

e 

12 

Southbridge. 

37 

23 

Spenoer, 

24 

8ft 

Springfield,  . 

2,114 

eo 

Stoneham,    • 

112 

18 

Stoughton.   . 

a 

17 

Stow 

13 

6 

Sunderland, 

e 

108 

Sutton, 

24 

fi2 

Swampeoott, 

24 

6 

Taunton, 

246 

107 

Templeton,  . 

6 

72 

Tewkabury, . 

106 

6 

Topafield,     . 

11 

23 

Townaend,    . 

10 

620 

Truro,  .... 

12 

274 

Uzbridge,     . 

2S 

72 

Wakefield 

124 

872 

Walpole, 

46 

6 

Waltham,      . 

4i8 

77 

Hoopital.  . 

1.4BS 

123 

Ware 

137 

47 

6 

18 

Warren, 

U 

12 

Watertown.  . 

83 

12 

Webater, 

133 

407 

Welledey.     .        .        . 

61 

12 

Weat  Boylaton,     . 

12 

IM 

Weet  Bridgewater, 

10 

18 

Weat  Brookfield.  . 

6 

83 

Weet  Springfield, 

IM 

0 

Weetborough, 

18 

24 

Ly.man  School  for  Bosra, 

U 

12 

Weatfiald.     . 

144 

35    i 

Weatford,      . 

6 
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Number  of  BotUet  of  Diphiheria  Antitoxin  distributed  from  Dec.  1,  1909,  to 

Nov.  SO,  1910  —  Concluded. 


Cirr  OB  Town. 


Number 

of 
Bottles. 


Wettmineter, 

Tveetixm, 

Weymouth,  . 

Whitman,     . 

VnUiameburg, 

WilUamstown, 

WUmintton, 


6 

48 

853 

148 

6 

12 

59 


CxTT  OB  Town. 


Number 

of 
Bottles. 


Winohester 

WinUuop 

Woburn,       .... 

W<»«ester,     .... 

Wrewtham,  .        .        .        ^ 

Total 


42 

158 

208 

3.587 

2 


92.623 


The  total  number  of  tubes  of  vaccine  virus  issued  by  the  Board  dur- 
ing the  six  years  and  two  months  ended  Nov.  30, 1910,  was  as  follows :  — 

Tubes. 

In  1904-1905   (year  ended  Sept.  30,  1905), 23,970 

During  fourteen  months  ended  Nov.  30,  1906, 31,805 

In  190e-1907  (year  ended  Nov.  30,  1907), 45,265 

In  1907-1908  (year  ended  Nov.  30,  1908), 48,768 

In  1908-1909  (year  ended  Nov.  30,  1909), 47,961 

In  1909-1910  (year  ended  Nov.  30,  1910), 76,690 

Total, 274,459 

The  vaccine  virus  was  distributed  as  shown  in  the  following  table :  — 


Number  of  Tvbee  of  Vaccine  dietributed  from  Dec.  1,  1909,  to  Nov.  SO,  1910. 


City  ob  Town. 

Number 

of 
Tubes. 

CzTT  OB  Town. 

Number 

of 
Tubes. 

Abiafton, 

Amesbury, 

Andover 

Arlington 

Aahby 

Attleborouch 

Ayer, 

Bwlford 

Belmont:  — 

Msssschuaette  School  for  the  Feeble- 
minded. 
McLean  Hospital,     .        .        .        . 

83 
021 

90 
414 

12 
494 

89 

43 

895 
50 

Beverly 

Boston:  — 

Children's  Hospital, 

City  Hospital, 

General  supply 

Infanta' Hospital 

Massschusetts  Qenersl  Hospital,     . 

Penal  institutions,    .... 

Perkins  Institution  and  Massachu- 
setts School  for  the  Blind. 
St.  Elisabeth's  Hospital, . 

St.  Mary's  Infant 'Asylum, 

65 

25 

1.620 

17,635 

210 

148 

1.800 

50 

102 

200 
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Number  of  Tubes  of  Vaccine  dietributed  from  Dec.  1,  1909,  to  Nov.  SO,  1910- 

Continued. 


CiTT  OB  TOWH. 


Number 

of 
Tubes. 


Bnintree,     .... 

Bridcewater, 

BrimSeld,     .... 

Broektos 

Brookline 

Cftmbridie,  .... 

Canton 

Chelmsford, 

Cbelaea 

Chesterfield, 

Chicopee,      .... 

Clinton,        .... 

CobMset 

Conoord 

Massachusetts  Reformatory, 
Cumminfton, 
Danvers 

Insane  Hospital, 

Dedham 

Duzbury 

East  Bridcewater, 

Easton 

Evarett,  .... 
Fairhaven,    .... 

Fall  River 

Falmouth,    .... 

Fitohburf 

Foxborough, 

Freetown 

Georgetown, 

Glouoester,  .... 

Great  Barrington, 

Groton,         .... 

Hamilton 

Hingbam,  .... 
Holbiook,  .... 
Holden 


196 
42S 

25 

842 

800 

1.804 

20 

135 

1,345 

20 
204 
500 
130 

79 
800 

35 
396 
105 
539 

39 
103 
548 
209 

41 
5,500 

10 
795 
202 

50 

30 
258 

75 

20 

03 
193 

77 

55 


City  ob  Town. 


Hudson. 

Hull.     . 

Hyde  Park. 

Kingston, 

Lawrence, 

Lee, 

Leieester. 

Lexington, 

lanooln. 

Lowell, 

Ludlow, 

Lyon,  . 

Halden, 

Mansfield. 

Marblehead, 

Marshfield, 

Medfield. 

Medford, 

Medway, 

Melrose, 

Merrimac, 

Methuen, 

Milford, 

MiUbury. 

MUton, 

Moneon, 

State  Hospital, 
Needham. 
Newbury  port. 
Newton, 

Hospital, 
North  Adams, 
North  Andorer, 
North  Bfookfield. 
North  Real 

State  Sanatorium, 
Northfield, 


Nambcr 

of 
Tubes. 


90 

M 

15 

4il0 

(6 

40 

139 

» 

1J80 
tf 

2.918 


JIT 

n 

44 

IM 
90 

445 
45 

145 

no 

215 
16 
» 
» 

SIO 
4 

» 
410 

SO 
800 

10 

II 
s 
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Number  of  Tubes  of  Vaccine  distribuied  from  Dec.  1,  1909,  to  Nov.  30,  1910  — 

Concluded. 


City  or  Town. 


Number 

of 
Tubes. 


Xorwoocl. 

Oraace. 

Oxford, 

Ptklmer, 

Ftebody,      . 

Pembroke,    . 

Pittafield,     . 

Fljrmouth,    . 

IVoYinoeCown. 

Quincy, 

RAiidolph,    . 

Reading, 

Revere, 

Rocldand,     . 

Salem,  . 

Scituate, 

Sharon, 

SherixHv, 

Shirley, 

Somerville,   . 

Southborough, 

Springfield,  . 

Stoneham,    . 

Stoughton,   . 

Swampacxytt, 

Taunton, 

Tefirkrt>ury:  — 

State  Hospital, 
Townaend,    . 
Wakefield,     . 
Walpole, 


344 
40 
30 

245 

aoo 

43 
56 

96 

12 

553 

70 

1.440 

415 

160 

326 

31 

25 

10 

20 

1,075 

100 

1,691 

1,260 

70 

505 

1.146 

1.655 
49 

2,572 
125 


City  ob  Town. 


Number 

of 
Tubes. 


Waltham,      . 

Ware 

Wareham.     . 
Warren, 
Watertown,  . 
Wayland, 
Webster. 
WeUesley,     . 
West  Brookfield.  . 
West  Newbury,    . 
West  Springfield. 
Westborough:  — 

State  Hospital. 
Westfield.      . 
Westford,      . 
Westminster, 
Westport, 
Weymouth,  . 
Whitman, 
Williamstown, 
Wilmington, 
Winohendon, 
Winchester,  . 
Winthrop,     . 
Wobum, 
Worcester, 

Memorial  Hospital,  . 
Wrentham:  — 

State  School,     . 
Yarmouth,   . 
Total,     . 


525 

110 

5 

25 

163 

25 

35 

325 

258 

41 

20 

225 
270 
116 

75 

72 
264 

27 
125 
155 
675 
195 

61 

220 

2.100 

75 

370 
3 


76.690 
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Report  upon  Diphtheria  Cultures  examined  during 

THE  Tear  ended  Nov.  30, 1910. 


From  Dec.  1,  1909,  to  Nov.  30,  1910,  3,531  cultures  were  received 
from  165  cities  and  towns  in  the  State.  Of  these  cultures,  1,955  were 
for  the  purpose  of  diagnosis  and  1,576  were  for  release  from  quarantine. 

The  following  table  gives  the  number  of  cultures  received  from  the  dif- 
ferent cities  and  towns  and  the  results  of  the  examinations :  — 


CiTT  OB  Town. 


Whole 
Number  of 

CultUTM 

examined. 


Abintton, 

Adams,  .        .        .        . 

Ameebmy, 

Aadover, 

AiiingtoD, 

Athbumham, 

Aahland, 

Aihol 

Attleborough, 

Ayer 

Banutable.     . 
Bedford. 
Belmont, 
Beverly, 
Blaekstone,    . 

Boston 

Bourne,  .... 
BoKbocough,  . 
Bimintrae, 

Buttington,    . 
Canton,  .... 
Carver 


6 

11 

73 

21 

29 

17 

4 

63 

55 

37 

6 

1 

15 

86 

1 

3 

1 

1 

21 

3 

1 

89 

2 


CniffUBBB  BXAiaNBO  FOB 

Diagnosis. 


Positive. 


Neiative. 


1 
4 

9 
2 
3 
1 

17 
9 
2 
2 

1 

21 
1 
1 


1 
1 

3 
1 


3 
4 

14 

10 

13 

6 

3 

20 

24 

1 


8 
27 

2 

i 

19 
i 
1 
7 
1 


Cultures 
eramined  for 


Release  from 
Quarantine. 


2 
3 

50 

9 

13 

10 

1 

26 

22 

34 

4 

1 

6 

38 


1 
1 

29 
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CittIob  Town. 


ChArlemont,  . 

ChelBM. 

Cheahire. 

CohasMt, 

ColiBia,  . 

Concord, 

Conwa3&, 

Danvera, 

Dedham, 

Douslas, 

Dover,    . 

Duzbury, 

Eaaton,  . 

Everett, 

FairhAven, 

Falmouth, 

Fozborouch,  . 

Framingham, 

Franklin, 

Gardner. 

Georgetown,  . 

Great  Barrington, 

Groton,  . 

Hamilton, 

Hanover, 

Hanson, 

Harvard. 

Harwich, 

Hingham, 

Hdbrook, 

HoUiiton, 

Holyoke, 

Hubbardston, 

Hudaon, 

HuU,      . 

» 

Huntington,  . 
HydePftrk,  . 
Ipewieh, 


Whole 
Number  of 

CXTLTUKKB  ■XAiaKXO  FOB 
DZAQNOaU. 

Culturea 

Cultures 
examined. 

Positive. 

Negative. 

Releaaafiram 
QuarantiDA. 

3 

- 

• 

137 

16 

M 

3 

- 

- 

5 

- 

- 

1 

1 

- 

14 

1 

6 

1 

- 

- 

47 

4 

23 

67 

10 

86 

3 

- 

3 

2 

- 

- 

15 

8 

10 

3 

- 

8 

173 

84 

88 

4 

2 

2 

8 

1 

I 

52 

0 

13 

43 

17 

21 

5 

2 

2 

28 

6 

• 

1 

- 

- 

1 

- 

1 

6 

- 

- 

2 

- 

- 

18 

1 

• 

3 

1 

1 

5 

2 

1 

8 

1 

2 

42 

7 

12 

0 

2 

2 

4 

2 

2 

1 

- 

- 

t 

- 

- 

0 

1 

4 

44 

8 

20 

1 

1 

- 

87 

8 

20 

29 

2 

25 

/ 
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CiTT  OR  ToWlf . 


Whole 

Number  of 

Cultures 

examined. 


KincBton, 

liAwrenoet 

LeadDfton, 

lattleton, 

Ludlow, 

Lynnfield, 

MftldeUt  • 

Manebevter,    . 

Mansfield, 

Marblefaead,  . 

ICarion,  . 

Marlborough, 

Marshfidd,     . 

Mattapoisett, 

Masmardt 

Medfield. 

Medford, 

Medway, 

Melroee, 

Merrimac, 

Methuen, 

Middleboroush, 

Middleton, 

Millis,     .        .       . 

MUton.   . 

Natick,  . 

Needham, 

Newbury, 

Newbursrport, 

Norfolk. 

North  Adams, 

North  AndoYer,     . 

North  Attleborough, 

North  Readioc.     . 

Northborough, 

Northfield,     . 

Norton,  . 

Norwell, 


8 


28 

76 
5 
1 
42 


2 

149 

IM 

3 

83 

34 

4 

42 

18 

2 

41 

7 

13 

1 

14 
1 
6 
3 
19 
14 
1 
6 
0 
6 


CULTURaS  SXAMZNaD  FOB 

DiAONoezs. 


Positive. 


Negative. 


1 
1 


0 
8 
2 
0 


19 
29 

19 
6 

8 
3 


2 
6 
1 

1 
1 
3 


6 
1 
1 
4 
1 
1 
6 
2 

16 

27 
7 

10 

1 

1 

2 

118 

64 
2 

35 
2 
4 

13 

11 
2 

24 
7 

10 

5 
1 
6 
1 
4 
5 
1 
2 
7 
2 


Cultures 
examined  for 
Release  from 
Quarantine. 


2 


4 
2 

10 
5 

50 

16 
8 

23 


12 
63 
1 
32 
26 

21 

4 

13 

2 
1 
4 


6 
8 

3 
1 
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CiTT  OB  Town. 


Norwood. 
Oak  Bluffs,     . 
Oraofe,  . 
Peabody, 
Pembroke, 
Pepperell, 
Petenham,     . 
Plymouth. 
Plympton, 
Provineetowa, 
Quiney.  . 
Randolph. 
Raynham, 
Readini, 
Revete.  . 
Roekland. 
Rockport, 
Rowe,     . 
Ruantl,  . 
Salem,    . 
Sandwioh, 
Saugua,  . 
Soituate, 
Sharon,  . 
SbeflMd. 
Shelburne, 
Shirley,  . 
SomerviUe,     . 
Southborooch, 
Southbridfe,  . 
Southwick,     . 
Spencer, 
Stoneham, 
Stoughton,     . 
Swain  peoott ,  . 
Taunton, 
Templeton.    . 
Tewksbury.    . 


Whole 

Number  of 

Cultures 

examined. 


44 

1 
5 
17 
6 
1 
4 
30 
1 

17 

41 

2 

1 

19 

64 

64 

27 

9 

3 

119 

1 

53 

10 

69 

6 

6 

32 

3 

1 

48 

1 

7 

71 

30 

4 

17 

6 

1 


Cui/runaa  ■XAMnfao  ron 
DiAONosn. 


Pbtitive. 


Ne^tfTV. 


3 
1 
1 

11 

« 
8 
1 

3 
6 
7 
2 
2 

16 

4 
2 
18 
2 
1 
6 
1 


2 
10 
13 

4 
2 


30 


38 

20 


36 


to 


Cttltovaa 
innTTiined  for 


6 
8 
2 


6 
1 

6 
3 

t 

7 

13 

27 

19 

7 


31 

6 
29 

2 

2 

12 


4 

42 

8 

4 
3 
1 


No.  34.] 


DIPHTHERIA  CULTURES. 


411 


CiTT  OR  Town. 


Topafield, 
Townaend, 
Tniio,     . 
Uxbridge, 
Wakefield. 
Walpole, 
WalthAm. 
WftrehAin, 
Wanen,  . 
Watertown* 
WelMtar. 
Wenbam, 
Westbotough, 
Westfield. 
W6stford« 
WefltmioBter, . 
Westport, 
Wntivood* 
Wesnnouth,    . 
Whitman, 
WUbraham,    . 
WilliAinatoirii. 
Wilmiflston,  . 
Unnehendon,  . 
Wmcfaeateft 
Winthrop, 
Wobum, 
Wrentham, 
Totals,     . 


Whole 

Number  of 

Cultures 

examined. 


t 
1 
1 
1 

18 

25 

8 

8 

7 

57 

6 

1 

22 

18 

10 

2 

12 

12 

94 

14 

.   1 

3 

8 

11 

61 

85 

39 

1 

3,531 


Cxjvtutam  xxAiainDD  fob 
DiAONoezs. 


Poeitive. 


Negative. 


4 
4 

1 
3 
7 
2 

5 
6 
2 

2 

2 

14 

1 


6 

12 

11 

1 

584 


5 

1 

1 
6 

12 
8 
2 
1 

20 
1 
1 
7 
8 


2 
4 

43 
2 

3 
4 

7 
40 
20 
21 

1,371 


Cultures 

eacaminedfor 

Release  from 

Quarantine. 


8 
0 

5 
3 

30 
3 

10 
4 

5 
2 
8 
6 

37 

11 
1 

o 

to 

4 

15 

53 

7 

1,576 


412 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc 


REPORT  UPON  THE  EXAMINATION  OF  SPUTUM  AND  OTHER 
MATERIAL  SUSPECTED  OF  CONTAINING  THE  BACILLI 

OF  TUBERCULOSIS. 


From  Dec.  1,  1909,  to  Not.  30,  1910,  microscopical  examination  has 
been  made  of  1,997  lots  of  sputum  and  other  material  suspected  of  con- 
taining the  bacilli  of  tuberculosis.  This  material  has  been  received  from 
182  cities  and  towns  in  the  State.  The  following  table  gives  the  places 
from  which  the  material  has  been  received  and  the  results  of  the  micro- 
scopical examination:  — 


II 

"S. 

^1 

CxTT  OR  Town. 

Whole  Nu 

■ 

1 
1 

• 

1 

CiTT  OB  Town. 

P 

■ 

1 

« 

1 

Abinston,        .... 

7 

6 

Bourne 

- 

Aeton, 

2 

1 

Braintree, 

S3 

11 

22 

Bridcewater, 

S 

Ametbury, 

81 

24 

Brookton, 

AndovVt 

9 

6 

Bitwkfield. 

1 

ft 

Arlingtont 

90 

13 

Brookline, 

Ashland, . 

18 

17 

Burlington, 

Athol, 

4 

8 

Cambridge, 

Attleboiouth.  < 

00 

14 

46 

Canton,   . 

IS 

Avon, 

2 

- 

2 

Charlemont, 

Ayer, 

2 

- 

2 

Chelmsford. 

I 

BarnsUble, 

2 

- 

2 

Chelsea,   . 

:  7» 

10 

« 

Barre, 

4 

- 

4 

Chioopee, 

f 

1 

Becket.    . 

1 

- 

1 

Clarksburg,     , 

■• 

Bedford,  . 

4 

- 

4 

CohasMt, 

(         7 

J 

Belmont, 

4 

1 

8 

Concord, 

12 

Berkley,  . 

6 

8 

2 

Cummington, 

' 

Bev«rly,  . 

•    • 

19 

2 

17 

Dalton.    . 

1 

Bbokitone.      . 

15 

6 

9 

Danvers, 

:    ss 

1 

SI 

Boston,    . 

17 

f 

0 

11  • 

Dartmouth,     . 

s 

> 
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mber  of 
Ltions. 

1 

Whole  Number  of 
Examinations. 

CiTT  OB  Town. 

Whole  Nui 
Examine 

• 

.1 

1 

1 

CiTT  OB  Town. 

• 

1 

1 

Negative. 

Dadham,         .        .        .        . 

17 

8 

9 

Kingston,         .... 

- 

1 

Dennis,    . 

3 

2 

1 

Lancaster, 

- 

1 

Difhton, 

5 

2 

8 

Lawrence, 

- 

2 

Dover,     . 

1 

- 

1 

Lee, 

1 

2 

Duxbury, 

4 

- 

4 

Lenox,     . 

4 

3 

- 

East  Bridgewater. 

9 

2 

7 

Lexington, 

30 

6 

24 

Everettt  . 

97 

25 

72 

Lincoln,   . 

- 

3 

FaU  Rirer,       . 

1 

1 

- 

Lynn, 

1 

6 

2 

8 

Maiden,    . 

2 

Fozborouch.    . 

11 

- 

11 

Manchester, 

- 

29 

3 

26 

Bfansfield, 

23 

2 

21 

8 

1 

2 

Marion,    . 

- 

Gardner, 

14 

5 

9 

Marlborough, 

25 

8 

17 

GiU.         .        . 

3 

- 

3 

Marshfield, 

1 

Gloaoester. 

20 

11 

15 

Mattapoisett,  . 

- 

Gnat  Barrington, 

17 

4 

13 

Maynard, 

12 

6 

Greenfield, 

1 

- 

1 

Medfield, 

- 

Groton,    . 

1 

- 

1 

Medlord, 

49 

11 

88 

Groveland, 

1 

- 

1 

Melrose,  . 

56 

10 

46 

Hadley,   .       . 

1 

- 

1 

Mendon,  . 

1 

2 

Hamilton, 

4 

1 

3 

Merrimao. 

2 

1 

Hampden, 

1 

- 

1 

Middleborough 

t 

10 

2 

8 

Hanover, 

6 

2 

3 

Middleton, 

1 

2 

Hanson,  . 

2 

1 

1 

Milford,    . 

87 

9 

28 

Harwich, 

3 

- 

3 

Milton,     . 

1 

3 

HaverhiU, 

4 

1 

3 

Montague, 

1 

- 

Hingham, 

6 

1 

5 

Nahant,  . 

- 

1 

Holbrook, 

b 

- 

5 

Nantucket, 

1 

- 

Holden,   . 

3 

1 

2 

Natick,    . 

18 

7 

11 

Holliston, 

4 

- 

4 

Needham, 

10 

- 

10 

Hopedale. 

10 

2 

8 

New  Marlborough, 

2 

1 

1 

Hoi>kinton, 

1 

1 

- 

Newbury  port, 

6 

1 

5 

Hudson,  . 

5 

1 

4 

Newton,  . 

1 

- 

1 

Hull 

3 

1 

2 

North  Adams, 

11 

3 

8 

Hyde  Park,     . 

18 

7 

11 

North  Andover, 

1 

- 

1 

Ipswieh,  . 

17 

3 

14 

North  Attleborough, 

1 

34 

6 

29 
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mber  of 
itions. 

0   . 

CiTT  OB  Town. 

Whole  Nu 
Examini 

• 

1 

• 

1 

1 

Cmr  OR  Town. 

Whole  Nui 
Examins 

• 

1 

• 

•mm 

1 

NorthAmpton. 

1 

- 

1 

Taunton 

107 

27 

80 

Nnrthfleld,       . 

10 

2 

i 

Templeton, 

- 

Norton,    . 

5 

- 

5 

Tewlubury. 

- 

Norwood, 

28 

11 

15 

Townsend, 

Orance,    . 

1 

- 

1 

Upton,     . 

Orleans,  . 

2 

1 

1 

Uxbridge. 

Oxford, 

2 

2 

- 

Wake6eld, 

17 

12 

Palmer,    . 

i        1 

- 

1 

Walpole.  . 

Ptabody. 

21 

4 

17 

Waltham, 

2 

1 

1 

Wareham, 

PitUfield, 

23 

3 

20 

Waiien,    . 

Plymouth, 

8 

3 

6 

WatertowB, 

10 

Quiney.    . 

72 

19 

83 

Wayland, 

Randolph, 

8 

1 

2 

Webster.  . 

Raynham, 

1 

1 

- 

Wellfleet, 

- 

Readinc. . 

86 

3 

88 

Wenham, 

1 

Revere,    . 

21 

10 

11 

West  Brookfiel< 

1, 

• 

- 

Rooheeter. 

1 

1 

- 

West  Newbury 

• 

- 

Rookland. 

22 

3 

10 

'Westborouch, 

- 

Rookport, 

6 

1 

6 

Westfield, 

22 

4 

18 

Rowley,  . 

1 

- 

1 

Westford. 

10 

- 

10 

Salem,      . 

138 

31 

107 

Weston,    . 

- 

Sandwich, 

« 

3 

8 

Westport, 

- 

Saugui,    . 

12 

- 

12 

Westwood, 

1 

- 

Scituate.  . 

8 

1 

2 

Weymouth, 

1 
17 

2 

15 

Shelbume, 

2 

- 

2 

Whitman, 

10 

1 

Sberbom, 

3 

2 

1 

WiUiamsbuzf. 

1 

Shirley,    . 

11 

4 

7 

WilUamstown, 

2 

Somerville, 

5 

2 

3 

Wilmington, 

13'       3 

10 

Southborough, 

1 

- 

1 

Winchendon, 

2 

Speneer,  . 

6 

2 

4 

Winchester, 

28         3 

B 

Stoneham, 

6 

1 

A 

Wtnthrop, 

If         4 

15 

Stoughton, 

10 

3 

7 

Wobura,  . 

18 

2 

II 

Sunderland, 

2 
1 

1 

2 

Wrentham. 
Totals, 

1 

Sutton,    . 

l,W7 

471 

1^ 

Swampeeott, 

2 

1 

1 
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TYPHOID  FEVER. 


WiDAL,  AOGLUTIXATIVE  OR  SeRUM  TB8T. 

During  the  year  ended  Nov.  30,  1910,  the  Widal  test  was  carried  out 
with  874  specimens  of  blood.  Of  these  specimens,  168,  or  19.8  per  cent, 
gave  a  positive  reaction.  Specimens  were  sent  from  128  cities  and  towns. 
These  facts  are  shown  in  detail  in  Table  I.  In  a  second  table  (Table* 
II.)  the  specimens^  positive  and  negative,  are  classified  according  to 
the  day  of  the  disease  on  which  they  were  collected.  A  moderate  num- 
ber of  second  and  third  specimens  from  the  same  case  were  examined, 
BO  that  the  total  number  of  tests  made  is  somewhat  over  the  number  of 
cases  of  disease  concerned.  The  methods  used  during  the  year  were  the 
same  aa  those  previously  in  use  in  the  laboratory,  and  they  have  been 
amply  described  in  the  reports  of  the  year  1900  and  the  years  following. 


Table  l.  —  Widd  Test,  Dec.  1,  1909,  to  Nov.  30,  1910,  inclusive,  classified 
according  to  the  City  or  Town  from  which  the  Specimen  was  sent. 


Cm  OB  TowK. 


Abincton« 

Acton, 

Amaabury. 

Ambent, 

AiliBCton, 

Attleboronch, 

Avon, 

Barnstable, 

Bahnont, 

Bavaiiy,  . 

Billarka. . 

Blackitona, 


Biaintiaa, 


I 


2*1 


ll      I 


28 


3 
2 
6 


• 

« 

p 

> 

a 

1 

1 

- 

6 

- 

2 

1 

1 

- 

1 

8 

22 

1 

2 

- 

14 

1 

2 

1 

- 

6 

CxTT  OB  Town. 


Brawater, 

Brimfiald, 

Oambridce* 

Canton,   . 

Cbalmsford, 

Cbalaaa,  . 

Cohaawt, 

Concord,  . 

DanverB, 

Dartmouth, 

Dadham, 

Daarfiald, 

Dennia,    . 

Dtghton,  . 


•8  . 

n 


2 
1 
1 
6 
1 

18 
4 
6 
4 
2 
8 
1 
5 
8 


I 


•mm 

i 

Z 


2 


2 
1 
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Table  I.  —  Widal  Test,  etc,  —  Continued. 


ClTT  OB  TOWW. 


DouglM,  . 
Dov«r,     . 
Duzbury, 
Ikat  BridcAwster. 
Eynvtti  . 
Fall  Riyer. 
Franklin, 
Frwtown, 
Oardner, . 
Qlottoester, 
Go«h«n,  . 
Groton,    . 
Hadley.   « 
Hamilton, 


Hanaon,  . 

Haverhill, 

Hingham, 

Holbrook, 

Holden,   . 

Hopedale. 

Hopkinton, 

Httdaon,  . 

Hull. 

Hyde  Park, 

Ipewich,  . 

Kin^rton. 

LakeviUe. 

Lancaater, 

Lawrence, 

Lincoln,  . 

Lynn, 

ICarblehead, 

Marlborough. 


.M 

o   . 

11 

B'^ 

Ifl 

55  2 

• 

• 

•S  a 

•5 

|l 

1 

I 


86 


8 
8 
8 


13 


1 

a 
5 

1 
1 
1 
3 


a 

5 

3 


31 


10 


80 


100 

6 

33 


CiTT  OB  Town. 


MazBhfield, 

Maynard, 

Medfoid. 

Melroee,  . 

Middleborouch, 

Milford.  . 

MiUia.      . 

Mflton,    . 

Monroe*  . 

Nantucket, 

Natiok,    . 

Needham, 

Newburyport, 

Newton,  . 

Norfolk,  . 

North  Adamfe, 

North  Attleborottgh, 

North  Brookfield, 

Northampton, 

Northfield, 

Norwood, 

Palmer,   . 

Peabody, 

Pembroke, 

Petenham, 

Pittefield, 

Pljrmouth, 

Quinoy,    . 

Randolph, 

Reading.  . 

Revere, 

Rockland. 

Rockport, 

Rueeell,    « 


•2  o 

Si 

Mm 


3 
7 

17 

14 
8 

10 
4 
3 
1 
3 

40 
5 
1 
4 
1 
7 

IS 
1 

31 
1 
0 
1 
1 
3 
1 


$ 


t 


3 
1 
3 
1 
1 


1 
18 


8 

3 


1 

1 

S3 

1 

1 

- 

- 

- 

14 

8 

• 
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Table  L  — 

-  Widal  Test,  etc.  —  Concluded. 

mber  of 
Ltions. 

CiTT  OH  Town. 

Whole  Nu 
Examine 

1 

1 

■ 

1 

CiTT  OB  TOWW. 

Whole  Nu 
Examina 

• 

1 

1 

Sftlem, 

4 

- 

4 

WeUedey 

4 

- 

Sancus,    . 

10 

8 

7 

Wastfield. 

1 

- 

Sdiuate,  . 

1 

- 

1 

Weatford, 

2 

- 

Shorbom, 

1 

- 

1 

Wastport, 

9 

1 

Shirioy.    .        . 

2 

- 

2 

Westwood. 

4 

8 

Somenrille* 

2 

1 

1 

Weymouth, 

2 

- 

Southboioush, 

1 

- 

1 

Whitman, 

3 

1 

17 

4 

13 

Williamsburg, 

1 

- 

Stouthton, 

1 

- 

1 

Wilmington,     . 

1 

- 

Swamjwoott,    . 

10 

2 

8 

Winchester. 

14 

4 

10 

Taunton, 

39 

6 

31 

Winthrop, 

9 

3 

Wakefield,        .        . 

6 

8 

2 

Wobum,  . 

20 

3 

17 

Walthnm. 

1 

- 

1 

Woroester,' 

1 

- 

Warahnm, 

1 

- 

1 

Wrentham, 

1 

- 

Warran.    . 

2 

7 

1 
2 

1 
6 

Yarmouth, 
Totals, 

1 

- 

Watertown,      . 

874 

168 

706 

Wayland, 

30 

13 

17 

Table  II.  —  Widal  Test,  according  to  Stage  of  Disease,  Dec.  1, 1909,  to  Nov.  SO, 

1910,  inclusive. 


Approxixatb  Numbbr  of 
Dats  raoM  Bboinniii o 

OF  DlSBASB  TO 

CoLLBcnoic  OF  Blood. 


1. 
2. 
3. 
4, 
6, 
6. 
7. 
8, 
9. 
10, 


Numbbr  of 

Cases. 


Posi- 
tive. 


3 
4 
4 

6 
11 

7 
13 
16 


Nega- 
tive. 


6 
7 

25 
21 
33 
29 
62 
46 
44 
38 


Appboximatb  Numbbr  of 
Dats  from  Bbginnxno 

OF  DlSBASB  TO 

CoLLBcnoN  OF  Blood. 


numbbb  of 

Casbs. 


Posi- 
tive. 


II, 
12, 
13. 
14. 
16. 
16, 
17. 
18, 
19, 


14 
8 
11 
9 
5 
4 
4 
4 
2 
2 


Nega- 
tive. 


30 
20 
23 
46 
22 
14 

8 
10 

9 
12 
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Table  II.  —  Widal  Test,  etc.  —  Concluded. 


Appboxxicatb  Numbbb  of 
Days  from  Bboikninq 

OF  Dmbabb  to 
CoLLBcnoN  OF  Blood. 


Numbbb  of 

CA8B8. 


Posi- 
tive. 


21. 
22. 
28. 
24. 
26. 
26. 
27. 
28. 

», 
80. 
81. 
82. 
84. 
86. 


1 
8 
1 
8 


NegB- 
tive. 


18 
4 

10 
3 
8 
2 
3 
6 
1 
1 
2 
1 
2 
8 


Appboximatb  Numbbb  of 
Dat8  fbom  Bboikkino 

OF  DiSBASB  TO 

CoLLBcnoN  OF  Blood. 


Nttmbbb  of 
Casbb. 


87,        . 

40,         . 

42, 

48,        . 

44. 

48.        . 

48. 

49. 

66. 

68.  . 

69.  . 

4  montlu, 
Not  stated. 
Totals. 


Fbd- 

tlTB. 

N«»- 

tiTB. 

- 

1 

- 

t 

- 

3 

- 

8 

- 

1 

1 

- 

1 

- 

1 

1 

- 

1 

- 

t 

1 

- 

- 

1 

26 

182 

168 


706 
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MALARU. 


From  Dec.  1,  1909,  to  Nov.  30,  1910,  66  blood  spedmens  were  re- 
ceived, to  be  examined  for  the  presence  or  absence  of  malaria  parasites. 
Of  these,  10  were  positive  and  46  were  negative.  The  percentage  of 
positive  cases  was  17.9. 

The  following  table  shows  the  citjr  or  town  from  which  the  specimens, 
positive  and  negative,  were  derived:  — 


CiTT  OB  TOWX. 


Number  of 


Arlington, 
Boaton, 
Concord, 
DwUuun, 
HuU.      . 
Hyde  Pftrk, 
Ljmn,    . 
Medford, 
Melrose, 
Milton, 
Natick, 
Norwood, 
Sausus, 
Welpole. 
Weltbem. 
Wincheeter, 
Winthrop. 
Totals, 


1 
2 
2 
1 
2 
1 
2 
1 
4 
1 

20 
8 
4 
2 
1 
7 
2 


Positive. 


66 


Negative. 


10 


1 
2 
2 
1 
2 
1 

1 
4 

1 

16 
1 
2 
2 
1 
7 
2 
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Eeport  upon  Investigations  of  Local  Outbreaks  of 

Infective  Diseases. 


Accounts  of  outbreaks  of  infective  diseases  which  have  been  investi- 
gated by  State  Inspectors  of  Health  are  recorded  in  another  portion  of 
the  annual  report  under  the  heading  "Fourth  Annual  Report  on  the 
Work  of  the  State  Inspectors  of  Health." 

THE  OCCURRENCE  OF  INFANTILE   PARALYSIS  IN  MASSACHU- 
SETTS IN  1910.1 

The  last  year  has  been  one  of  considerable  progress  in  our  knowledge 
of  infantile  paralysis.  The  disease  has  been  widespread  in  the  United 
States;  23  States  have  made  the  disease  reportable,  and  several  State 
boards  of  health  have  taken  up  the  work  of  investigation.  The  clinical 
study  of  cases  has  become  more  accurate  and  careful,  and  the  importance 
and  frequency  of  abortive  cases  has  been  much  more  fully  recognized. 

Three  certain  interesting  contributions  to  our  knowledge  are  as  fol- 
lows :  — 

Osgood  and  Lucas  found  an  active  virus  in  the  naso-pharyngeal  mem- 
brane of  one  monkey,  who  had  recovered  from  the  acute  attack,  five  and 
one-half  months  afterward,  and  in  another  six  weeks  afterward.  This 
virus  was  sufRciently  active  to  cause  paralysis  in  a  first  and  second  gen- 
eration of  monkeys  into  which  it  was  injected.* 

The  second  contribution  is  from  Flezner  and  Clark.'  It  has  been 
previously  8ho^vn  that  if  hexamethylenamin  is  administered  by  mouth, 
its  presence  can  be  detected  in  the  cerebro-spinal  fluid.  Flexner  and 
Clark  showed  that  if  the  drug  be  given  by  mouth,  and  its  use  continued 
after  its  presence  in  the  spinal  fluid  can  be  detected  in  monkeys,  and  if 
such  animals  are  subsequently  inoculated  either  subdurally  or  by  the 
intracerebral  route,  the  paralysis  is  in  a  certain  proportion  of  cases  de- 
layed or  prevented.  But  successful  results  by  the  drug  have  so  far  been 
obtained  in  inhibiting  infection,  and  not  in  restraining  an  already  estab- 
lished infection.    In  other  words,  there  is  as  yet  an  absence  of  experi- 

*  Reported  for  the  MaaeBchueettB  State  Board  of  Health,  by  Robert  W.  Lovett,  M.D.,  Boston,  and 
Philip  A.  E.  Sheppard,  M.D.,  Boston.    Reprinted  from  the  Boston  Med.  and  Surg.  Jour,  liay  25,  1911. 

*  Jour.  Am.  Med.  Asbo..  Feb.  18,  1911.  p.  495. 

*  Ihid.,  Feb.  25,  1911.  p.  585. 
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mental  evidence  to  show  that  the  drug  is  of  much  use  when  the  disease 
has  begun. 

A  third  contribution  by  Anderson  and  Frost  ^  is  as  follows :  It  is  only 
ver}'  recently  that  it  has  been  found  possible  by  a  laboratory  method  to 
throw  back  light  on  whether  a  suspicious  case  occurring  in  the  past  may 
or  may  not  have  been  abortive  infantile  paralysis.  It  is  possible  by  means 
of  neutralization  tests  to  determine  this  matter  by  mixing  the  blood  serum 
of  the  recovered  case  with  the  filtered  virus,  and  injecting  the  mixture 
into  a  monkey,  the  serum  of  recovered  cases  having  the  power  of  neu- 
tralizing a  certain  amount  of  the  virus. 

By  a  study  of  the  chfLnges  in  the  cerebro-spinal  fluid  in  monkeys  pre- 
ceding the  paralysis,  a  forecast  of  the  probable  changes  in  man  was 
worked  out,  and  paralysis  predicted  in  a  human  case  where  a  lumbar 
puncture  was  done  early.  The  case  is  reported  by  Frissell.^  The  changes 
are  the  following:  At  the  height  of  the  lesions  in  the  meninges  it  has 
been  found  in  monkeys  and  confirmed  in  a  human  case  that  the  cerebro- 
spinal fluid  is  slightly  turbid  or  opalescent,  and  contains  an  excess  of 
protein.  There  is  a  large  increase  of  white  cells,  both  poly-  and  mono- 
nuclear. The  fluid  may  in  some  cases  be  distinctly  turbid,  and  poly- 
nuclear  cells  may  predominate.  Paralysis  occurs  at  the  height  of  these 
changes,  and  then  the  changes  described  in  the  fluid  begin  to  disappear. 

In  the  matter  of  etiology  more  attention  has  been  paid  to  dust,  and  the 
data  reported  by  Hill  •  are  suggestive.  In  Winona,  Minn.,  there  were  29 
cases  up  to  the  end  of  July,  27  occurring  on  dusty  streets.  On  August  5 
street  watering  was  begun  at  the  suggestion  of  the  State  and  local  health 
ofScials,  and  no  case  occurred  in  Winona  after  August  12,  although  the 
greatest  incidence  throughout  the  State  had  yet  to  develop,  and  the  neigh- 
borhood outside  of  Winona  continued  to  show  cases.  Hill  quotes  also 
three  other  instances  in  the  State  of  a  similar  occurrence. 

The  need  of  quarantine  is  being  appreciated,  and  the  experience  in 
Nebraska  is  worth  quoting :  *  "  We  were  informed  that  no  legal  provision 
had  been  made  for  quarantining  such  cases,  and  isolation  was  recom- 
mended, but,  of  course,  could  not  be  enforced,  nor  could  the  impending 
Fourth  of  July  celebration  be  abandoned.  This  celebration  was  well  at- 
tended, and  shortly  after  cases  were  reported  from  communities  previ- 
ously free  from  the  disease,  and  having  had  representatives  present  at  the 
celebration.  From  May  30  to  July  4  we  had  in  the  Stromsberg  territory 
30  cases,  while  from  July  4  to  August  3,  just  thirty  days,  we  had  115 
cases.''  A  quarantine  was  declared  necessary,  and  put  into  effect  on 
July  22,  and  after  August  3  there  were  only  15  cases  in  the  Stromsberg 
territory. 


*  Jour.  Am.  M«d.  Aho.,  BCarah  4, 1911.  p.  fltt.  >  Trans.  Prer.  Mad.  of  Am.  1I«L  Amo.,  ItlO. 

•  IbU.,  Maroh  4. 1911.  p.  Ml.  •  AadwHw:  Fwliatriei,  AugiMt.  1910. 
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The  salient  points  in  progress  may  be  summarized  as  follows :  — 

(1)  A  decidedly  keener  attitude  on  the  part  of  the  profession^  the  health 
boards  and  legislative  bodies  toward  the  disease. 

(2)  The  knowledge  that  the  infection  may  persist  in  the  nasopharynx 
in  monkeys  for  long  periods. 

(3)  The  possibility  of  diagnosticating  after  recovery  the  character  of 
abortive  cases. 

(4)  The  possibility  of  early  diagnosis  by  means  of  lumbar  puncture. 

(5)  l^he  possibility  that  hexamethylenamin  may  be  in  monkeys  at 
times  a  preventive  of  infection^  but  does  not  apparently  control  established 
infection. 

During  the  year  1910  the  Massachusetts  State  Board  of  Health  con- 
tinued for  the  fQurth  consecutive  year  the  investigation  of  infantile 
paralysis  as  it  occurred  in  the  State.^ 

The  disease  having  been  made  a  reportable  one  in  November,  1909,  the 
Board  received  notice  of  cases  reported  by  physicians,  and  to  them  blanks 
were  sent  to  be  filled  out  and  returned.  Dr.  Philip  A.  E.  Sheppard  and 
Dr.  T.  P.  Hennelly  were  employed  by  the  Board  to  investigate  the  cases 
at  their  homes,  to  make  an  intensive  study  of  epidemic  centers  and  to  see 
as  many  other  cases  reported  as  practicable.  The  scope  and  direction  of 
the  inquiry  have  again  been  supervised  by  an  advisory  committee,  con- 
sisting of  Dr.  Theobald  Smith,  Dr.  Milton  J.  Bosenau,  Dr.  James  H. 
Wright  and  Dr.  John  Lovett  Morse,  who  have  met  at  frequent  intervals 
the  secretary  of  the  Board  and  the  members  concerned  in  the  inquiry. 
The  Legislature  of  1910  generously  appropriated  the  sum  of  $5,000  for 
the  purposes  of  this  investigation. 

The  data  relating  to  the  disease  in  the  State  during  the  year  1910  will 
be  here  presented,  and  later,  in  another  form,  will  be  presented  those  con- 
clusions that  seem  warranted  by  a  study  of  the  disease  in  Massachusetts 
for  four  years,  with  certain  general  considerations  with  regard  to  the 
disease.  The  investigation  will  be  continued  in  1911  on  a  more  extended 
scale,  $10,000  having  been  appropriated  for  the  purpose  by  this  year's 
Legislature. 

There  are  three  classes  of  cases  to  be  reported  on :  — 

(1)  The  total  cases  reported  by  physicians  with  their  location,  —  845. 

(2)  The  number  of  cases  for  which  blanks  were  filled  out,  —  601. 

(3)  A  group  of  cases  carefully  studied  by  the  medical  investigators  of 
the  Board,  —  200. 

The  groups  of  cases  considered  in  various  respects  will,  therefore,  differ 
in  number,  more  space  in  general  being  allotted  to  the  200  carefully 
studied  than  to  the  others. 

I  Boston  M«d.  and  Suix.  Jour..  1908.  CIIX.  p  131:  /&uf..  1900.  July  22;  Ibid.,  1910.  CLXin.  p.  87;  Am. 
Jonr.  Pub.  Hyg.,  Novembor.  1910,  p.  876. 
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The  record  of  the  last  four  years  is  as  follows :  — 


Ykar. 

Caaes. 

Cities  and 

Towns 
with  Caaes. 

YlAB. 

Cbsea. 

atieaaad 

Towns 
withCbMS. 

1907 

1VUB|       •           •           •           • 

234 
136 

75 
47 

1900 

1910 

923 
84S 

131 
153 

The  distribution  of  the  cases  is  seen  in  the  map,  from  which  it  will  be 
seen  that  marked  epidemic  centers  existed  in  Springfield  and  Fall  Biver, 
with  a  suggestion  of  a  minor  epidemic  center  in  Boston.  The  number  of 
cities  and  towns  affected  was  larger  in  1910  than  in  1909,  when  there 
was  a  greater  total  number  of  cases. 

Deficiency  RainfaU,  1904-10,  Inclusive  (Inches), 


YSAR. 

Caaes  in  State. 

Actual. 

Nonnal. 

Deficiency. 

1904, 

^ 

43.81 

45.16 

—1,35 

1905 

— 

37.60 

~ 

—7.56 

1905 

— 

43.31 

— 

—I  95 

1907 

234 

44.49 

— 

—0  67 

1908 

130 

37.61 

• 

—7.55 

1909 

923 

42.10 

— 

-3.06 

1910 

845 

35.50 

-«.42 

-31.56 

A  consideration  of  this  table  shows  that  for  the  last  four  years  the 
driest  years  have  not  been  attended  by  the  largest  number  of  cases  in 
Massachusetts. 

The  comparison  of  the  rainfall  by  months  and  the  incidence  of  the 
disease  shows  that  in  1910  August  was  the  driest  of  the  three  summer 
months,  and  also  the  one  in  which  the  largest  number  of  cases  occurred. 
August  was  also  the  month  with  the  highest  mean  temperature,  so  that 
both  drought  and  heat  were  at  their  height  when  the  largest  number  of 
cases  occurred. 


Analysis  of  Cases  thoroughly  studied  (200  Cases  in  1S6  Families). 

Total  number  of  children, 488 

Number  of  contemporaneous  illnesses  in  children  and  adults,  .        •        .    253 

Number  of  children  paralyzed, 172 

Number  of  adults  paralyzed, 28 

200 

Possible  abortive  cases, 53 

An  investigation  of  the  nearness  of  the  affected  house  to  railroad  and 
highroad  showed  no  preponderating  number  close  to  either,  15  per  cent 
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being  close  to  a  railroad  and  about  60  per  cent,  on  the  highroad.  The 
nearness  to  water  in  the  200  cases  studied  in  and  around  Springfield 
showed  17  per  cent,  within  one-eighth  mile  of  the  river,  35  per  cent, 
within  one-fourth  mile  and  the  rest  at  greater  distances.  Of  the  remain- 
ing cases  in  other  localities,  in  the  great  majority  of  cases  wh6re  it  was 
stated,  the  house  was  not  near  the  water. 

SUBBOQNDINGS  OF  PATIENTS. 

Age  of  house.  —  The  affected  house  was  a  new  house,  that  is,  less  than 
ten  years  old,  in  27  per  cent,  of  the  cases,  and  over  10  years  old  in  the 
remainder,  and  an  investigation  of  the  sanitary  condition  of  the  house 
showed,  as  in  former  years,  that  in  most  cases  such  conditions  ranged 
from  fair  to  excellent.  In  74  per  cent,  of  the  cases  the  location  was  given 
as  "  dry,*'  and  as  "  damp  ?  in  the  remainder. 

An  investigation  of  the  water  supply  and  sewage  disposal  showed  in 
the  great  majority  of  cases  city  and  metropolitan  water  supply  and 
sewage  disposal,  eo  that  no  common  factor  is  to  be  found  in  either  of 
these  elements  which  might  be  assigned  as  a  possible  cause. 

Dust,  —  The  amount  of  dust  in  affected  localities  was  most  caref uUv 
inquired  into,  but  there  is  no  standard  of  measurement,  and  the  informa- 
tion in  the  following  table  must  be  regarded  as  only  approximately  ac- 
curate :  — 


No  dust, 156 

Very  little  dust, 124 

Much  dust, 123 

Moderate  amount  of  dust, 172 

Excessive  amount  of  dust, 7 

Not  stated, 77 

In  this  connection  the  treatment  of  streets  on  which  cases  occurred  was 
investigated.    The  results  were  as  follows :  — 

CbM8. 

No  treatment, '  .        .        .        .  316 

Watered, 162 

Oiled, 32 

Watered  and  oiled, 16 

Not  stated, 75 

601 

Digging  or  excavating  in  the  neighborhood  of  affected  houses  had  been 
in  progress  in  a  little  over  15  per  cent,  of  334  cases  where  data  existed 
on  this  point. 
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Presence  of  Insects,  Vermin,  Rodents,  etc. 
Among  185  f amilieSy  185  had  insects^  etc.,  as  follows :  — 

Fimili— , 

Flies  were  present  in 185 

Mosquitoes  were  present  in 67 

Ants  were  present  in 62 

Mice  (house)  were  present  in 60 

Bedbugs  were  present  in 39 

Roaches  were  present  in   .        .                29 

Spiders  were  present  in 26 

Rats  were  present  in 23 

Biting  flies  were  present  in 7 

Field  mice  were  present  in 4 

Fleas  were  present  in 2 

Bees  were  present  in 2 

Sand  fleas  were  present  in 1 

Snakes  were  present  in 1 

Crickets  were  present  in 1 

Squirrels  were  present  in 1 

Leeches  were  present  in 1 

As  to  insect  bites,  there  was  no  such  history  in  70  per  cent,  of  200 
cases  carefully  investigated;  a  history  of  mosquito  bites  in  27  per  cent, 
and  in  the  remainder  bites  from  varions  insects  were  recorded. 

Any  investigation  as  to  the  prevalence  of  an  especial  insect  in  a  given 
locality,  which  is  to  be  of  much  value,  mnst  be  made  on  the  spot  by  a 
person  skilled  in  entomology,  and  definite  conclusions  cannot  be  based 
on  the  above  table. 

Data  as  to  Illness  in  Domestic  Animals  and  Birds, 
Of  186  families :  — 

No  animal  of  any  kind  in 76 

Animals  present  in HO 

186 

Thus:  — 

(a)  27  homes  had  31  dogs  without  sickness. 
50  homes  had  66  cats  without  sickness. 
39  homes  had  about  745  hens  and  chickens  without  aiekm 
11  homes  had  18  horses  without  sickness. 

3  homes  had    3  cows  without  sickness. 

4  homes  had    4  canaries  without  sickness. 
10  homes  had    2  goldfish  without  sickness. 

1  home    had    5  geese  without  sickness. 
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1  home    had  10  ducks  without  sickness. 

1  home    had  10  pigeons  without  sickness. 
{h)     6  homes  had  14  hens  with  sickness. 

6  homes  had    6  hens  with  sickness, 
(c)     4  homes  had    4  dogs  with  paralysis. 

4  homes  had  12  hens  with  paralysis. 
{d)    2  homes  had  deaths  in    2  dogs. 

6  homes  had  deaths  in    6  cats. 

8  homes  had  deaths  in  42  hens. 

2  homes  had  deaths  in    2  horses. 

Total,  34  homes  out  of  110  had  illness,  paralysis  or  death,  in  82  ani- 
mals near  the  time  of  the  human  paralysis. 

As  to  paralysis  in  domestic  animals,  a  veterinary  surgeon,  Dr.  A.  W. 
May,  was  employed  by  the  Board  in  the  autumn  of  1910  to  visit  kennels, 
poultry  farms,  veterinary  hospitals,  etc.,  through  as  much  of  the  State 
as  possible,  in  order  to  see  if  the  distribution  of  animal  paralysis  corre- 
sponded to  that  of  the  human  disease.  His  report  will  be  published 
separately.  \ 

Other  data,  not  given  in  former  reports,  follow :  — 

Nativity.  Ca»ea. 

American, 315 

French  Canadian, 33 

French, 51 

French  American, 5 

Irish  American,  .  ' .        .65 

Polish, 19 

Portuguese, 13 

Hebrew, 15 

Italian, 11 

English, 9 

English  American, 2 

Irish, 4 

French  Irish, 2 

Colored, 6 

Swedish, 15 

German  American, 6 

Greek, 5 

Finlander, 2 

Nova  Seotian, 2 

Scotch, 4 

Austrian,    .......        1        .....  1 

Bohemian, 1 

Not  stated, 15 

~60i 
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This  table  is  important  as  showing  that  the  apparent  partial  immunity 
of  the  colored  race  may  be  less  true  than  had  been  supposed,  the  relatlTe 
incidence  in  Massachusetts  in  1910  per  thousand  of  population  being  in 
the  colored  race  .17,  and  in  the  white  .20.  In  order  to  obtain  the  inci- 
dence among  the  colored  race  in  a  community  thoroughly  infected,  this 
was  calculated  for  Springfield,  where,  in  a  colored  population  of  1,294, 
there  occurred  4  cases,  an  incidence  of  3.09  per  thousand,  while  in  the 
white  population  of  the  same  city  the  incidence  was  1.99  per  thousand. 

GOKMUNICABILITY. 

The  question  of  communicability  is  probably  obscured  by  the  existence 
of  abortive  cases.  The  data  here  presented  were  established  with  all 
possible  care.  In  200  cases  there  was  certain  direct  contact  with  an  acnte 
case  in  32  cases,  indirect  contact  in  10,  and  direct  contact  with  a  possible 
abortive  case  in  4.  Out  of  186  families,  13  had  2  cases  and  1  family 
had  3. 

There  were  no  lodgers  in  176  families  of  186  investigated  in  this  regard, 
and  18  lodgers  in  the  10  other  families. 

CONDITIOKS  PRECEDING  THE  ATTACK. 

Swimming  and  Wading.  —  Out  of  624  cases  when  the  question  wai 
answered,  it  was  stated  that  15.8  per  cent,  of  the  patients  were  swinmiing, 
wading  or  paddling  in  water  just  before  the  attack,  while  the  remainder 
were  not. 

In  1909,  out  of  150  cases,  40.8  per  cent,  gave  such  a  history  on  account 
of  the  different  locality  investigated  last  year,  which  may  serve  as  a  re- 
minder that  in  estimating  the  possible  effect  of  etiological  factors  too 
much  importance  cannot  be  attached  to  investigations  confined  to  one 
locality. 

Exposure  to  heat,  cold  or  dampness  just  preceding  the  attack  occurred 
in  the  history  of  27  per  cent,  of  575  cases  and  was  absent  in  the  rest. 

An  accident,  fall  or  overexertion  was  noted  in  23  per  cent,  of  573  cases 
just  before  the  attack. 

Diet. 

The  majority  of  the  patients  ate  of  several  kinds  of  food.  In  the 
analysis  of  a  series  of  200  cases  studied  in  and  around  Springfield,  4 
babies,  all  under  six  months,  were  said  to  be  fed  on  breast  milk  alone 
The  other  data  as  to  diet  were  not  apparently  of  especial  interest,  many 
articles  of  food  being  given,  from  a  study  of  which  no  conclusive  data 
can  be  drawn. 
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By  Age  Periods, 

Per  Cent. 
CBeeeApprozimate. 

From  birth  to  twelve  months,  inclusiye, 51  8.5 

From  thirteen  months  to  twenty-three  months,  inclusive,        .  65 

Two  years  old, 61 

Three  years  old, 98 

Four  years  old, 69 

Five  years  old,        .        .        .        • 51  65.5 

395 
Six  to  ten  years,  inclusive, 93  80.8 

488 
Eleven  to  twenty  years,  inclusive, 69  92.1 

557 

Twenty-one  to  thirty  years,  inclusive, 28 

Thirty-one  to  eighty  years,  inclusive, 15 

600 

It  is  evident  by  a  comparison  with  the  table  for  1909,  that  in  1910  a 
larger  number  of  older  children  were  attacked,  the  percentage  of  all  cases 
from  one  to  ten  inclusive  being  87.48  in  1909,  while  in  1910  only  80.8 
per  cent,  of  the  same  age  were  attacked. 


Mortality  by  Age. 


Deaths. 


Mortality  (Per 
Cv^t.). 


Under  one  year. 
One  to  ten  years,     . 
Over  ten  years, 

Total. 

ATBCBce  mortality. 


38 
461 
112 


COl 


8 
89 
12 

7.89 

8.04 

10.71 

54 

8*98 

The  total  mortality  was  1  per  cent,  higher  than  in  1909. 

Incidence  op  the  Disease. 

Sex.  —  There  were  331  males  and  270  females  affected. 

The  condition  of  the  patient  preceding  the  attack  was  given  in  640 
cases;  in  about  -30  per  cent,  the  patient  had  been  perfectly  well  and  in 
about  60  per  cent,  some  abnormal  condition  existed  either  some  time 
before  or  just  previous  to  the  attack.    Malaise  existed  in  about  20  per 
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cent.y  affection  of  the  throat  or  respiratory  passages  in  9  per  cent.,  gastric 
or  intestinal  disturbance  in  11  per  cent,  and  in  the  remainder  a  variety 
of  illnesses,  the  only  group  of  significance  being  10  cases  where  operation, 
wounds  or  sores  preceded  the  attack.  A  study  of  the  recent  illneeses  in 
members  of  the  same  family  showed  nothing  of  apparent  importance,  a 
moderate  number  of  ordinary  illnesses  being  recorded,  chiefly  of  the 
upper  respiratory  passages  and  digestive  tract. 

General  Features  of  Acute  Attack  for  601  Cases. 

540  cases  give  history  of  fever. 
487  cases  give  history  of  pain  and  tenderness. 
284  cases  give  history  of  brain  symptoms. 
209  cases  give  history  of  retraction. 
92  cases  give  history  of  sore  throat. 

2  cases  give  history  of  nystagmus. 

1  case  gives  history  of  hiccough. 

Digestive  disturbance  during  the  attack  occurred  in  about  75  per  cent, 
of  the  cases,  this  disturbance  being  nausea  and  vomiting,  constipation  or 
diarrhoea,  with  colic  in  a  few  cases. 

Disturbance  of  the  bladder  did  not  occur  in  73  per  cent,  of  the  cases, 
but  retention  was  noted  in  20  per  cent,  of  the  cases  and  other  minor  dis- 
turbances in  the  remainder. 

Pain  and  Tenderness. 

Pain  or  tenderness  was  present  in 469 

Pain  or  tenderness  was  absent  in  .        . 42 

Pain  or  tenderness  was  not  stated  in •        .      90 


• 
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Pain  or  Tenderness  lasted. 


No  pain, 42 

One  day  or  less, 9 

Two  days, 14 

Three  days, 20 

Four  days, 15 

Five  days, 10 

Biz  days, 6 

One  week, 35 

One  to  two  weeks, *  .        .        .41 

Two  to  three  weeks, 32 

Three  to  four  weeks, 18 
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Caaoe. 

Four  to  five  weeks, 8 

Five  to  six  weeks, 4 

Eight  to  nine  weeks, 5 

Nine  to  ten  weeks, 1 

A  few  days, 25 

Until  death,       . 45 

Present  when  report  made, 181 

Not  stated, 90 

601 
Appearance  of  Paralysis  in  Days  and  Weeks  after  Onset  of  Fever, 

Caaw. 

Same  day, 20 

One  day,    .        .  ^ 31 

Two  days, 40 

Three  days, 34 

Four  days, 15 

Five  days, 11 

Six  days, 11 

Seven  days, 14 

Eight  days, 4 

Nine  days, 2 

Ten  days, 2 

Eleven  days, 2 

Twelve  days, '. 4 

Thirteen  days, 1 

Fourteen  days, 1 

Two  to  three  weeks, 5 

Three  to  four  weeks, 1 

Four  to  five  weeks, 1 

Eight  weeks, 1 

200 
Distribution  of  Early  Paralysis, 

Cases. 

One  leg  only, 145 

Both  legs  only, 146 

One  arm  only, .44 

Both  arms  only, 12 

One  arm  and  leg,  same  side, 50 

One  arm  and  leg,  opposite  sides, 18 

Both  legs  and  one  arm, 32 

Both  arms  and  one  leg, 8 

Both  arms  and  both  legs, 51 

Ataxia  (transitory), 7 
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Back, 79 

Abdomen, 38 

Neck, 13 

Respiration, 39 

Deglutition,         .        .       • 12 

Intercostal, 1 

Face, 7 

Right  face, 31 

Left  face, 24 

Strabismus, 2 

Not  stated, 32 

Nine  cases  out  of  200  gave  a  history  of  some  skin  eruption  appearing 
on  the  chest  or  around  the  neck,  or  about  the  girdle.       "" 

In  one  or  two  such  cases  there  was  noted  by  the  investigator  a  small 
maculo-papular  rash,  —  a  faint  blush  underlying  the  area  with  no  definite 
redness  to  base  of  vesicle. 

Prognosis. 

Up  to  the  time  of  assembling  the  Board's  report  (a  period  of  six 
months  after  the  beginning  of  the  epidemic  outbreak  in  western  Massa- 
chusetts), 27  cases  (13.6  per  cent.)  out  of  200  had  completely  recovered. 

A  study  of  the  age,  distribution  of  the  early  paralysis  and  duration  of 
tenderness  and  paralysis  in  these,  cases  leads  to  the  conclusion  that  the 
early  symptoms  offered  no  means  of  distinguishing  them  from  cases 
where  the  paralysis  was  to  be  permanent. 

Conclusions. 

The  disease  in  Massachusetts  was  nearly  as  prevalent  in  1910  as  in 
the  previous  year,  and  affected  153  cities  and  towns  instead  of  136,  as  in 
1909.  But  one  must  remember  that  a  much  larger  proportion  of  cases  is 
now  recognized  and  reported  in  Massachusetts  than  was  formerly  the 
case,  so  that  probably  the  apparently  relative  prevalence  of  the  disease 
in  Massachusetts  when  compared  to  other  States,  the  total  number  of 
cases  in  the  State  and  the  apparent  spread  are  in  some  measure  due  to 
the  alert  attitude  of  the  medical  profession  of  this  State  in  recognizing 
and  reporting  cases. 

A  large  epidemic  center  existed  in  Springfield,  with  148  cases  in  the 
city  and  a  large  number  in  the  surrounding  towns,  the  distribution  ap- 
pearing to  be  radial  from  Springfield.  Another  epidemic  center  existed 
in  Fall  River,  with  89  cases  in  the  city  and  more  or  less  radial  distribu- 
tion to  contiguous  towns. 

It  is  evident  that  the  disease  has  existed  in  all  classes  in  the  communitj, 
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as  is  evident  from  the  report  on  the  sanitary  conditions  under  which 
the  patient  livedo  and  also  that  it  exists  under  all  conditions  of  sewage 
disposal  and  with  all  kinds  of  water  supply.  Our  researches  in  the 
last  two  years  have  failed  to  show  an  excessive  amount  of  dust  in 
affected  localities. 

The  proportion  of  affected  houses  in  which  contemporaneous  sickness, 
paralysis  or  death  existed  in  domestic  animals  or  birds  still  seems  larger 
chan  one  would  naturally  expect. 

The  occurrence  of  6  cases  in  the  colored  race  is  of  importance  in  con- 
nection with  the  data  of  other  investigators,  who  have  found  the  race 
rarely  affected. 

The  facts  given  with  regard  to  communicability  are  to  be  regarded  as 
important,  42  such  histories  having  been  obtained  in  200  cases. 

No  definite  information  as  to  any  one  factor  is  to  be  found  in  the 
antecedents  of  the  attack,  since  bathing,  falls,  exposure  to  heat,  overexer- 
tion, etc.,  are  common  occurrences  in  children  of  the  affected  age  in  the 
summer  season;  nor  in  the  study  of  diet  does  there  seem  much  of  im- 
portance except  for  the  existence  of  the  disease  in  4  nursing  babies. 

The  fact  has  been  commented  on  that  the  disease  was  a  little  more  prev- 
alent this  year  in  older  children  than  in  1910. 

The  study  of  the  immediate  antecedents  of  the  attack  and  the  early 
symptoms  show  nothing  of  especial  present  interest  except  the  very  com- 
mon occurrence  of  pain  and  tenderness,  and  the  information  as  to  its 
duration  is  of  value. 

The  distribution  of  paralysis  was  made  by  a  skilled  investigator  in  a 
group  of  cases  carefully  studied,  and  it  is  important  to  note  under  those 
conditions  the  comparatively  frequent  involvement  of  the  back,  abdomen, 
neck  and  face,  —  a  matter  often  overlooked. 

The  per  cent,  of  total  recoveries  from  the  paralysis  within  a  period  of 
six  months  and  less  after  the  attack  was  13.5  in  200  cases,  as  against 
a  per  cent,  of  16.7  in  a  similar  class  of  cases  in  1909. 

For  the  year  1911  the  State  Board  of  Health  intends  to  pursue  the  same 
investigation  as  in  the  four  previous  years,  on  a  more  extended  scale, 
hoping  by  a  study  of  the  disease  in  one  locality  over  a  term  of  years  to 
reach  some  conclusions  as  to  its  characteristics. 

As  in  former  years  the  Board  is  under  great  obligations  to  the  medical 
profession  for  their  ready  co-operation  at  all  points,  and  asks  for  the 
coming  year  the  same  ready  assistance. 
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Cities  and  Towns  included  in  Each  Health  Distkict. 

Health  District  No.  1.  —  Includes  the  cities  of  Fall  River  and  New 
Bedford,  and  the  towns  of  Acushnet,  Barnstable,  Bourne,  Brewster,  Chat- 
ham, Chilmark,  Dartmouth,  Dennis,  Eastham,  Edgartown,  Fairhaven, 
Falmouth,  Freetown,  Gay  Head,  Gosnold,  Harwich,  Marion,  Mashpee, 
Mattapoisett,  Nantucket,  Oak  Bluffs,  Orleans,  Provincetown,  Rochester, 
Sandwich,  Somerset,  Swansea,  Tisbury,  Truro,  Wareham,  Wellfleet, 
West  Tisbury,  Westport  and  Yarmouth. 

Health  District  No,  2,  —  Includes  the  cities  of  Quincy  and  Taunton, 
and  the  towns  of  Attleborough,  Avon,  Bellingham,  Berkley,  Blackstone, 
Braintree,  Canton,  Dedham,  Dighton,  Easton,  Foxborough,  Franklin, 
Holbrook,  Hyde  Park,  Mansfield,  Milton,  Norfolk,  Norton,  North  Attle- 
borough, Norwood,  Plainville,  Randolph,  Raynham,  Rehoboth,  Seekonk, 
Sharon,  Stoughton,  Walpole,  Westwood  and  Wrentham. 

Health  District  No.  S.  —  Includes  the  city  of  Brockton,  and  the  towns 
of  Abington,  Bridgewater,  Carver,  Cohasset,  Duxbury,  East  Bridgewater, 
Halifax,  Hanover,  Hanson,  Hingham,  Hull,  Kingston,  Lakeville,  Marsh- 
field,  Middleborough,  Norwell,  Pembroke,  Plymouth,  Plympton,  Rock- 
land, Scituate,  West  Bridgewater,  Weymouth  and  Whitman. 

Health  District  No.  -J.  —  Includes  the  cities  of  Boston  and  Chelsea, 
and  the  towns  of  Revere  and  Winthrop. 

Health  District  No.  5.  —  Includes  the  cities  of  Cambridge,  Everett, 
Maiden,  Medford,  Melrose,  Somerville  and  Waltham,  and  the  towns  of 
Arlington,  Belmont,  North  Reading,  Reading,  Stoneham,  Wakefield  and 
Watertown. 

Health  District  No.  6.  —  Includes  the  cities  of  Marlborough  and  New- 
ton, and  the  towns  of  Ashland,  Brookline,  Dover,  Framingham,  Grafton, 
HoUiston,  Hopedale,  Hopkinton,  Medfield,  Medway,  Mendon,  Milford, 
Millis,  Natick,  Needham,  Northborough,  Sherbom,  Shrewsbury,  South- 
borough,  Sudbury,  Upton,  Wayland,  Wellesley,  Westborough  and  Weston. 
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Health  District  No.  7.  —  Includes  the  cities  of  Beverly,  Qloucester, 
Lynn  and  Salem,  and  the  towns  of  Danvers,  Essex,  Hamilton,  Ipswich, 
Lynnfield,  Manchester,  Marblehead,  Middleton,  Nahant,  Peabody,  Rock- 
port,  Saugus,  Swampscott,  Topsfield  and  Wenham. 

Health  District  No,  8.  —  Includes  the  cities  of  Haverhill,  Lawrence 
and  Newburyport,  and  the  towns  of  Amesbury,  Andover,  Boxford, 
Georgetown,  Groveland,  Merrimac,  Methuen,  Newbury,  North  Andover, 
Bowley,  Salisbury  and  West  Newbury. 

Health  District  No.  9.  —  Includes  the  cities  of  Lowell  and  Wobum, 
and  the  towns  of  Acton,  Ayer,  Bedford,  Billerica,  Boxborough,  Burling- 
ton, Carlisle,  Chelmsford,  Concord,  Dracut,  Dunstable,  Groton,  Harvard, 
Lexington,  Lincoln,  Littleton,  Maynard,  Pepperell,  Shirley,  Stow, 
Tewksbury,  Townsend,  Tyngsborough,  Westford,  Wilmington  and  Win- 
chester. 

Health  District  No.  10.  —  Includes  the  city  of  Fitchburg,  and  the 
towns  of  Ashbumham,  Ashby,  Athol,  Barre,  Berlin,  Bolton,  Boylston, 
Clinton,  Dana,  Gardner,  Hardwick,  Holden,  Hubbardston,  Hudson,  Lan- 
caster, Leominster,  Lunenburg,  New  Braintree,  Oakham,  Paxton,  Peters- 
ham, Phillipston,  Prmceton,  Royalston,  Rutland,  Sterling,  Templeton, 
West  Boylston,  Westminster  and  Winchendon. 

Health  District  No.  11.  —  Includes  the  city. of  Worcester,  and  the 
towns  of  Auburn,  Brimfield,  Brookfield,  Charlton,  Douglas,  Dudley,  Hol- 
land, Leicester,  Millbury,  Northbridge,  North  Brookfield,  Oxford,  South- 
bridge,  Spencer,  Sturbridge,  Sutton,  Uxbridge,  Wales,  Warren,  Webster 
and  West  Brookfield. 

Health  District  No.  12.  —  Includes  the  cities  of  Chicopee,  Holyoke, 
and  Springfield,  and  the  towns  of  Agawam,  Blandford,  East  Long- 
meadow,  Enfield,  Granby,  Granville,  Greenwich,  Hampden,  Huntington, 
Longmeadow,  Ludlow,  Monson,  Montgomery,  Palmer,  Russell,  South 
Hadley,  Southwick,  Tolland,  Ware,  West  Springfield,  Westfield  and  Wil- 
braham. 

Health  District  No.  13.  —  Includes  the  city  of  Xori;hampton,  and  the 
towns  of  Amherst,  Ashfield,  Belcheri;own,  Bernardston,  Buckland,  Ches- 
terfield, Colrain,  Conway,  Cummington,  Deerfield,  Easthampton,  Erving, 
Gill,  Goshen,  Greenfield,  Hadley,  Hatfield,  Leverett,  Leyden,  Montague, 
New  Salem,  Northfield,  Orange,  Pelham,  Plainfield,  Prescott,  Shelburne, 
Shutesbury,  Southampton,  Sunderland,  Warwick,  Wendell,  Westhamp- 
ton,  Whately  and  Williamsburg. 

Health  District  No.  H.  —  Includes  the  cities  of  North  Adams  and 
Pittsfield,  and  the  towns  of  Adams,  Alford,  Becket,  Charlemont,  Cheshire, 
Chester,  Clarksburg,  Dalton,  Egremont,  Florida,  Great  Barrington.  Han- 
cock, Hawley,  Heath,  Hinsdale,  Lanesborough,  Lee,  Lenox,  Middlefield, 
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Monroe,  Monterey,  Mount  Washington,  New  Ashf ord,  New  Marlborough, 
Otis,  Peru,  Eichmond,  Eowe,  Sandisfield,  Savoy,  SheflBeld,  Stockbridge, 
Tyringham,  Washington,  West  Stockbridge,  Williamstown,  Windsor  and 
Worthington. 

Citiea  and  Towns  alphabetically  arranged. 


Health 

Health 

District 

City  or  Town. 

County. 

District 

City  or  Town. 

County. 

Namber. 

Number. 

3 

Abington, 

Plsrmouth. 

10 

Clinton. 

Worcester. 

0 

Acton,    . 

Middlesex. 

3 

Cohasset. 

Norfolk. 

1 

Acushnet, 

Bristol. 

13 

Colrain, 

Franklin. 

14 

Adams,  . 

Berkshire. 

9 

Concord, 

Middlesex. 

13 

Agawam, 
Aiford,  . 

Hampden. 

13 

Conway, 

Franklin. 

14 

Berkshire. 

13 

Cummmgton. 

^B^'^'i^Pshire. 

8 

Amesbury, 

Essex. 

"^  '    '■■•^p« 

13 

Amherst, 

Hampshire. 

14 

Dalton, . 

Berkshire. 

8 

Andover, 

Essex. 

10 

Dana,    . 

Worcester. 

5 

Arlington, 

Middlesex. 

7 

Danvers, 

Essex. 

10 

Ashburnham, 

Worcester. 

1 

Dartmouth,  . 

Bristol. 

10 

Ashby.  . 

Middlesex. 

2 

Dedham. 

Norfolk. 

13 

Ashfield, 

Franklin. 

13 

Deerfield. 

Franklin. 

e 

Ashland, 

Middlesex. 

1 

Dennis, 

Barnstable. 

10 

Athol,    . 

Worcester. 

2 

Dighton, 

Bristol. 

2 

Attleborough, 

Bristol. 

11 

Douglas, 

Worcester. 

11 

Auburn, 

Worcester. 

6 

Dover,  . 

Norfolk. 

2 

Avon,     . 

Norfolk. 

9 

Dracut. 

Middlesex. 

9 

Ayer,     . 

Middlesex. 

11 
9 

Dudley, 
Dunstable,    . 

Worcester. 
Middlesex. 

1 

Barnstable, 

Barnstable. 

3 

Duxbury, 

Plymouth. 

10 

Barre, 

Worcester. 

14 

Becket,  . 

Berkshire. 

3 

East  Bridgewater, 

Plymouth. 

9 

Bedford, 

Middlesex. 

12 

E^ast  Longmeadow. 

Hampden. 

13 

Belchertown, 

Hampshire. 

1 

E^tham, 

Barnstable. 

2 

Bellingham, 

Norfolk. 

13 

Easthampton, 

Hami>shire. 

6 

Belmont, 

Middlesex. 

2 

Easton,  . 

Bristol. 

2 

Berkley, 

Bristol. 

1 

Edgartown.    . 

Dukes. 

10 

Berlin,    . 

Worcester. 

14 

Egremont, 

Berkshire. 

13 

Bernardston, 

. 

Franklin. 

12 

Enfield, 

Hampshire. 
Franklin. 

7 

Bbverlt, 

Essex. 

13 

Erving. 

9 

Billerica, 

Middlesex. 

7 

Essex,     . 

Essex. 

2 

Blackstone, 

Worcester. 

5 

EVERBTT. 

Middlesex. 

12 

Blandford, 

Hampden. 

"  ■•  ^  • 

10 

Bolton,  . 

Worcester. 

1 

Fairhaven,     . 

Bristol. 

4 

Boston, 

Suffolk. 

1 

Fall  Rivbr, 

Bristol. 

1 

Bourne, 

Barnstable. 

1 

Falmouth,      . 

Barnstable. 

9 

Boxborough, 

Middlesex. 

10 

FlTCBBURQ,    . 

Worcester. 

8 

Boxford, 

Essex. 

14 

Florida, 

Berkshire. 

10 

Boylston, 

Worcester. 

2 

Foxborough.  . 

Norfolk. 

2 

Braintree, 

Norfolk. 

6 

Framingham, 

Middlesex. 

1 

Brewster, 

Barnstable. 

2 

Franklin, 

Norfolk. 

3 

Bridgewater, 

Plymouth. 

1 

Freetown, 

Bristol. 

11 

BrimSeld, 

Hampden. 

3 

Brockton, 

Plymouth. 

10 

Gardner, 

Worcester. 

11 

Brookfield, 

Worcester. 

1 

Gay  Head,    . 

Dukes. 

e 

Brookline, 

Norfolk. 

8 

Georgetown,  . 

Essex. 

la 

Buckland, 

Franklin. 

13 

Gill,       . 

Franklin. 

9 

Burlington, 

Middlesex. 

7 
13 

Gloucbstbb. 
Goshen, 

Essex. 
Hampshire. 

6 

Cambridgb, 

Middlesex. 

1 

Gosnold, 

Duk^ 

2 

Canton, 

Norfolk. 

6 

Grafton, 

Worcester. 

9 

Carlisle, 

Middlesex. 

12 

Granby, 

Hampshire. 

3 

Carver,  . 

Plymouth. 

12 

Granville, 

Hampden. 

14 

Charlemont, 

Franklin. 

14 

Great  Barrington, 

Berkshire. 

11 

Charlton. 

Worcester. 

13 

Greenfield,     . 

Franklin. 

1 

Chatham, 

Barnstable. 

12 

Greenwich,    . 

Hampshire. 
Middlesex. 

9 

Chelmsford,  . 

Middlesex. 

9 

Groton, 

4 

Cbblssa, 

Suffolk. 

8 

Groveland,    . 

Essex. 

14 

Cheshire. 

Berkshire. 

14 

Chester, 

Hampden. 

13 

Hadley. 

Hampshire. 

13 

Chesterfield. 

Hampshire. 

3 

Halifax, 

Plymouth. 

12 

CmcoPBB,     . 

Hampden. 

7 

Hamilton. 

E88«X. 

1 

Chilmark, 

Dukes. 

12 

Hampden.     . 

Hampden. 

14 

Clarksburg,   . 

Berkshire. 

14 

Hancock, 

Berkshire. 
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Citiea  and  Towns  alphabelicaUy  arranged — Continued. 


Health 

Distriet 

Number. 


City  or  Town. 


8  HftAOTer, 

8  Hanaon, 
10  HArdwick, 

9  Harvftrd, 

1  Harwich, 

13  Hatfiald. 
8  Havbbhiix, 

U  Hawley, 

14  H«kth,  . 
8  Hincham, 

U  Hinadaie. 

a  Holbrook, 

10  Holdeo. 

11  Holland, 
0  Holliaton, 

la  HoLToxa. 

6  Hopedale, 
0  Hopkinton, 

10  HuDbardstoo 

10  Hudeon. 

3  Hull,      . 

12  Huntington, 
3  Hyde  Park, 

7  Ipuwich, 

8  Kingston, 

8  Lakeville, 

10  LAnoaster, 
14  Laneaborough, 

8  Lawbsncs, 
14  Lee, 

11  Leif*e8ter, 
14  Lenox,  . 
10  Leominater, 

13  Leverett, 
0  Lexington, 

13  Leyden, 
0  Lincoln, 

0  Littleton, 

12  Longmeadow 

9  LOWBLL, 

12  Ludlow, 

10  Lunenburg, 
7  Ltnn,    . 
7  Lynnfield, 

6  Maldsn, 

7  Manchester, 

2  Mansfield. 

7  Marblehead, 

1  Marion,  . 
6  Marlborough, 

3  Marshfield, 
1  Mashpee, 
1  Mattapoisett, 
0  Maynard, 
6  Medfield. 
6  MBoroBD, 
6  Med  way, 

5  Mblbosb, 

6  Mendon, 

8  Merrimao, 
8  Methuen, 
3  Middleborough, 

14  Middlefield. 

7  Middleton, 
6  Milford. 

11  •    Millbury, 
6  Millis.     . 

8  MUton,  . 


County. 


Plymouth. 

Plymouth. 

Worcester. 

Woroeater. 

Barnstable. 

Hampahira. 


Franklin. 

Franklin. 

Plymouth. 

Bwlcahire. 

Norfolk. 

Worcester. 

Hampden. 

Middlesex. 

Hampden. 

Worceater. 

Middlesex. 

Worceater. 

Middlesex. 

Plymouth. 

Hampshire. 

Norfolk. 


Plymouth. 

Plsrmouth. 

Worcester. 

Berkshire. 

Essex. 

Berkshire. 

Worcester. 

Berkshire. 

Worcester. 

Franklin. 

Middlesex. 

Franklin. 

Middlesex. 

Middlesex. 

Hampden. 

Middlesex. 

Hampden. 

Worcester. 

Essex. 

Essex. 

Middlesex. 

Essex. 

Bristol. 

Essex. 

Plymouth. 

Middlesex. 

Plymouth. 

Barnstable. 

Pljrmouth. 

Middlesex. 

Norfolk. 

Middlesex. 

Norfolk. 

Middlesex. 

Worcester. 

Essex. 

Essex. 

Plymouth. 

Hampshire. 


Worceater. 
Worceater. 
Norfolk. 
Norfolk. 


Health 

District 

Number. 


City  or  Town. 


14 
12 
13 
14 
12 
14 

7 
1 

e 

6 
14 

1 

10 

14 

13 

8 

8 

6 

2 

14 

8 

2 

11 

5 

13 

6 

11 

13 

3 


1 

10 
13 

1 

14 
11 

13 

10 

7 

13 

3 

9 

14 

10 

10 

14 

13 

2 

3 

3 

13 

10 

1 

2 

a 

2 
6 
2 


Monroe, 

Monaon, 

Montague, 

Monterey, 

Montgomervj 

Mount  Waahmgton, 

Nahant. 
Nantucket,    . 
Natick,  . 
Needham, 
New  Aahford, 
Nbw  BaoroBo, 
New  Biaintree. 
New  Bfarlborough, 
New  Salem,  . 
Newbury, 
Nbwbubtpobt, 
Nbwton, 
Norfolk, 

NOBTH  ADAM8, 

North  Andover, 
North  Attleborough, 
North  Brookfield, 
North  Reading, 

NOBTHAMPTON, 

Northborough, 

Northbridge, 

Northfield, 

Norton, 

Norwell, 

Norwood, 

Oak  Bluffa, 
Oakham, 
Orange, . 
Orleana, 
Otia. 
Oxford,  . 

Palmer, 

Paxton, . 

Peabody, 

Pelham, 

Pembroke, 

Pepperell, 

Peru, 

Petersham, 

Phitlipaton, 

PrrT8nBx.o, 

Plainfield. 

Plain  ville, 

Plymouth, 

Plympton, 

Preaoott, 

Princeton, 

Provincetown, 

QniNCT. 


Randolph, 

Raynham, 

Reading, 

Rehoboth. 

Revere, . 

Richmond, 

Rocheater, 

Rockland, 

Rockport, 

Rowe,    . 


Coonty. 


Franklin. 

Hamndan, 

Franklin. 

Hampdatn. 


Nanttickvt. 

MiddlaaBB. 

Norfolk. 

Berkahtm. 

Briatol. 


Berkahirv. 
Franklin. 


Middlew. 
Norfolk. 


BrialoL 


MiddlMX. 

Hampahipa. 


Franklin. 
Briatol. 
Plymouth. 
Norfolk. 

Dukaa. 


Franklin. 

Bamatabla. 

Berkahire. 


Hampdei 


Hampahira. 
Plymouth. 
MiddkMx. 
Barkahirv. 


Berkshire. 

Hampahira. 

Norfolk. 

Pl}*moiith. 

Pljrmottth. 

Hampahira. 


Norfolk. 

Norfolk. 
Bristol. 


Bristol, 
duffolk. 


PlyiMHith. 
PlyoKHith. 


Frmnkiia. 
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Cities  and  Towtu  alphabtlieally  arranged — Concluded. 


Health 

Health 

Distriet 

City  or  Town. 

County. 

Distriot 

City  or  Town. 

County. 

Number. 

Number. 

8 

Rowley, 

ESSCT. 

6 

Upton.  .... 

Worcester. 

10 

Royakton,     . 

Worcester. 

11 

Uxbridge, 

• 

• 

Worcester. 

12 

RuMeU, 

Hampden. 

10 

Rutland, 

Worcester. 

6 

Wakefield.     . 

Middlesex. 

11 

Wales,    . 

Hampden. 

7 

Salbic,  .... 

Essex. 

2 

Walpole. 

Norfolk. 

8 

Salisbury, 

Easax. 

5 

WaIiTHAM,       . 

Middlewa. 

U 

Sandisfield,    . 

Berkshire. 

12 

Ware.      . 

Hampshire. 

1 

Sandwich, 

1 

Wareham, 

Plymouth. 

7 

Saugus, .... 

Essex. 

11 

Warren, 

Worcester. 

U 

Savoy.   .... 

Berkshire. 

13 

Warwick. 

Franklin. 

8 

Seituate, 

Plsrmouth. 

14 

Washington,  . 

Berkshire. 

2 

Seekonk, 

Bristol. 

6 

Watertown,    . 

Middlesex. 

2 

Sharon, .... 

Norfolk. 

6 

Wayland, 
Webster, 

Middlesex. 

14 

Sheffield, 

Berkshire. 

11 

Worcester. 

13 

Shelbume,     . 

Franklin. 

6 

WeUesley, 

Norfolk. 

e 

Sherbom. 

Middlesex. 

1 

WeUfleet. 

Barnstable. 

9 

Shirley, 
Shrewsbury,  . 

Middlesex. 

13 

Wendell, 

Franklin. 

6 

Worcester. 

7 

Wenham, 

Esswc. 

13 

Shutesbury,  . 

Franklin. 

10 

West  Bo^lston, 

Worcester. 

1 

Somerset, 

Bristol. 

3 

West  Bndgewater, 
West  Brookfield. 

Plsrmouth. 

6 

SOMBBTXLLH, 

Middlesex. 

11 

Worcester. 

12 

South  Hadl«y,      . 

Hampshire. 

8 

West  Newbury, 

Essex. 

13 

Southampton, 

Hampshire. 

12 

West  Springfield, 
West  Stockbridge. 

Hampden. 

6 

Southborouch, 

Worcester. 

14 

Berkshire. 

U 

Southbridce, . 

Worcester. 

1 

West  Tisbury, 

Dukes. 

12 

Southwiok,    . 

Hampden. 

6 

West  borough. 

Worcester. 

11 

Spenoer. 

Worcester. 

12 

Westfield, 

Hampden. 
Middlesex. 

12 

SPBINOrTBLD, 

Hampden. 

9 

Westford, 

10 

Sterling, 

Worcester. 

13 

Westhampton, 

Hampshire. 

14 

Stockbridge,  . 

Berkshire. 

10 

Westminster, 

Worcester. 

6 

Stoneham,     . 

Middlesex. 

6 

Weston. 

Middlesex. 

2 

Stoughton,     . 

Norfolk. 

1 

Westport, 

Bristol. 

9 

Stow 

Middlesex. 

2 

Westwood. 

Norfolk. 

11 

SturbridgBi    . 

Worcester. 

3 

Weymouth, 

Norfolk. 

6 

Sudbury, 

Middlesex. 

13 

Whately, 

Franklin. 

13 

Sunderland,  . 

Franklin. 

3 

Whitman, 

Plymouth, 

11 

Sutton 

Worcester. 

12 

WUbraham. 

Hampden. 

7 

Swampsoott, 

Essex. 

13 

Williamsburg. 

Hampshire. 

1 

Swansea, 

Bristol. 

14 

Williamstown, 

Berkshire. 

9 

Wilmington.  . 

Middlesex. 

2 

Tattnton, 

Bristol. 

10 

Winchendon, 

Worcester. 

10 

Templeton,    . 
Tewksbury,  . 

Worcester. 

0 

Winchester,    . 

Middlesex. 

9 

Middlesex. 

14 

Windsor, 

Berkshire. 

1 

Tisbury, 
Tolland, 

Dukes. 

4 

Winthrop. 

Suffolk. 

12 

Hampden. 

9 

WOBURN. 

Middlesex. 

7 

Topefield, 

Essex. 

11 

WOBCBSTBR,   . 

Worcester. 

9 

Townsend,     . 

Middlesex. 

14 

Worthington. 

Hampshire. 

1 

Truro,    .... 

Barnstable. 

2 

Wrentham,    . 

Norfolk. 

9 

Tyngsborough, 

MiddlMex. 

14 

TVringham,  . 

Berkshire. 

1 

Yarmouth,    . 

Barnstable. 

District  No. 

1. 

District  No. 

2. 

District  No. 

S. 

District  No. 

u. 

District  No. 

6. 

District  No. 

6. 

District  No. 

7. 

District  No. 

8. 

The  State  Inspectors  of  Health. 

—  Dr.  Adam  S.  MacKnight,  Fall  Eiver. 

—  Dr.  Elliott  Washburn,  Taunton. 

—  Dr.  Wallace  C.  Keith,  Brockton. 

—  Dr.  Harry  Linenthal,  Boston. 

—  Dr.  Frank  L.  Morse,  Somerville. 

—  Dr.  Wm.  W.  Walcott,  Natick. 

—  Dr.  J.  Wm.  Voss,  Beverly. 

—  Dr.  Wm.  Hall  Coon,  Haverhill. 
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District  No.    9.  —  Dr.  Charles  E.  Simpson,  Lowell. 
District  No.  10.  —  Dr.  Lewis  Fish,  Fitchburg. 
District  No.  11.  —  Dr.  Melvin  G.  Overlook,  Worcester. 
District  No.  12.  —  Dr.  James  V.  W.  Boyd,  Springfield. 
District  No.  IS.  —  Dr.  John  S.  Hitchcock,  Northampton. 
District  No.  H.  —  Dr.  Lyman  A.  Jones,  North  Adams. 


OUTLINE  OP  THE  POWERS  AND  DUTIES   OF  THE  STATE  IN- 
SPECTORS OF  HEALTH. 

I.    Advisory  Authority, 

1.  Inquiry  and  Action  concerning  Influences  and  Diseases  that  are  or 

may  be  Dangerous  to  the  Public  Health. 
The  State  Inspectors  of  Health  are  authorized  to  gather  all  in- 
formation possible  concerning  all  influences  that  are 
or  may  be  dangerous  to  the  public  health  and  con- 
cerning the  prevalence  of  tuberculosis  and  other  com- 
municable diseases.  They  disseminate  knowledge  as  to 
the  best  methods  of  preventing  the  spread  of  diseases 
dangerous  to  the  public  health,  and  take  such  steps  as, 
after  consulting  with  the  State  Board  of  Health  and 
the  local  health  authorities,  are  deemed  advisable  for 
their  eradication. 

2.  Dealings  with  Local  Health  Authorities  as  to :  — 
J.    Rules  and  Regulations. 

The  State  Inspectors  of  Health  have  been  of  considerable  assist- 
ance to  local  health  authorities  in  aiding  them  draft 
rules  and  regulations;  and  as  the  work  of  the  local  au- 
thorities is  gradually  placed  on  a  higher  plane,  the  men 
can  be  of  even  greater  assistance,  under  the  gniidanee 
of  the  State  Board  of  Health,  in  obtaining  uniformity 
in  health  work  throughout  the  State. 
B.  Diseases  Dangerous  to  the  Public  Health. 
The  State  Inspectors  of  Health :  — 

(a)  Consult  with  the  local  health  authorities  as  to  the  best 
methods  of  preventing  the  spread  of  diseases  dangerous 
to  the  public  health. 

(5)  Advise  the  local  authorities  to  urge  physicians  to  report 
any  known  case  of  such  a  disease  and  to  see  that  the 
notification  laws  are  enforced. 

{c)  Investigate  and  report  to  local  boards  of  health  any  known 
cases  of  ophthalmia  neonatorum,  so  that  the  law  re- 
quiring local  boards  of  health  "  to  take  such  immediate 
action  as  they  may  deem  necessary  in  order  that  blind- 
ness may  be  prevented  "  may  be  enforced. 
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{d)  Assist  the  local  authorities  as  to  the  manner  of  caring  for 
persons  found  ill  in  a  neglected  condition  with  such 
disease. 

(e)  Advise  and  assist  local  authorities  in  the  enforcement  of 
quarantine. 

(/)  Report  to  the  State  Board  of  Health  and  the  proper  local 
health  authority  every  conmiunlcable  disease  discovered 
in  a  tenement  workshop. 

(g)  Notify  the  State  Board  of  Health  and  the  proper  local 
health  authority  of  the  existence  of  any  such  disease 
in  factories  and  workshops. 
(7.    Nuisances  and  Causes  of  Sickness. 

In  the  work  of  abating  nuisances  the  State  Inspectors  of  Health 
advise  local  authorities  as  to  the  prevention  of  condi- 
tions which  are  dangerous  to  health,  or  which  are 
offensive  to  the  senses  and  render  habitations  uncom- 
fortable. 

D.  Sanitation  of  Tenement  Homes. 

The  State  Inspectors  of  Health  have  been  of  considerable  assist- 
ance to  the  local  authorities  in  dealing  with  the  problem 
of  the  sanitation  of  tenement  homes.  A  high  standard 
of  sanitation  in  factories,  brought  about  largely  by 
rigid  inspection,  should  go  hand  in  hand  with  improved 
home  conditions,  particularly  the  tenement  homes. 

E.  Statistics. 

Efforts  have  been  made  to  bring  about  uniformity  in  recording 
statistics  relating  to  health  work  of  all  kinds. 

3.  Inquiry  concerning  the  Health  of  Minors  employed  in  Factories. 

The  work  of  obtaining  information  concerning  the  health  of 
minors  employed  in  factories  calls  for  a  knowledge  of 
the  ill  health  or  physical  unfitness  of  the  minors.  It 
involves  obtaining  personal  and  family  histories,  record- 
ing observations,  and,  in  a  considerable  proportion  of 
cases,  making  physical  examinations. 

4.  Sanitation  of  School  Buildings. 

The  law  requires  the  State  Inspectors  of  Health  to  make  such 
examinations  of  school  buildings  as  in  the  opinion  of 
the  State  Board  of  Health  the  protection  of  the  health 
of  the  pupils  may  require. 

5.  Matters  relating  to  Water  Supply  and  Sewerage. 

The  State  Inspectors  of  Health,  by  intelligent  co-operation,  as- 
sist the  State  Board  of  Health  materially  in  forward- 
ing the  work  of  the  water  supply  and  sewerage 
department.  The  law  provides  for.  adequate  supply  of 
pure  drinking  water  for  factory  employees,  and  for 
proper  disposal  of  sewage  from  factories  and  foundries. 
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II.    Executive  Authority. 

1.  Sanitation  of  Factories,  Workshops  and  Other  Industrial  Establiah- 

ments. 
The  work  relating  to  the  sanitation  of  factories,  workshops  and 
other  industrial  establishments  includes  the  enforcement 
of  certain  laws.  It  also  includes  the  study  of  the  effect 
of  occupation  upon  the  health  of  persons  employed  in 
such  establishments. 

2.  Exclusion  of  Minors  from  Occupations  deemed  to  be  Injurious  to 

Health. 
In  the  enforcement  of  the  law  which  provides  for  the  exclusion 
of  minors  from  occupations  or  processes  deemed  by  the 
State  Board  of  Health  to  be  injurious  to  health,  the 
State  Inspectors  of  Health  consider  carefully  the  vary- 
ing conditions  associated  with  a  given  occupation  or 
process,  as  well  as  the  condition  of  health  of  each  minor 
,  at  work. 

3.  Sanitation  of  Tenements  where  Clothing  is  made. 

The  primary  object  of  inspection  of  tenement  workrooms  is  to 
guard  the  public  health  from  the  spread  of  contagious 
diseases  by  means  of  infected  wearing  apparel.  The 
work  accomplished  has  resulted  in  the  maintenance  of 
higher  sanitary  standards  in  the  congested  tenement 
homes.  Moreover,  the  friendly  visits  to  the  homes  and 
the  close  personal  contact  with  the  workers  have  been 
a  great  educational  force  in  the  development  of  higher 
standards  of  hygienic  living. 

4.  Inspection  of  Mercantile  Establishments. 

Inspection   of  mercantile  establishments  is  made   (a)   to  deter- 
mine whether  a  sufficient  number  of  seats  are  provided 
for  women   employees  and  whether  there  are  proper 
toilet  rooms  for  both  sexes  in  such  establishments,  and 
(h)  to  enforce  the  statute  provisions  relating  thereto. 

5.  Sanitation  of  Stationhouses. 

In  accordance  with  the  law  providing  for  an  examination  of  the 
sanitary  conditions  in  stationhouses,  houses  of  detention 
and  lock-ups  in  the  Commonwealth,  the  State  Inspectors 
of  Health  consider  the  ventilation,  lighting,  beating, 
construction  of  cells,  care  and  use  of  bedding  and  dishes 
used  for  food,  method  of  sewage  disposal,  and  method 
of  supplying  drinking  water  to  prisoners  in  all  such 
buildings. 

6.  Sanitation  of  Slaughterhouses. 

Under  the  existing  laws  all  slaughterhouses  are  subject  to  in- 
spection by  the  State  Inspectors  of  Health. 
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DISEASES  DANGEROUS  TO  THE  PUBLIC  HEALTH. 

The  work  relating  to  the  prevention  of  the  spread  of  diseases  dangerous 
to  the  public  health  constitutes  the  most  important  of  all  the  duties  of 
the  State  Inspectors  of  Health.  This  work  involves  obtaining  informa- 
tion respecting  the  sanitary  condition  of  the  Commonwealth  and  con- 
cerning all  influences  and  diseases  that  are  or  may  be  dangerous  to 
the  public  health.  While  the  area  of  the  Commonwealth  in  com- 
parison with  that  of  almost  all  other  States  of  the  Union  is  small, 
the  fourteen  health  districts  together  include  thirty-three  incor- 
porated cities  and  three  hundred  and  twenty-one  towns.  This  means 
that  each  district  contains  a  considerable  population,  and  that  each 
State  Inspector  of  Health  must  keep  in  touch  with  all  of  the  local  health 
authorities  within  his  district,  watch  the  incidence  of  communicable  dis- 
eases in  each  city  and  town,  inquire  into  their  causes,  circulate  general 
information  among  the  people  as  to  the  best  methods  of  preventing  their 
spread,  and  be  prepared  to  suggest  preventive  measures  to  the  local 
authorities,  and  to  "  take  such  steps  as,  after  consultation  with  the  State 
Board  of  Health  and  the  local  health  authorities,  shall  be  deemed 
advisable  for  their  eradication." 

In  short,  the  authority  given  by  the  Legislature  to  the  State  Inspectors 
of  Health  for  taking  steps  to  prevent  the  spread  of  infectious  diseases 
is  limited  only  by  the  many  specific  provisions  which  require  much  of 
the  inspectors'  time,  and  by  the  amount  of  money  appropriated  for  their 
entire  work.  The  investigation  of  the  prevalence  of  tuberculosis,  and  of 
the  methods  to  prevent  the  spread  of  this  disease,  is  itself  a  task  of  con- 
siderable magnitude  and  of  great  importance  to  the  conmiunity.  In  all 
of  this  work  there  is  but  one  object  in  view,  viz.,  to  guard  the  public 
health.  The  State  Inspectors  of  Health,  by  virtue  of  their  position, 
appeal  to  the  medical  profession  on  the  one  hand  and  to  the  laity  on  the 
other,  teaching  all  that  the  promotion  of  public  health  is  a  matter  which 
concerns  not  only  the  medical  profession  but  every  profession  and  every 
individual. 

Notification  op  Infectious  Diseases  Dangekous  to  the  Public 

Health. 

List  of  the  Diseases,  Duties  of  Householders,  Physicians,  Local  Health 
Authorities,  the  State  Board  of  Health  and  the  State  Inspectors  of 
Health. 

The  infectious  diseases  which  are  kept  constantly  under  the  eyes  of 
all  health  officials  are  those  which  the  State  Board  of  Health,  by  authority 
of  the  Legislature,  have  declared  to  be  "  dangerous  to  the  public  health. 


>» 
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and  therefore  notifiable  under  the  provisions  of  sections  49  and  50  of 
chapter  75  of  the  Bevised  Laws.  Following  are  the  diseases  thus  de- 
clared to  be  dangerous  to  the  public  health :  — 


Anterior  poliomyelitis. 

Actinomycosis. 

Asiatic  cholera. 

Cerebro-spinal  meningitis. 

Diphtheria. 

Glanders. 

Leprosy. 

Malignant  pustule. 

Measles. 

Ophthalmia  neonatorum. 

Scarlet  fever. 


Smallpox. 
Tetanus. 
Trachoma. 
Trichinosis. 
Tuberculosis. 
Typhoid  fever. 
Typhus  fever. 
Varicella. 
Whooping  cough. 
Yellow  fever. 


If  a  householder  knows  that  a  person  in  his  family  is  sick  with  a  dis- 
ease dangerous  to  the  public  health,  he  is  expected  to  notify  at  once  the 
board  of  health  of  the  city  or  town  in  which  he  lives.  If  a  physician 
knows  that  a  person  whom  he  is  called  to  visit  has  a  disease  dangerous 
to  the  public  health,  he  must  give  immediate  notice  to  the  local  board 
of  health.  If  a  local  board  of  health  has  had  notice  of  or  discovers  a 
disease  dangerous  to  the  public  health,  it  is  required  to  notify  (in  writ- 
ing) the  State  Board  of  Health  within  twenty-four  hours,  giving  the 
name  and  the  location  of  the  patient.  In  order  that  each  State  Inspector 
of  Health  may  be  as  promptly  informed  of  the  existence  of  such  a  disease 
within  his  district,  the  State  Board  of  Health  supplies  for  the  use  of  the 
local  boards  of  health  a  double  postal  card,  —  one  card  to  be  sent  to  a 
State  Inspector  of  Health  and  the  other  to  the  office  of  the  State  Board  of 
Health.  By  this  means  it  is  now  possible  for  the  State  Board  of  Health, 
through  the  State  Inspectors  of  Health,  to  follow  the  incidence  of  the 
diseases  declared  by  law  to  be  dangerous  to  the  public  health,  in  order  to 
inquire  into  the  causes  of  the  diseases  and  to  suggest  practical  measures 
to  prevent  their  spread. 

The  local  boards  of  health,  in  consequence  of  being  in  closer  touch  with 
each  individual  member  of  the  commimity,  are  given  a  large  measure  of 
discretion  in  the  matter  of  preventing,  by  all  means  in  their  power,  the 
spread  of  a  dangerous  disease  whenever  and  wherever  it  is  known  to  exist. 
Acting  in  accordance  with  the  general  State  laws  they  make  ordinances 
and  rules  for  the  protection  of  the  public  health.  The  methods  which 
they  employ  are  first,  notification;  second,  isolation  or  quarantine;  and 
third,  disinfection  and  removal  from  quarantine.  To  this  may  be  added, 
for  the  purpose  of  securing  immunity  from  certain  diseases,  the  provision 
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by  the  State  Board  of  Health  of  vaccine  as  a  protection  against  smallpoz, 
of  antitoxin  for  securing  immunity  against  diphtheria,  and  the  provision 
of  a  prophylactic  of  nitrate  of  silver  solution  in  cases  of  ophthahnia 
neonatorum,  for  the  prevention  of  blindness. 

Notification  of  the  Community  of  the  Existence  of  Infection, 

If  an  infectious  disease,  declared  by  the  State  Board  of  Health  to  be 
dangerous  to  the  public  health,  exists  in  a  town  the  selectmen  and  board 
of  health  are  required  by  law  to  give  public  notice  of  infected  places  by 
any  means  which  in  their  judgment  may  be  most  effectual  for  the  com- 
mon safety.  Investigation  has  disclosed  the  fact  that  every  city  and 
town  in  the  Commonwealth  is  accustomed  to  give  notice  of  the  existence 
of  some  of  the  diseases  by  posting  a  placard  on  the  house  or  by  displaying 
a  red  flag.  In  a  certain  number  of  communities  in  the  State  it  is  cus- 
tomary to  display  a  red  flag,  in  others  to  placard  houses,  for  smallpox. 
Nearly  every  community  placards  houses  for  scarlet  fever  and  diphtheria. 
In  some  —  more  than  a  third  —  of  the  towns  and  cities  it  was  found  to 
be  the  cifttom  to  placard  houses  for  measles.  In  the  event  of  typhoid 
fever  it  appears  that  only  35  towns  or  cities  are  accustomed  to  placard 
houses  to  prevent  the  spread  of  this  disease ;  whereas  it  is  the  custom  for 
7  cities  and  11  towns  to  placard  houses  to  prevent  the  spread  of  cerebro- 
spinal meningitis. 

Isolation  or  Quarantine.    Isolation  Hospitals, 

The  Legislature  has  given  to  the  local  boards  of  health  extraordinary 
power  in  the  matter  of  isolating  or  quarantining  from  the  community 
at  large  persons  ill  with  infectious  diseases  which  are  or  may  be  dan- 
gerous to  the  public  health.  It  is  the  duty  of  local  boards  to  prevent 
by  all  means  within  their  power  the  spread  of  infection,  and  the  Legis- 
lature has  not  seen  fit  to  prescribe  what  measures  shall  be  taken.  It  is 
now  commonly  the  practice  to  require  the  isolation,  either  in  their 
own  dwellings  or  in  hospitals  provided  for  the  purpose,  of  per- 
sons suffering  with  communicable  diseases,  including  smallpox,  diph- 
theria, scarlet  fever,  tuberculosis,  typhoid  fever,  infantile  paralysis;  and 
also  the  exclusion  from  school  of  scholars  ill  with  such  diseases  and  of 
other  scholars  living  in  the  same  household  with  pupils  so  suffering. 
Isolation  is  applied  to  certain  other  infectious  diseases,  such  as  measles, 
whooping  cough,  chicken  pox,  in  a  less  rigid  manner. 

In  193  towns  and  22  cities  quarantine  is  established  and  inspected 
when  it  is  deemed  necessary  by  the  local  board  of  health.  In  21  towns 
and  4  cities  quarantine  is  established  and  inspected  only  occasionally,  or 
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on  complaint,  by  the  local  board  of  health.  In  107  towns  and  7  cities 
there  is  practically  no  inspection  of  quarantine,  if  established,  by  the 
local  board. 

While  the  practice  of  providing  special*  hospitals  for  the  isolation  of 
persons  ill  with  such  infectious  diseases  as  smallpox,  scarlet  fever  and 
diphtheria  has  existed  to  a  greater  or  less  extent  for  some  years,  only 
in  recent  years  has  there  become  a  general  awakening  as  to  the  need  of  a 
similar  provision  for  the  treatment  of  persons  ill  with  tuberculosis.  The 
State  Inspectors  of  Health  frequently  aid  in  the  removal  to  the  State 
sanatoria  of  certain  persons  ill  with  tuberculosis  and  endangering  the 
public  health,  and  urge  upon  local  authorities  the  need  of  establishing 
day  camps,  and  hospitals  for  the  care  of  persons  in  an  advanced  stage  of 
the  disease  and  others  who  cannot  be  admitted  to  the  State  institutions. 

The  State  sanatoria  at  Butland,  North  Reading,  Lakeville  and  Westfield 
send  notification  to  the  State  Inspectors  of  Health  of  the  addresses  of 
tuberculous  patients  recently  admitted,  so  that  in  every  instance  the 
inspectors  can  see  to  it  that  the  local  board  of  health  is  notified,  and 
shall  clean  and  disinfect  the  premises  recently  vacated  by  the  patient,  or 
otherwise  protect  new  tenants  against  the  danger  of  infection. 

The  State  Inspectors  of  Health,  from  their  knowledge  and  experience 
in  factory  conditions,  are,  if  legal  provision  were  made,  in  a  position  to 
accomplish  still  more  good  if  they  were  required  to  keep  a  record  of  the 
dwelling  place,  occupation  and  physical  condition  of  all  persons  in  their 
respective  districts  who  have  been  inmates  of  the  State  sanatoria,  and 
from  time  to  time  forward  to  each  State  sanatorium  a  report  of  the  condi- 
tion of  the  persons  who  have  been  treated  therein.  By  thus  following  the 
occupation  of  such  persons  greater  protection  would  be  given  to  the  other 
employees,  especially  to  minors,  who,  owing  to  the  nature  of  their  work, 
frequently  mingle  with  adults  in  various  parts  of  a  factory. 

Disinfection  and  Removal  from  Quarantine* 

Statistical  information  gathered  concerning  the  methods  employed  for 
disinfection,  and  their  eflfectiveness,  shows  great  diversity.  While  such 
information  tends  to  prove  that  immunity  from  recurrent  cases  does  not 
come  from  the  practice  of  room  disinfection,  the  real  value  of  effective 
room  disinfection  cannot  be  known  until  more  uniformity  of  method  and 
practice  exists  than  at  the  present  time.  Authorities  may  differ  as  to 
the  value  of  chemical  disinfectants,  but  there  can  be  no  question  that 
the  unscientific  use  of  otherwise  serviceable  chemical  disinfectants 
and  the  employment  of  worthless  agents  should  be  abandoned  at  once. 
The   present   careless   use   of  chemical   disinfectants   for   room  disin- 
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fection  gives  a  false  sense  of  security  to  the  community.  Chemical 
disinfectants  do  not  remove  dirt  and  cannot  take  the  place  of  clean- 
ing. Such  agents,  therefore,  should  be  applied  after  cleaning,  but 
not  in  place  of  cleaning.  After  all  articles  of  the  infected,  including  the 
patient^s  clothing  and  suspected  bedding,  have  been  removed  and  properly 
cared  for  by  boiling,  steam  disinfection  or  such  other  procedures  as 
modem  knowledge  deems  to  be  necessary,  the  first  thing  in  importance 
is  to  cleanse  the  room  or  rooms  occupied  by  the  patient.  Thorough 
cleansing  of  the  room,  including  free  ventilation  and  if  possible  the 
admission  of  light  and  sunshine,  is  essential  for  effective  disinfection. 
The  room,  including  walls,  ceiling,  fittings  and  fioor,  and  all  articles 
of  furniture,  should  be  cleansed  by  scrubbing  with  soap  and  hot  water, 
and  wherever  practicable  with  a  hot  solution  of  washing  soda.  During 
later  years  the  use  of  formaldehyde  by  means  of  various  forms  of  appa- 
ratus has  very  largely  superseded  the  use  of  other  chemical  disinfectants. 

Release  from  Quarantine. 

In  only  29  towns  and  8  cities  has  it  been  the  practice  to  release  patients 
from  quarantine  following  disinfection  solely  upon  the  report  of  the 
physician  or  agent  of  the  local  board  of  health.  In  other  towns  and 
cities  it  has  been  the  custom,  to  a  greater  or  less  extent,  to  release  patients 
upon  the  report  of  the  attending  physicians. 

Cultures  for  Release  from  Diphtheria  Quarantine. 

Careful  investigation  by  the  State  Inspectors  of  Health  disclosed  the 
fact  that  146  towns  and  30  cities,  with  a  total  population  of  2,849,000, 
required  one  or  more  negative  cultures  for  releasing  from  quarantine 
patients  ill  with  diphtheria.  Ten  other  communities,  including  1  city, 
with  a  population  of  41,350,  sometimes  required  one  or  more  negative 
cultures.  One  hundred  and  sixty-eight  communities,  including  2  cities, 
with  a  population  of  365,365,  did  not  require  a  negative  culture  for  the 
release  of  persons  ill  with  this  disease.  In  other  words,  practically  88 
per  cent,  of  the  population  of  the  State  was  protected  against  the  spread 
of  diphtheria  by  the  use  of  negative  cultures,  while  less  than  12  per  cent, 
of  the  population  was  without  the  protection  to  be  secured  by  this  means. 

During  the  period  of  inquiry,  ending  June,  1910,  many  changes 
occurred  in  the  requirements  of  the  local  boards  of  health.  A  considerable 
number  of  towns  which  had  no  requirement  whatever  speedily  adopted 
some  requirement ;  while,  on  the  other  hand,  some  of  the  towns  which  had 
very  strict  regulations  so  altered  them  as  to  afford  little,  if  any,  protection 
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to  the  community.  In  47  communities  the  requirements  were  in  some 
instances  increased  from  "none*'  or  "when  needed"  to  one  or  two 
cultures,  and  in  others  from  one  to  two.  On  the  other  hand,  in  32 
communities  the  requirements  were  relaxed,  in  some  instances  from 
the  use  of  three  to  two  or  one  negative  cultures,  and  in  others  from  one 
to  "  none,"  or  "  leaving  the  matter  to  the  attending  physician." 

In  those  towns  and  cities  which  required  two  negative  cultures  before 
releasing  the  diphtheria  patient  from  quarantine,  7,  including  6  cities, 
required  an  interval  of  twenty-four  hours  before  taking  the  second 
culture. 

That  such  changes  should  constantly  occur  in  the  absence  of  any  fixed 
requirement  by  the  State  is  not  to  be  wondered  at  in  view  of  the  fre- 
quent changes  in  the  local  health  boards,  especially  in  the  smaller  towna. 
Personal  interest  on  the  part  of  health  officers  who  desire  to  save  the 
town  expense,  or,  in  case  they  are  practising  physicians,  to  favor  their 
patients,  or  the  lack  of  laboratory  facilities  near  at  hand,  are  some  of 
the  factors  which  contribute  to  bring  about  the  relaxation  of  the  require- 
ments. It  should  be  mentioned,  however,  that  many  of  the  towns  which 
require  no  release  culture  are  small,  with  a  widely  scattered  population 
and  infrequent  cases  of  diphtheria,  so  that  the  question  seldom  comes  up 
for  consideration. 

Vaccination. 

As  a  rule,  vaccination  is  enforced  in  most  of  the  cities  and  larger 
towns  of  the  Commonwealth.  It  is  strictly  enforced  in  30  cities  and 
210  towns.  It  is  or  has  been  indifferently  or  irregularly  enforced  in  3 
cities  and  41  towns.    It  has  not  been  enforced  in  70  towns. 

Tuberculosis. 

The  work  carried  on  by  the  State  Inspectors  of  Health  relative  to 
tuberculosis  varied  greatly,  according  to  the  special  problems  presented 
in  the  different  districts,  and  was  limited  by  the  amount  of  time  the 
inspectors  could  give  to  it  in  view  of  the  limited  appropriation  and  the 
numerous  powers  and  duties  conferred  and  imposed  upon  them  by  the 
Legislature.  In  spite  of  the  statute  limitation,  however,  much  has  been 
accomplished  along  the  following  lines. 

Numerous  conferences  were  held  with  local  boards  of  health  and 
physicians,  and  advice  given  as  to  the  reporting  of  cases,  the  care  of 
neglected  patients,  the  establishment  of  quarantine,  and  the  disinfection 
of  premises  after  the  removal  or  death  of  persons  ill  with  the  disease* 
Moreover,  literature  was  distributed  relative  to  the  prevention  of  the 
spread  of  the  disease. 
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The  need  of  hospitals  for  the  care  of  persons  ill  with  tuberculosis  and 
endangering  the  public  health  was  brought  to  the  attention  of  the  local 
authorities  in  certain  cities. 

Detailed  investigations  were  made  in  some  districts  of  housing 
conditions  and  their  relation  to  the  prevalence  of  the  disease;  also  as  to 
the  prevalence  of  the  disease  among  the  foreign  population  in  certain 
cities. 

In  connection  with  the  work  of  enforcing  the  laws  relative  to  the  sani- 
tation of  industrial  establishments,  investigations  were  made  as  to  the 
prevalence  of  tuberculosis  in  certain  industries.  This  investigation  was 
handicapped,  however,  by  the  lack  of  authority  of  the  State  Inspectors  of 
Health  to  inform  themselves  concerning  the  health  of  the  adult  opera- 
tives. Such  authority  is  necessary  to  protect  the  health  of  the  adults  as 
well  as  of  the  minors  employed  in  industrial  establishments. 

Examinations  were  made  of  many  minors,  and,  by  permission,  of  some 
adults,  and  those  found  tubercular  were  referred  to  local  boards  of  health 
and  other  agencies. 

As  a  result  of  their  investigations  the  State  Inspectors  of  Health 
pointed  out  that  unorganized  and  haphazard  work  in  tuberculosis  was  of 
little  value.  To  render  the  work  effective  there  must  be  a  close  co-opera- 
tion between  all  agencies  who  deal  with  the  prevention  of  the  disease. 

In  connection  with  tenement  workrooms  it  was  shown  that  the 
provisions  of  the  law  regulating  tenement  workrooms  should  be  extended 
to  articles  other  than  wearing  apparel  which  may  act  as  factors  in  the 
dissemination  of  the  disease. 

A  brief  summary  of  the  work  of  the  State  Inspectors  of  Health  in 
dealing  with  tuberculosis  follows :  — 

Many  persons  with  tuberculosis  applied  to  the  State  Inspector  of  Health 
of  South  Bristol  County.  Examinations  were  made  almost  daily  of  sus- 
pected cases  referred  to  him  by  private  physicians  or  social  workers.  The 
cases  found  ill  with  the  disease  were  referred  to  the  local  board  of  health 
or  to  a  local  anti-tuberciQosis  society.  An  investigation  of  the  prevalence 
of  tuberculosis  in  the  district  showed  that  the  largest  percentage  of  the 
cases  was  found  in  Fall  Biver,  269 ;  and  that  the  next  largest  was  found 
in  New  Bedford,  206. 

In  this  district  on  account  of  the  various  nationalities  which  compose 
the  population,  more  particularly  of  New  Bedford  and  Fall  Biver,  the 
problems  presented  relative  to  tuberculosis  were  often  very  difficult. 
The  foreign  population  of  these  cities  live  in  congested  districts  under 
unsanitary  conditions.  Many  tenements  were  found  from  which  cases 
of  tuberculosis  were  frequently  reported.     In  all  such  cases  investiga- 
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tions  were  made  to  determine  whether  the  premises  were  properly  dis- 
infected. 

The  State  Inspector  of  Health  of  south  Norfolk  and  north  Bristol 
counties,  after  an  extended  study  as  to  the  prevalence  of  the  spread  of 
tuberculosis  in  his  district,  reported  that  trustworthy  conclusions  as  to 
the  exact  morbidity  of  the  disease  could  not  be  drawn  from  the  number 
of  cases  reported  to  the  local  boards  of  health.  Much  time  was  spent  in 
obtaining  data  in  regard  to  the  spread  of  tuberculosis  among  employees 
in  more  than  one  hundred  jewelry  factories.  The  State  Inspector  of 
Health  was  handicapped  in  the  investigation,  however,  because  of  lack 
of  authority  in  informing  himself  concerning  the  health  of  the  adult 
operatives.  The  inspector  found  that  many  cases  of  tuberculosis  were 
not  reported  to  the  health  authorities,  and  that  a  considerable  number  of 
the  sick  had  no  physician. 

The  attention  of  the  boards  of  health  of  SuflEolk  County  was  called  to 
the  premises  vacated  by  tubercular  patients  who  had  either  moved  or 
entered  private  sanatoria,  and  recommendations  were  made  in  each 
instance  that  such  premises  be  disinfected. 

The  Chelsea  board  of  health  started  an  active  campaign  to  prevent  the 
spread  of  the  disease.  A  free  clinic  was  started  for  the  examination  and 
treatment  of  cases,  and  by  arrangement  with  the  District  Nursing  Asso- 
ciation a  district  nurse  visited  the  cases  at  their  homes.  In  some  factories 
educational  leaflets  were  put  in  the  pay  envelopes  of  the  operatives.  A 
school  tuberculosis  exhibit  was  purchased  for  use  in  the  schools,  and  the 
board  of  health  consulted  with  the  school  department  with  a  view  to 
carrying  out  more  effectively  the  law  requiring  instruction  in  tubercu- 
losis in  the  public  schools. 

During  1910,  273  cases  of  tuberculosis  were  reported  to  the  towns  and 
cities  of  the  southern  Essex  County  district.  In  the  city  of  Lynn  the 
State  Inspector  of  Health  visited  the  homes  of  80  persons  who  were 
alleged  to  be  ill  with  this  disease,  in  order  to  inform  himself  concerning 
the  conditions  under  which  the  people  lived,  and  to  give  instructions 
regarding  the  promotion  of  personal  and  public  health.  The  inspector 
advised  the  city  authorities  to  erect  a  hospital  for  the  care  of  those  per- 
sons who  were  found  to  be  seriously  ill  with  the  disease,  but  notwith- 
standing the  efforts  of  the  local  board  of  health  such  a  course  of  action 
has  not  vet  been  taken. 

The  State  Inspector  of  Health  of  the  north  Middlesex  County  district 
reported  that  the  disease  was  not  well  reported  in  the  larger  towns  outside 
of  Lowell.  In  Lowell  the  cases  appeared  to  be  better  reported  than 
daring  previous  years.     The  physicians  were  aided  in  reporting  their 
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cases  by  the  local  laboratory,  which  examined  sputum  for  diagnosis. 
During  1909,  154  cases  of  pulmonary  tuberculosis  were  reported  and 
33  cases  of  other  forms  of  the  disease.  The  physicians  submitted  to  the 
laboratory,  for  diagnosis,  467  specimens  of  sputum,  306  of  which  were 
negative  and  161  positive.  As  the  assertion  was  pretty  generally  made 
that  a  very  large  proportion  of  Greeks  were  tuberculous  (from  25  per 
cent,  to  60  per  cent.)  an  investigation  of  the  hospital  records  was  made 
to  get  some  light  on  the  subject.  Of  258  Greeks  admitted  to  the  Lowell 
Hospital  in  one  year,  26,  or  about  10  per  cent.,  were  found  to  be  reg- 
istered for  some  form  of  tuberculosis.  The  percentage  of  pulmonary 
cases  was  IV2  P^r  cent,  more  than  the  average  for  all  cases  treated.  In 
looking  over  a  list  of  deaths  from  tuberculosis,  and  the  residence  of  the 
patients,  it  was  discovered  that  a  large  number  of  persons  were  found 
to  have  died  at  the  same  street  and  number,  some  of  the  same  family 
name,  showing  by  the  dates  that  one  had  taken  the  disease  from  another. 
Many  were  found  at  the  same  number  with  different  names,  thus  giving 
rise  to  the  question  whether  the  persons  may  have  contracted  the  disease 
from  the  bacilli  left  in  the  house  by  former  patients.  Three  cases  of 
the  disease  were  carefully  studied  and  considered  to  result  from  contact 
in  one  house. 

In  all  the  smaller  towns  within  the  north  Worcester  County  district 
the  State  Inspector  of  Health  urged  the  local  health  authorities  to  disin- 
fect homes  after  death  or  removal. 

The  town  of  Athol  was  very  slow  to  report  cases  of  tuberculosis  until 
the  matter  was  several  times  taken  up  by  the  health  inspector  with  a 
new  medical  member  of  the  board.  During  the  years  1907-09,  inclusive, 
28  deaths  from  tuberculosis  were  recorded,  although  it  was  very  rare 
that  a  case  was  reported  to  the  local  board  of  health.  Until  some  time 
during  the  year  1910  there  had  been  no  cleaning  and  disinfecting  of 
homes  after  deaths  from  tuberculosis,  or  following  removal  of  the 
patients. 

Little  was  done  in  Leominster  regarding  the  control  of  the  prevention 
of  the  spread  of  tuberculosis,  except  that  the  board  of  health  has  insisted 
upon  cases  being  reported  by  physicians,  has  disinfected  premises  after 
death  or  removal,-  and  has  assumed  the  expense  of  care  for  several  in 
institutions. 

Few  cases  of  tuberculosis  were  reported  in  Winchendon  during  1909. 
The  local  board  of  health  now  disinfects  premises  after  death  or  re- 
moval. 

A  thorough  investigation  was  made  of  the  prevalence  of  tuberculosis 
in  Clinton  during  a  period  of  five  years  from  1905-09.    The  number  of 
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cases  reported  and  the  number  of  deaths  from  the  disease  for  each  year 
were  examined,  and  wherever  possible  the  occupation  of  the  patients 
was  determined.  An  investigation  was  made  to  determine  what  condi- 
tions existed  in  this  community  which  tended  to  spread  the  disease. 

The  general  sanitary  conditions  of  the  town  were  quite  satisfacioiy. 
Conditions  had  greatly  improved  since  the  construction  of  the  metro- 
politan water  basin.  All  the  industrial  establishments  were  visited  and, 
in  the  main,  showed  satisfactory  sanitary  conditions.  Moreover,  the 
establishments  were  located  on  the  borders  of  the  town,  so  that  a  large 
number  of  the  workers  resided  in  sections  of  the  town  not  thickly 
settled.  The  people  were  fairly  well  housed,  —  with  the  exception  of 
a  few  instances  the  character  of  the  buildings  could  not  be  considered 
to  be  an  important  factor  in  the  spread  of  the  disease.  The  domestic  and 
personal  habits  of  the  people  might,  on  the  other  hand,  play  an  important 
role  in  the  reducing  of  their  physical  resistance,  hence  be  predisposing 
factors  to  the  disease.  During  the  investigation  of  the  housing  condi- 
tions, unventilated  rooms,  where  means  for  ventilation  were  ample,  over- 
crowding, uncleanliness  of  homes  and  persons,  poor  food  and  poor  cook- 
ing were  observed. 

An  active,  intelligent  campaign  was  carried  on  in  the  municipality  to 
eradicate  the  disease.  Under  the  supervision  of  a  district  nurse  a  camp 
was  maintained,  at  which  cases  were  cared  for  during  the  summer 
months.  The  local  physicians  gave  their  services  to  the  camp  when 
needed.  During  the  winter  months,  when  the  camp  was  closed,  the  nurse 
followed  up  the  cases  in  their  homes. 

The  local  tuberculosis  league  of  Gardner  was  engaged  in  active  work 
for  the  prevention,  control  and  cure  of  tuberculosis.  Harmony  existed 
between  the  local  board  and  the  league,  each  co-operating  with  the  other. 

The  local  tuberciQosis  society  of  Fitchburg,  with  its  visiting  nurse  and 
tuberculosis  clinic,  continued  its  valuable  work  in  the  prevention  and 
cure  of  tuberculosis.  The  local  board  of  health  co-operated  with  these 
forces,  and  provided  for  the  care  of  a  large  nuniber  of  cases  in  various 
institutions.  The  local  board  conducted  more  efficient  disinfection  of  the 
premises  after  death  or  removal  of  the  patient. 

In  1909,  106  cases,  and  in  1910,  126  cases  of  tuberculosis,  mostly  pul- 
monary, were  reported  to  the  Springfield  board  of  health.  Veiy  little 
attention  was  paid  by  physicians  in  hospitals  to  reporting  surgical  and 
other  forms  of  tuberculosis  than  pulmonary.  The  State  Inspector  of 
Health  of  the  Hampden  County  district  visited  three  of  the  larger 
hospitals,  and  found  that  in  one  there  were  33  cases  of  surgical  tubercu- 
losis during  1910,  none  of  which  had  been  reported  to  the  local  board 
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of  health.  Another  hospital  had  14  cases^  and  another  6,  none  of  which 
had  been  reported.  One  surgeon  stated  that  he  had  under  treatment  dur- 
ing the  year  1910  approximately  60  cases  of  tuberculosis,  none  of  which 
had  been  reported.  The  matter  was  taken  up  with  the  hospital  and  the 
local  board  of  health,  and  the  board  issued  circular  letters  to  physicians 
in  hospitals  requesting  that  all  forms  of  tuberculosis  be  reported.  The 
State  Inspector  of  Health  reported  the  need  of  a  hospital  near  Springfield 
for  the  care  of  chronic  cases  of  the  disease,  on  the  ground  that  the  preva- 
lence of  tuberculosis  was  not  diminishing  very  rapidly. 

The  fact  that  tuberculosis  was  not  well  reported  was  clearly  established 
by  the  State  Inspector  of  Health  of  the  Franklin  and  Hampshire  counties 
district.  In  one  city  of  this  district  a  careful  inquiry  revealed  the 
presence  of  130  cases  of  all  forms  of  the  disease;  only  64  of  these  had 
been  reported  to  the  local  board  of  health.  A  comparison  of  the  records 
of  deaths  from  tuberculosis  with  those  reported  in  that  city  showed  that 
practically  only  those  cases  which  terminated  fatally  were  reported. 

Considerable  attention  was  devoted  to  tuberculosis  in  the  Berkshire 
district.  It  was  the  subject  of  conversation  with  members  of  boards  of 
health,  with  physicians  and  others.  The  importance  of  an  early  diagnosis 
and  prompt  report  of  cases  was  constantly  insisted  upon.  Circulars  of 
the  State  Board  of  Health  on  the  '*  Prevention  of  the  Spread  of  Tuber- 
culosis *'  were  sent  to  the  homes  of  cases  reported.  An  investigation  of 
the  prevalence  of  the  disease  in  North  Adams,  Adams  and  Pittsfield 
indicated  a  further  improvement  as  to  reporting  the  cases  in  North 
Adams,  with  an  apparent  falling  off  in  Adams  and  Pittsfield.  The  latter 
may  possibly  have  been  due,  in  part,  to  added  cases  reported  the  year 
before  through  the  activities  of  the  local  tuberculosis  societies,  with 
fewer  old  cases  presenting  themselves  the  current  year.  Letters  were 
written  to  35  physicians  in  this  district  -concerning  cases  of  tuberculosis 
which  they  had  failed  to  report,  as  shown  by  death  returns  signed  by 
them  where  the  cause  of  death  was  given  as  tuberculosis. 
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Progress  in  fr eventing  the  Spread  of  Tuberculosis. 

By  Wm.  W.  Walcott.  M.D.,  State  Inspector  of  Health. 

It  is  a  recognized  fact  that  in  addition  to  the  well-organized  forces  — 
State,  local  and  private  —  for  combating  the  spread  of  tuberculosis, 
there  are  organizations  and  individuals  with  excellent  intention  who,  on 
account  of  misdirected  zeal,  may  do  positive  harm  by  their  superficial 
work.  It  is  this  type  of  worker,  for  example,  who  is  responsible  for  such 
signs  in  street  cars  and  elsewhere  as  *'  Tuberculosis  can  be  cured,*'  as  well 
as  articles  in  newspapers  and  magazines  which  contain  illustrations  and 
give  examples  of  the  number  of  cases  of  the  disease  which  have  been 
cured  by  a  few  months*  stay  at  some  sanatorium,  by  a  brief  rest  in  the 
country  or  by  sleeping  out  of  dooi-s.  Such  information  may,  to  a  certain 
extent,  be  truthful,  but  is  it  the  whole  truth?  The  question  is  a  com- 
plicated one,  with  many  conditions  to  be  considered. 

As  the  factory  is  such  an  important  part  of  the  community,  especially 
the  industrial  community,  let  us  consider  what  questions  arise  when  we 
are  dealing  with  and  trying  to  help  a  factory  employee  with  a  histoij 
of  tuberculosis  or  with  present  indications  of  the  disease.  In  the  first 
place,  his  exact  physical  condition  must  be  noted,  then  his  home  con- 
ditions, and  both  studied  from  a  sanitary  and  educational  point  of  view. 
The  possible  influences  of  home  conditions  upon  his  health  must  be 
looked  into,  and  proper  instruction  given  to  members  of  the  household 
to  prevent  the  spread  of  the  disease.  The  next  step  is  to  make  a  careful 
study  of  the  conditions  under  which  the  employee  works  not  only  the 
general  sanitary  conditions,  but  special  factory  conditions,  involving  one 
or  more  processes  in  connection  with  the  work  accomplished,  as,  for 
example,  the  study  of  the  effects  of  exposure  to  poisonous  and  irritating 
dusts  and  fumes.  Then  follows*  such  practical  measures  as  the  protection 
of  the  fellow  workers  in  particular  and  the  public  in  general  from 
infection. 

When  it  comes  to  treatment,  whether  home  treatment  is  decided  upon 
or  out-of-door  camp  life  or  sanatoria  treatment  is  immaterial,  as  com- 
pared with  the  results  of  such  treatment.  The  State,  some  years  ago, 
asked  the  question:  How  can  the  State  best  provide  competent  medical 
supervision  for  patients  with  tuberculosis?  The  answer  was:  To  pro- 
vide for  such  patients  State  sanatoria.  But  what  happens  to  a  person 
who,  before  entering  a  sanatorium,  worked  in  a  factory  under  certain 
conditions  —  perhapft  for  a  period  of  years  ?  What  advice  is  given  him 
on  leaving  the  sanatorium  apparently  cured?  How  can  we  best  keep 
in  touch  with  him,  and  note,  if  any,  the  first  signs  of  recurrence  of  the 
disease?    In  other  words,  how  can  we,  by  keeping  in  touch  with  the 
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patient  longer  and  by  preventing  a  recurrence  of  the  disease,  promote 
more  effectively  the  public  health  ?  These  questions  deserve  special  con- 
sideration, for  while  it  is  true  that  one  may  recover  from  tuberculosis, 
it  i^  also  true  that  the  disease  leaves  '^  scars ; ''  and  after  an  attack  one 
is,  as  a  rule,  not  so  strong  as  before,  and  must  guard  himself  or  be 
guarded  against  untoward  influences.  This  means  frequently  a  complete 
change  in  the  mode  of  life  for  the  persons  in  question,  a  fact  which 
apparently  is  frequently  overlooked  or  does  not  receive  sufficient  con- 
sideration. In  the  zeal  to  help  new  patients  recurrences  of  the  disease 
among  the  old  cases  are  more  frequent  than  they  would  be  if  some  of 
the  work  were  done  more  thoroughly  and  the  patients  followed  for  a 
longer  time.  As  the  tuberculosis  work  is  progressing  at  present,  the 
State  Inspectors  of  Health  could  doubtless  take  even  a  larger  part  in  it 
than  they  have  in  the  past,  for  they  have  become  particularly  well  fitted 
to  answer  the  questions  that  must  be  considered  when  dealing  with 
tubercular  operatives.  In  the  first  place,  their  knowledge  of  occupa- 
tional hygiene  in  their  own  health  districts  assists  them  in  determining 
the  influence  of  factory  conditions  or  industrial  processes  upon  the  health 
of  any  given  individual.  In  the  second  place,  the  investigation  of  dis- 
eases, other  than  tuberculosis,  dangerous  to  the  public  health  in  a  com- 
munity brings  these  physicians  in  touch  not  only  with  the  persons  in 
the  factory,  but,  through  the  local  health  authorities,  with  those  in  the 
home.  Finally,  the  co-operation  of  these  physicians,  under  the  direction 
of  the  State  Board  of  Health,  with  the  Trustees  of  Hospitals  for  Con- 
sumptives has  given  them  experience  of  considerable  value.  If  the  in- 
spectors could  keep  themselves  informed  concerning  the  occupation  of 
the  partially  cured  tubercular  operatives,  not  only  would  such  persons 
be  better  cared  for  and  the  results  of  a  more  or  less  prolonged  sana- 
torium treatment  be  known,  but  greater  protection  would  be  given  the 
other  employees  and  the  public  at  large. 

In  short,  the  State  Inspectors  of  Health,  by  their  knowledge  of  gen- 
eral health  problems  in  the  community,  including  the  factory,  the  school- 
house  and  the  home,  are  in  position  not  only  to  continue  to  co-operate 
with  the  forces  doing  efficient  work  in  preventing  the  spread  of  tubercu- 
losis, and  to  aid  in  the  development  of  such  work,  but  also  to  use  their 
influence  in  such  a  way  that  only  efficient  work  will  be  done. 
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Eighteen  Cases  of  Tuberculosis  among  Children  employed  in  Textile 

Factories, 

By  Wm.  Hall  Coon.  M.D..  State  Inapeotor  of  Health. 

Following  are  the  facts  concerning  18  children  employed  in  textile 
establishments  in  my  district  who,  on  examination,  were  found  to  be 
ill  with  pulmonary  tuberculosis :  — 

1.  Male,  fifteen  years  of  age,  ''  doffer."  Sanitary  conditions  good.  Found 
to  live  in  a  squalid  tenement  in  the  Italian  quarter  of  the  city.  The  family  was 
finally  prevailed  upon  to  allow  the  boy  to  go  into  the  country  for  some  months. 
A  decided  improvement  in  his  condition  was  noted  later. 

2.  Female,  fifteen  years  of  age,  repairs  "  harness ''  on  loom.  At  work  one 
year  in  department  in  which  sanitary  conditions  were  excellent.  The  girl  then 
left  her  work  and  was  placed  under  medical  care.  Assisted  by  the  secretary 
of  a  local  civic  organization,  she  went  into  the  country,  and  with  proper  care 
made  marked  improvement. 

3.  Female,  sixteen  years  of  age,  ^'  spinner."  Worked  under  good  sanitary 
conditions.  Father  died  of  tuberculosis.  The  girl  was  referred  to  Rutland, 
but  refused  to  go.  She  left  her  work  and  placed  herself  under  the  care  of  a 
competent  physician.  Her  health  improved  considerably  under  reasonably 
good  home  conditions. 

4.  Male,  seventeen  years  of  age,  "  storehouse  helper."  Worked  under  good 
sanitary  conditions.  The  sanitary  conditions  in  the  home  were  good.  The  boy 
was  removed  from  inside  work,  placed  in  the  care  of  a  competent  physician, 
and  was  later  given  light,  outdoor  work.    His  health  improved  rapidly. 

5.  Female,  fourteen  years  of  age,  ''mender."  Worked  under  excellent 
sanitary  conditions.  Home  conditions  distinctly  bad.  Suspicion  of  tubercu- 
losis in  the  family.  The  girl  was  sent  to  the  day  camp  of  an  anti-tuberculosia 
society,  where  she  remained  for  some  time,  leaving  in  good  health. 

6.  Male,  fifteen  years  of  age,  "roving  tender."  At  work  three  years, — 
part  of  the  time  in  England.  Family  very  poor.  Suspicion  of  tuberculosis 
in  the  family.  The  boy  was  sent  to  a  day  camp  in  Lawrence,  where  a  notice- 
able improvement  was  made  in  his  physical  condition.  He  later  took  np  out- 
of-door  work. 

7.  Female,  sixteen  years  of  age,  "  spooler."  Worked  under  good  sanitary 
conditions.  The  sanitary  conditions  in  the  home  were  distinctly  bad.  Although 
the  parents  objected  to  her  leaving  work,  provision  was  finally  made  for  treat- 
ment at  the  day  camp  of  an  anti-tuberculosis  society.  As  the  result  of  treat- 
ment her  health  was  materially  improved. 

8.  Female,  fourteen  years  of  age,  "  hander-in."  Worked  under  good  sani- 
tary conditions.  The  sanitary  conditions  in  the  home  were  distinctly  bad. 
Suspicion  of  tuberculosis  in  the  family.  She  was  sent  to  a  day  camp,  where 
she  made  an  improvement  in  health. 

9.  Male,  fourteen  years  of  age,  "  filling  tender."    Worked  under  good  sani- 
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tary  conditions.  The  sanitary  conditions  in  the  home  were  bad.  Suspicion 
of  tubercidosis  in  the  family.  Large  family  crowded  in  a  small  tenement. 
The  boy  went  to  a  day  camp  for  treatment,  and  returned  much  improved  in 
health. 

10.  Female,  seventeen  years  of  age, ''  filling."  Worked  under  good  sanitary 
conditions.  Suspicion  of  tuberculosis  in  family.  Home  surroundings  dis- 
tinctly bad.    The  girl  went  to  a  day  camp,  where  she  improved  in  health. 

11.  Female,  fifteen  years  of  age,  "  filling  tender."  Worked  under  good  sani- 
tary conditions.  The  sanitary  conditions  in  the  home  were  poor.  She  went  to 
a  day  camp,  where  she  made  a  decided  improvement  in  health.  She  was  seen 
lat«r  working  in  another  mill  and  appeared  to  be  in  good  health. 

12.  Male,  fifteen  years  of  age,  ''combing  cotton."  Worked  under  good 
sanitary  conditions.  The  sanitary  conditions  in  the  home  were  bad.  He  went 
to  a  day  camp,  and  improved  in  health. 

13.  Male,  sixteen  years  of  age,  "  doffer."  Worked  under  good  sanitary  con- 
ditions. The  home  surroundings  were  moderately  bad.  He  was  advised  to  go 
to  a  day  camp,  but  left  work  and  was  lost  sight  of. 

Each  of  5  other  minors  employed  in  a  cotton  mill  and  found  to  show 
signs  of  beginning  tuberculosis  gave  the  following  history:  3  of  the 
minors  were  fourteen  years  of  age,  1  fifteen  and  1  seventeen.  All  were 
employed  in  the  process  of  spinning,  under  good  sanitary  conditions, 
while  in  each  instance  the  sanitary  home  conditions  were  bad. 

Of  18  minors  found  with  symptoms  or  signs  of  tuberculosis,  13  were 
found  doing  some  kind  of  work  which  was  associated  with  the  process 
of  spinning.  The  sanitary  conditions  in  the  homes  of  12  of  these  13 
minors  were  foimd  to  be  inferior  to  the  sam'tary  conditions  of  the  work- 
rooms in  which  the  minors  were  employed.  The  average  age  of  the 
18  minors  was  fifteen  years  and  two  months.  There  appeared  to  be  no 
untoward  influences  associated  with  the  employment  of  any  of  the  minors 
found  to  have  tuberculosis. 

As  has  been  stated,  one  important  factor  influencing  the  health  of 
the  minors  is  the  unhygienic  home  conditions.  Another  factor  fre- 
quently lost  sight  of,  is  the  danger  of  infection  through  the  adult  workers, 
a  considerable  proportion  of  whom,  if  not  already  diseased,  are  predis- 
posed, by  health,  habit  and  home  surroundings,  to  tuberculosis.  An 
examination  of  the  records  of  the  Lawrence  board  of  health  shows  few 
cases  of  tuberculosis  reported  among  mill  employees  under  the  age  of 
twenty-one  years.  Adult  employees  may  continue  at  work  in  the  mill 
until  positive  ill  health  causes  them  to  seek  medical  advice.  In  the  mean- 
time they  have  been  the  foci  of  infection  for  young  persons  about  them. 
The  average  adult  employee  of  a  textile  mill  is  closely  conflned  at  his 
work.    In  the  two  major  departments  of  the  textile  industry  —  weaving 
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and  Bpinning  —  where  men,  women  and  minors  are  employed,  the  close 
attention  to  detail  is  required  of  the  adult,  with  the  correaponding  con- 
finement to  the  loom  or  frame  used,  so  that  little  opportunity  is  given 
for  the  adult  employee  to  move  far  from  the  machine  which  he  operates; 
while,  on  the  other  hand,  the  minors  who  perform  unskilled  work  are 
not  confined  to  any  one  locality,  but  are  brought  into  contact  with  each 
other  and  with  many  adults.  Consequently,  the  average  minor,  through 
his  wide  range  of  activity  in  employment  and  closer  contact  with  other 
employees,  exposes  himself  more  to  infection  from  tttberculosis  or  some 
other  communicable  disease  than  a  given  adult  in  the  same  department. 
It  is  obvious,  therefore,  that  in  order  to  determine  with  any  considerable 
degree  of  accuracy  the  prevalence  of  tuberculosis  among  employees  in  fao- 
tories.  State  Inspectors  of  Health  should  be  given  the  same  authority  to 
obtain  information  concerning  the  heaiih  of  adults  as  the  health  of  mi- 
nors. It  is  probable  that  a  comparatively  small  proportion  of  cases  of 
tuberculosis  exists  among  minors,  who,  because  of  lack  of  information 
concerning  the  prevalence  of  this  disease  among  adults,  are  unprotected 
from  the  real  source  of  infection  and  possible  disease.  Following  is  a  case 
to  the  point :  an  adult  employed  in  a  cotton  mill  was  found  putting  cot- 
ton in  hoppers  in  a  machine  preparatory  to  the  process  of  carding.  He 
was  in  an  advanced  stage  of  pulmonary  tuberculosis  and  expectorated 
freely  and  promiscuously.  It  may  be  stated  that  the  cotton  handled  by 
this  man  was  later  handled  by  many  other  employees.  In  the  case  in 
question  the  man  was  removed  from  the  mill  and  the  local  board  of 
health  was  notified,  so  that  proper  precautions  might  be  taken  to  prevent 
the  spread  of  the  disease,  both  within  and  without  the  factory.  Doubt- 
less, many  similar  conditions  exist  in  our  mills,  as  it  is  a  fact  that  adult 
employees  if  in  ill  health  will  often  conceal  their  state  of  health  until 
actual  disability  causes  them  to  give  up  their  employment. 

Prevalence  of  Tuberculosis  among  Children  employed  in  Factories  in 

Berkshire  County. 

By  Lyman  A.  Jones,  M.D.,  State  Inspector  of  Health. 

In  order  that  we  may  judge  intelligently  as  to  whether  we  are  securing 
results  in  our  work  which  are  worth  the  effort  and  expense,  it  is  im- 
portant to  pause  now  and  then  to  consider  the  relative  value  of  the 
work;  in  other  words,  to  determine  the  percentage  of  results  in  com- 
parison with  the  proportion  of  effort  or  expense  which  the  work  calls 
for.  It  is  in  this  connection  that  I  am  outlining  a  study  made  with 
reference  to  the  prevalence  of  tuberculosis  in  my  locality. 

As  the  result  of  making  as  careful  an  examination  as  circimistances 


No.  34.]  STATE  INSPECTORS  OF  HEALTH.  463 

permitted  of  some  3,000  persons  imder  twenty-one  years  of  age,  I  dis- 
covered only  2  or  3  who  were  actually  ill  with  pulmonary  tuberculosis. 
While  it  is  probable  that  if  certain  of  the  minors  had  been  examined 
under  suitable  conditions  other  cases  of  this  disease  would  have  been 
discovered,  I  have  reason  to  believe  that  were  such  examinations  made 
the  number  of  cases  found  would  be  surprisingly  small.  To  test,  in  a 
measure  at  least,  the  accuracy  of  such  a  belief,  a  study  was  made  of  all 
the  deaths  from  pulmonary  tuberculosis  in  North  Adams  and  Adams, 
with  special  reference  to  age  and  occupation,  so  far  as  data  were  ob- 
tainable, for  a  period  of  ten  years.  In  these  two  places  the  cotton  in- 
dustry, in  which  foreigners  are  largely  employed,  is  well  represented. 
During  the  ten  years  from  1900  to  1909,  inclusive,  there  were  recorded 
for  the  two  communities  mentioned  495  deaths  from  pulmonary  tuber- 
culosis. In  108  cases  the  deceased  was  under  twenty-one  years  of  age, 
while  in  387  cases  the  age  of  the  deceased  was  over  twenty-one.  One 
diJBBculty  encountered  at  the  outset  was  the  lack  of  information  in  the 
returns  as  to  the  nature  of  occupation.  In  129  cases  the  occupation 
was  given  with  sufficient  definiteness  to  show  that  the  deceased  was 
employed  as  an  inside  mill  worker.  Of  this  number,  22  were  under 
and  107  were  over  twenty-one  years  of  age.  Of  the  129  inside  workers, 
86  were  said  to  be  cotton  mill  employees,  15  of  whom  were  under  twenty- 
one  years  of  age.  In  the  cotton  industry,  therefore,  on  the  basis  referred 
to,  there  were  on  an  average  but  17.6  per  cent,  deaths  per  year  of  minors 
from  pulmonary  tuberculosis,  for  North  Adams  and  Adams.  This  dis- 
coverv  will  in  a  measure  tend  to  bear  out  the  observation  that  there  are 
but  few  minors  with  pulmonary  tuberculosis  employed  in  cotton  mills 
in  Berkshire  Coimty.  It  is  probable  that  the  small  percentage  given 
is  more  favorable  than  would  be  shown  to  be  the  case  in  some  of  the 
eastern  industrial  districts.  Berkshire  is  high,  the  air  is  excellent,  and 
its  cities  and  towns,  with  the  exception  of  a  few  limited  areas,  are  not 
unduly  crowded.  Moreover,  there  are  less  uneducated  foreigners  here 
than  in  the  more  densely  settled  industrial  sections.  While  these  con- 
ditions undoubtedly  exert  a  favorable  influence,  the  results  nevertheless 
point  to  the  conclusion  that  the  greater  number  of  cases  of  tuberculosis 
are  among  adults;  hence  it  follows  that  the  greater  problem  in  dealing 
with  the  prevalence  of  tuberculosis  in  factories  is  to  control  the  disease 
among  the  adults,  and  thus  to  prevent  the  spread  of  infection  to  healthy 
adults  and  to  minors.  The  question,  therefore,  becomes  one  of  propor- 
tionate effort  and  returns.  The  law  should  make  it  possible  to  iaquire 
into  the  health  of  the  adult  employees,  and  until  this  step  is  taken  the 
full  gain  and  benefit  of  the  examination  of  minors,  so  far  as  it  relates 
to  the  prevention  of  the  spread  of  tuberculosis  at  least,  cannot  be  secured. 
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In  interviewing  and  examining  minors  it  is  a  matter  of  frequent 
occurrence  to  meet  children  in  the  cotton  mills  who  are  small  and  under- 
sized. These  children  generally  show  no  evidence  of  disease  at  the  time 
of  the  examination,  although  one  naturally  questions  as  to  whether  some 
of  them  are  likely  to  develop  tuberculosis  at  a  later  period.  An  attempt, 
therefore,  was  made  to  gain  some  information  which  might  show  whether 
this  lack  of  growth  or  development  was  due  to  the  conditions  imder  which 
the  minors  were  employed,  or  whether  it  was  due  to  outside  conditions. 
To  this  end  a  special  study  was  made  in  three  cotton  mills,  where  889 
minors  were  employed.  Of  this  number,  326  (148  males  and  178  fe- 
males) were  imder  sixteen  years  of  age,  100  of  whom  (60  males  and  40 
females)  were  imdersized  and  under  weight.  The  largest  proportion 
of  these  minors  were  employed  in  the  spinning,  weaving  and  carding 
rooms.  The  fact  that  the  children  had  been  at  work  for  a  length  of 
time  not  exceeding  two  years,  and  that  67  of  the  100  who  were  observed 
to  be  imdersized  and  under  weight  had  been  employed  less  than  one 
year,  made  it  appear  to  be  reasonably  conclusive  that  the  abnormal  weight 
and  size  were  not  due  to  the  conditions  of  employment.  Moreover,  the 
mills  in  question  were  modem  in  construction  and  well  appointed  from 
a  sanitary  point  of  view.  That  outside  conditions,  including  home  man- 
agement, were  much  more  responsible  for  the  lack  of  growth  seemed 
evident.  Such  conditions  as  crowded  rooms,  improper  food  and  irregular 
habits  appeared  to  offer  relatively  much  greater  opportunity  for  fostering 
disease  than  the  time  spent  in  the  well-appointed  modem  factories.  In 
this  connection  the  question  of  nationality  was  also  interesting,  for  more 
than  half  of  the  100  minors  were  of  foreign  parentage,  a  large  proportion 
of  whom  were  of  smaller  stature  than  the  Anglo-Saxon  people. 

Thvs  the  influence  of  home  and  outside  conditions  upon  the  health 
of  persons  who  are  employed  in  factories  emphasizes  the  fact  that  health 
inspection  work,  whether  in  the  factory  or  in  the  home,  in  order  to  pro- 
mote effectively  public  health,  must  be  done  under  the  guidance  of  the 
central  health  authority  of  the  State.  The  problem  of  preserving  the 
health  of  factory  employees  cannot  be  successfully  solved  without  striving 
to  improve  all  the  factors  or  conditions  in  the  community  which  may 
affect  it. 

Typhoid  Fever. 

Eighteen  cases  of  typhoid  fever  were  investigated  in  Amesbury.  Fif- 
teen  of  these  cases  appeared  in  houses  with  bad  sanitary  conditions.  The 
attention  of  the  local  board  of  health  was  called  to  the  matter.  In  one 
instance,  a  woman  who  was  nursing  her  child,  ill  with  typhoid,  was  at 
the  same  time  acting  as  clerk  in  a  small  store  where  milk  was  sold  by 
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measure  to  small  consumers.  The  attention  of  the  local  board  of  health 
was  called  to  the  matter,  but  no  action  was  taken  by  them. 

Over  100  cases  of  typhoid  fever  in  Brockton  were  investigated.  In- 
vestigation failed  to  disclose  the  water  supply  or  milk  as  being  respon- 
sible for  the  cause  of  the  spread  of  the  disease.  Many  cases  were  found 
in  that  portion  of  the  city  where  Polanders  live.  Eighteen  of  the  34 
cases  which  occurred  in  August  were  in  this  section,  and  6  of  the  34 
cases  came  from  outside  of  the  city.  It  appeared  that  in  all  probability 
many  of  the  cases  were  the  result  of  contact. 

Investigations  were  made  of  cases  of  typhoid  fever  in  Fall  Biver 
and  New  Bedford.  It  was  observed  that  by  far  the  largest  number  of 
cases  of  this  disease  occurred  among  people  while  on,  or  who  had  recently 
returned  from,  vacation.  Many  of  the  cases  were  of  a  mild  type,  so  that 
some  doubt  arose  as  to  the  correctness  of  the  diagnosis. 

Several  cases  of  typhoid  fever  were  investigated  on  dairy  farms  in 
Hardwick.  Milk  from  these  farms  was  stopped  until  danger  from  in- 
fection had  passed. 

A  number  of  cases  of  typhoid  fever  occurring  in  Lynn  and  Swampscott 
were  investigated.  A  milk  supply  suspected  as  being  the  source  of  in- 
fection was  shut  off  and  the  outbreak  subsided. 

Small  outbreaks  of  typhoid  fever  were  investigated  in  Marblehead  and 
Lowell.  One  tenement  house  in  Lowell  occupied  by  a  number  of  Polish 
families  was  found  with  the  water  shut  off,  because  the  landlord  had 
neglected  to  pay  the  water  bill.  The  water-closets  were  in  a  filthy  condi- 
tion, and  the  tenants  were  taking  water  for  drinking  purposes  from  the 
polluted  water  of  the  Merrimac  Eiver.  Three  cases  of  typhoid  and  1 
death  occurred  in  this  tenement  house. 

Nine  cases  of  typhoid  fever  occurring  in  Eowley  during  the  month  of 
August  and  the  first  two  weeks  of  September  were  investigated.  Two  of 
these  cases  were  probably  imported  and  in  two  the  diagnosis  was  doubt- 
ful. One  family  in  which  a. person  was  sick  with  typhoid  was  found  to 
be  shipping  milk  to  a  Boston  dealer.  The  attention  of  the  local  board 
of  health  was  called  to  the  matter  and  the  shipment  of  the  milk  was 
discontinued. 

Several  cases  of  typhoid  fever  occurring  in  Sterling  Junction  were 
investigated.  It  appeared  that  one  of  the  patients  had  delivered  milk  in 
houses  where  the  other  cases  occurred  and  that  in  all  probability  this 
patient  was  a  source  of  infection  of  the  other  cases. 

At  the  request  of  the  Swampscott  board  of  health  an  investigation 
was  made  of  an  outbreak  of  typhoid  fever  in  that  town.  The  supply  of 
one  milk  dealer  was  shut  off  on  account  of  objectionable  conditions  that 
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were  foirnd  on  bis  premises.    The  outbreak  immediately  subsided.    The 
source  of  the  infection  could  not  be  determined. 

Five  cases  of  typhoid  fever  occurring  among  the  nurses  of  a  hospital 
in  Health  District  14  within  a  period  of  eighteen  months  were  investi- 
gated. In  each  case  the  disease  appeared  to  be  the  result  of  contact 
infection.  Becommendations  were  made  through  the  local  board  of 
health  for  measures  to  be  taken  to  minimize  the  infection  through  thia 
source. 


Report  on  an  Outbreak  of  Typhoid  Fever  in  Wayland  during  July  and 

August,  1910. 

After  many  months  of  absolute  freedom  from  typhoid  it  became 
apparent  at  the  end  of  July  that  an  unusually  large  number  of  cases  of 
the  disease  existed  in  the  town  of  Wayland.  An  investigation  showed 
that  on  June  12  a  shoe  worker  from  Lynn,  ill  with  tjrphoid,  came  to  hifl 
home  in  Cochituate.  He  was  nursed  at  his  home  until  June  21,  when  he 
was  removed  to  the  Natick  Hospital.  No  other  cases  of  the  disease 
occurred  until  July  4,  on  which  day  1  case  was  reported.  The  number 
of  cases  then  rapidly  increased,  the  outbreak  reaching  its  maximum  on 
July  25,  when  8  persons  w:ere  taken  ill  with  the  disease.  New  cases  kept 
occurring  daily  to  August  5,  on  which  day  there  were  6  new  cases.  Be- 
tween August  5  and  August  22,  12  other  cases  occurred,  7  of  these  latter 
cases  being  in  families  where  the  disease  already  existed;  these  were  in 
all  probability  contact  cases.  In  all,  83  persons  came  down  with  the 
disease  in  this  outbreak. 

The  cases  occurred  as  follows :  — 


June  12,  . 

.    1 

July  23,  . 

2 

Aug.    2,  . 

2 

July    4,  . 

.    1 

July  24,  . 

4 

Aug.    3,  . 

0 

July  10,  . 

.    1 

July  25,  . 

8 

Aug.    4,  . 

0 

July  14,  . 

.    2 

July  26,  . 

1 

Aug.    5,  . 

.    6 

July  15,  . 

.    2 

July  27,  . 

4 

Aug.    6,  . 

2 

July  16,  . 

.    1 

July  28,  . 

1 

Aug.  10,  . 

4 

July  17,  . 

.    1 

July  29,  . 

4 

Aug.  13,  . 

2 

July  18,  . 

.    2 

July  30,  . 

2 

Aug.  15,  . 

.    1 

July  19,  . 

.    1 

July  31,  . 

2 

Aug.  20,  . 

1 

July  20,  . 

.    6 

Aug.    1,  . 

2 

Aug.  22.  . 

2 

July  21,  . 

.    2 

The  age 
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ose  taken  ill 

is  shown 

in  the  following  table : 
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1  to    5  years. 

•        • 

.      5 

16  to  20 

years,    .... 

8 

6  to  10  years. 

•        • 

.      9 

21  to  25 

years,    .... 

9 

11  to  15  years. 

•       • 

.      6 

2( 

5  to  30 

yei 
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31  to  35  years,    . 

.      6 

56  to  60  years, 

36  to  40  years,    . 

.      7 

61  to  65  years. 

41  to  45  years,    . 

.      4 

66  to  70  years. 

46  to  60  years,    . 

.      5 

Over  70  years, 

51  to  55  years,    . 

.      4 

2 
1 
1 
1 


From  an  examination  of  the  chart,  showing  the  incidence  of  the  cases, 
it  can  be  seen  that  it  was  a  slow,  continuous  infection,  reaching  its  maxi- 
mum in  the  last  week  of  July,  and,  excluding  the  contact  cases,  the 
number  diminishing  to  the  end  of  August.  Five  cases  occurring  in 
Waltham,  1  in  Newton  and  1  in  Peabody  are,  for  reasons  stated  below, 
included  in  this  outbreak. 

An  investigation  of  the  outbreak  at  the  end  of  July  pointed  to  one 
milk  supply  as  the  source  of  the  infection,  since  all  the  cases  occurred 
on  the  route  of  one  dealer,  whom  we  will  designate  as  E.    All  the  subse- 
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quent  cases  were  on  the  same  dealer^s  route.  Further  evidence  that  this 
milk  was  the  source  of  the  infection  was  obtained  from  the  fact  that  5 
cases  in  Waltham,  1  in  Newton  and  1  in  Peabody  were  traced  to  this 
milk  supply.  Two  cases  in  Brockton  and  1  in  Milford  were  also  traced 
to  the  same  source. 

E  did  not  produce  any  milk,  but  got  his  supply  from  five  different 
farms.  An  inspection  of  all  the  farms  did  not  reveal  any  source  of  in- 
fection. One  member  of  the  family  on  one  of  the  farms  had  typhoid 
fever  ten  years  ago.  An  examination  of  the  blood,  however,  gave  a 
negative  Widal  test,  and  an  examination  of  the  urine  and  stools  did  not 
reveal  the  presence  of  typhoid  bacilli.  Mr.  E's  facilities  for  carrying  on 
his  milk  business  appeared  to  be  adequate.  Good  facilities  were  pro- 
vided for  washing  and  cleaning  the  milk  cans,  bottles  and  utensils.  The 
water  supply  on  his  premises  was  from  the  public  water  system.  No 
history  of  any  illness  on  his  premises  could  be  obtained.  On  August  8 
E  was  stopped  from  delivering  milk  in  the  town,  but  B,  the  producer 
from  whom  E  obtained  most  of  his  supply,  was  permitted  to  distribute 
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worn  fr)un(l  on  his  premises.    The  outbreak  immediately  subsided.    The 
sotirca  of  the  infeotion  could  not  be  determined. 

Flv(i  cases  of  typhoid  fever  occurring  among  the  nurses  of  a  hospital 
in  llonlih  District  14  within  a  period  of  eighteen  months  were  investi- 
gntoil.  In  each  case  the  disease  appeared  to  be  the  result  of  contact 
infoi^iion,  Uoconunondations  were  made  through  the  local  board  of 
hoalth  for  moasuros  to  be  taken  to  minimize  the  infection  through  this 
souroo. 


R^povt  on  an  Ontbreak  of  Typhoid  Fever  in  Wayland  during  July  and 

August,  1910. 

Aftrr  many  mouths  of  absolute  freedom  from  typhoid  it  becime 
ap)Hirtpnt  at  tlie  ei\d  of  July  that  an  unusually  large  number  of  cases  of 
t\w  diikiMMM^  t^xistod  in  the  town  of  Wayland.  An  investigation  showed 
that  on  %Iun«  IS  a  shoe  worker  from  Lynn,  ill  with  ty|dioid,  came  to  his 
hoin<»  in  Civhituat«.  He  was  nursed  at  his  home  until  June  21,  when  he 
waa  rc'nxovxHl  to  tlie  Xatiok  Hospital.  No  other  cases  of  the  diseaee 
^Hvurit^)  until  July  4«  on  which  day  1  case  was  reported.  The  number 
\\(  OMv«  ti)m  rapidly  iuonMised*  the  outbreak  reaching  its  mazimnm  on 
July  $\  wh^n  ^  por^His  wvr«  taken  ill  with  the  disMse  Xev  ckcs  kept 
iXVHirni^t  daily  to  Aujinisl  X  on  which  day  there  wiere  6  oew  ckcs.  Be- 
twtH'^n  Au^i^l  5  atni  August  ^^«  1^  other  cases  occurred,  I  oi  ibes«  aner 
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31  to  35  years,  . 

.   6 

56  to  60  years, 

36  to  40  years,  . 

.   7 

61  to  65  years. 

41  to  45  years,  . 

4 

66  to  70  years. 

46  to  50  years,  . 

.   5 

Over  70  years, 

51  to  55  years,  . 

.   4 

2 
1 
1 


From  an  examination  of  the  chart,  showing  the  incidence  of  the  cases, 
it  can  be  seen  that  it  was  a  slow,  continuous  infection,  reaching  its  maxi- 
mum in  the  last  week  of  July,  and,  excluding  the  contact  cases,  the 
number  diminishing  to  the  end  of  August.  Five  cases  occurring  in 
Waltham,  1  in  Newton  and  1  in  Peabody  are,  for  reasons  stated  below, 
included  in  this  outbreak. 

An  investigation  of  the  outbreak  at  the  end  of  July  pointed  to  one 
milk  supply  as  the  source  of  the  infection,  since  all  the  cases  occurred 
on  the  route  of  one  dealer,  whom  we  will  designate  as  E.    All  the  subse- 
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quent  cases  were  on  the  same  dealer's  route.  Further  evidence  that  this 
milk  was  the  source  of  the  infection  was  obtained  from  the  fact  that  5 
cases  in  Waltham,  1  in  Newton  and  1  in  Peabody  were  traced  to  this 
milk  supply.  Two  cases  in  Brockton  and  1  in  Milford  were  also  traced 
to  the  same  source. 

E  did  not  produce  any  milk,  but  got  his  supply  from  five  different 
farms.  An  inspection  of  all  the  farms  did  not  reveal  any  source  of  in- 
fection. One  member  of  the  family  on  one  of  the  farms  had  typhoid 
fever  ten  years  ago.  An  examination  of  the  blood,  however,  gave  a 
negative  Widal  test,  and  an  examination  of  the  urine  and  stools  did  not 
reveal  the  presence  of  typhoid  bacilli.  Mr.  E^s  facilities  for  carrying  on 
his  milk  business  appeared  to  be  adequate.  Good  facilities  were  pro- 
vided for  washing  and  cleaning  the  milk  cans,  bottles  and  utensils.  The 
water  supply  on  his  premises  was  from  the  public  water  system.  No 
history  of  any  illness  on  his  premises  could  be  obtained.  On  August  8 
E  was  stopped  from  delivering  milk  in  the  town,  but  B,  the  producer 
from  whom  E  obtained  most  of  his  supply,  was  permitted  to  distribute 
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to  E's  customers.  Later  B  was  informed  by  the  local  board  of  health 
that  he  must  not  bring  any  of  his  milk  to  Cochituate,  but,  curiouBly 
enough,  he  was  informed  that  he  could  sell  his  milk  in  any  other  place. 

As  the  town  had  no  sewerage  system,  and  each  house  had  its  individnal 
privy,  the  local  board  of  health  was  advised  to  urge  complete  disinfection 
of  the  excreta  in  each  case,  and  to  prohibit  the  removal  of  milk  bottles 
or  other  containers  from  houses  where  persons  were  ill  with  the  disease. 
These  precautions  were  carried  out. 

While  the  milk  supplied  by  E  was  undoubtedly  responsible  for  this  out- 
break, yet  from  the  fact  that  the  outbreak  was  not  explosive  in  its  char- 
acter and  from  the  absence  of  any  source  of  infection  on  the  premises 
of  E  or  on  the  farms  where  he  obtained  his  milk,  the  disease  in  all  prob- 
ability was  spread  by  contaminated  milk  bottles  taken  from  the  houses 
where  persons  were  ill  with  the  disease. 

The  first  case  that  came  from  Lynn  in  June  was  supplied  with  milk 
by  E  until  June  21,  when  he  was  removed  to  the  hospital.  The  milk 
bottles  were  taken  from  the  house  where  this  person  was  ill  to  the 
milk  house  of  E,  where  they  were  cleaned.  This  practice  of  removing 
milk  bottles  from  houses  where  persons  were  ill  with  typhoid  continued 
to  the  early  part  of  August,  when  it  was  prohibited  by  the  local  board  of 
health.  There  was  thus  an  opportunity  of  spreading  the  disease  by  con- 
taminated bottles. 

Report  on  an  Outbreak  of  Typhoid  Fever  in  One  Mill  in  Fitchburg 

between  July  15  and  Sept.  6, 1910. 

Prom  July  15  to  Sept.  6, 1910,  86  cases  of  typhoid  fever  were  reported 
to  the  Fitchburg  board  of  health.  Seventy-eight  of  these  cases  were 
employees  in  one  large  cotton  mill ;  the  other  8  were  sporadic  cases  and 
had  no  connection  with  this  mill  or  with  the  people  working  there. 
These  8  sporadic  cases  are  not  an  unusually  large  number  for  the  earn- 
mer  months  in  a  city  as  large  as  Fitchburg. 

The  78  cases  occurring  at  the  mill  evidently  had  a  common  source  of 
infection.  The  incidence  of  the  cases  is  shown  in  the  accompanying 
chart. 

The  first  case  of  typhoid  connected  with  the  mill  was  reported  to  the 
local  board  of  health  on  July  15.  Two  weeks  later  another  case  wm 
reported,  and  from  that  time  till  August  8  the  epidemic  was  on  the 
increase,  there  being  17  cases  reported  on  that  date.  After  August  8 
the  number  of  cases  reported  gradually  decreased,  although  on  August  22 
there  were  9  cases.  The  last  case  of  this  outbreak  was  reported  on 
September  6.  All  cases  reported  at  the  end  of  August  and  those  in 
September  were  found  to  have  had  a  probable  onset  of  the  disease  in  the 
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early  part  of  August,  but  were  kept  under  observation  till  a  positive 
diagnosis  was  made. 

The  employees  at  the  mill  who  were  taken  sick  did  not  all  live  in  one 
locality,  but  were  scattered  all  over  the  city.  So  far  as  it  has  been  pos- 
sible to  ascertain,  all  of  the  houses  in  which  they  lived  were  connected 
with  the  sewer  and  were  supplied  with  the  city  water. 

That  the  milk  or  ice  supply  played  no  part  in  this  outbreak  was 
shown  from  the  fact  that  of  the  78  cases  uot  more  than  3  or  4  bought 
their  milk  or  ice  from  the  same  dealer,  and  these  dealers  had  customers 
all  over  the  city.  Employment  at  the  same  mill  was  the  only  common 
factor  in  all  the  78  cases. 

Conditions  at  the  Mill.  —  The  drinking  water  at  the  mill  was  taken 
from  the  city  supply,  and  at  the  time  of  the  outbreak  of  the  epidemic 
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was  put  into  pails  with  wooden  covers,  which  also  contained  ice.  These 
pails  were  placed  on  shelves  about  5  feet  from  the  fioor,  directly  under 
the  taps  containing  the  city  water.  There  were  also  faucets  connected 
with  a  water  supply  used  for  washing  purposes  only.  This  water  was 
taken  from  a  near-by  brook,  which  is  formed  by  the  overflow  of  the 
Marshall  reservoir.  There  were  signs  over  each  faucet  designating  which 
was  the  drinking  water.  The  pails  containing  the  city  water  were  also 
equipped  with  faucets,  so  that  the  operatives  would  not  have  to  dip  into 
them  with  the  tin  dippers  which  were  furnished.  It  was  the  custom, 
however,  with  a  great  many  of  the  operatives  to  remove  the  cover  at  the 
top  of  the  pails  and  dip  in  with  the  cups,  as  the  water  could  be  obtained 
more  quickly  in  this  way.  It  was  also  a  common  practice  to  rinse  the 
drinking  cup  with  the  water  from  the  faucets  intended  for  washing  pur- 
poses only.  The  ice,  before  being  put  in  the  wooden  pails,  was  often 
also  washed  with  the  same  water. 

The  ice  was  given  out  by  a  foreman  to  the  various  boys  in  each  room 
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who  took  care  of  these  pails.  The  pails  were  filled  at  least  twice  a  day^ 
sometimes  oftener,  and  were  frequently  washed.  As  far  as  coTild  be 
ascertained^  none  of  the  persons  handling  ice,  either  connected  with  the 
ice  company  or  at  the  rnill^  had  been  sick. 

It  was  learned  that  occasionally  the  operatives  were  in  the  habit  of 
drinking  from  the  wash-water  taps,  as  most  of  the  help  were  foreigners 
and  could  not  read  the  signs  designating  the  drinking  water. 

The  stream  which  furnished  the  wash-water  supply,  as  already  stated^ 
is  in  part  fed  by  the  overflow  of  the  Marshall  storage  reservoir,  situated 
perhaps  one-third  of  a  mile  north  of  the  factory.  The  brook  runs 
through  the  mill  yard,  and  part  of  it  is  diverted  into  a  large  barrel  sunk 
into  the  ground,  with  a  house  over  it,  the  water  being  pumped  from  this 
barrel  into  the  pipes  in  the  factory.  This  brook  receives  serious  pollu- 
tion at  two  points:  one,  only  150  feet  away,  where  there  is  a  Greek 
grocery  store.  The  privy  of  this  store  is  situated  directly  over  the  stream. 
At  least  two  people  used  this  all  the  time,  and  the  Greek  had  frequent 
visitors  of  whom  nothing  was  known ;  and  although  he  claimed  that  there 
had  been  no  sickness  in  his  house,  it  is  impossible  to  verify  or  disprove 
this  statement.  The  upper  floor  of  this  house  was  said  to  be  connected 
with  the  sewer,  but  as  yet  the  privy  downstairs  was  still  in  use.  The 
other  source  of  pollution  is  a  large  dump  situated  on  the  very  banks  of 
the  brook,  at  a  point  200  or  300  feet  above  the  point  just  mentioned 
Here  tliere  were  all  kinds  of  rubbish,  old  bedding  and  garbage,  and  the 
brook  probably  received  very  serious  pollution  from  this  dump  at  times 
of  rain. 

Samples  for  chemical  and  bacterial  analysis  were  taken  from  Marshall 
Brook  at  the  point  where  it  was  collected  for  use  in  the  factory.  The 
water  did  not  look  very  turbid,  although  there  was  a  good  deal  of  matter 
in  suspension  and  a  noticeable  disagreeable  odor.  A  chemical  and  hac^ 
teriological  analysis  showed  slight  pollution.  No  colon  bacilli  were 
found. 

In  addition  to  the  above-mentioned  water  supplies  there  is  in  the  mill 

ard,  at  a  point  about  20  feet  from  the  engine  room,  a  spring  which  has 

»een  there  for  fifteen  or  twenty  years,  and  the  people  in  the  vicinity 

nave  been  in  the  habit  of  drinking  water  from  it,  without  serious  results. 

It  has  never  been  known  to  dry  up  in  the  summer  time. 

The  temperature  of  the  water  in  the  spring  was  52®  F.,  while  that  of 
Marshall  Brook,  the  nearest  body  of  water,  was  62®.  This  indicated  that 
the  spring  water  was  probably  derived  from  the  ground,  and  not  from 
some  surface  source.  A  sample  of  this  water  was  taken  for  chemical 
and  bacterial  analysis,  and  showed  slight,  if  any,  pollution. 

Of  the  mechanics,  foremen  or  engineer,  who  drank  the  spring  water 
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almost  exclusively  while  at  the  mill,  none  has  come  down  with  the  dis- 
ease. None  of  the  women  at  the  mill,  although  they  formed  the  great 
majority  of  those  taken  sick,  was  ever  seen  to  drink  from  this  spring. 
These  facts  seem  to  eliminate  the  spring  water  as  a  cause  of  the  epidemic. 
It  would  seem  from  the  ahove  facts  that  the  infection  took  place  by 
means  of  the  water  supply  in  the  mill.  There  were  two  possible  sources 
for  such  an  infection. 

(1)  An  operative  having  contracted  the  disease  outside  of  the  factory 
infected  the  ice-water  pails  with  the  drinking  cup. 

(2)  The  wash-water  supply  was  exposed  to  pollution  by  human  excreta 
Bot  far  from  the  factory.  Some  of  the  operatives  drank  this  water, 
others  rinsed  the  drinking  cups  with  it  and  the  ice  put  in  the  pails  was 
often  washed  with  this  water. 

The  objection  to  the  first  possibility  is  that  the  cases  were  not  limited 
to  operatives  working  in  any  one  part  of  the  building,  but  occurred 
among  the  operatives  in  various  departments.  The  water  pails  in  the 
various  departments  had  to  be  infected  to  give  rise  to  this  widespread 
infection  in  the  mill.  Moreover,  the  incidence  of  the  cases,  even  if  we 
assume  that  the  cases  occurring  in  the  latter  part  of  August  and  early 
in  September  were  infected  in  the  early  part  of  August,  would  indicate 
that  the  infection  lasted  for  a  period  of  two  weeks  or  more.  This  would 
not  be  likely  if  the  pails  were  infected  by  a  person  ill  with  the  disease. 

The  wash-water  supply,  on  the  other  hand,  was  open  to  two  sources 
of  pollution,  was  common  in  all  parts  of  the  mill,  and  was  used  con- 
tinually, and  might  well  have  given  rise  to  all  the  cases. 

During  the  first  week  in  August  the  water  pails  were  removed  and  the 
wash-water  supply  was  shut  off.  No  cases  were  reported  after  Sep- 
tember 6. 

Report  on  an  OuibreaTc  of  Typhoid  Fever  occurring  in  Ipswich  during 

August  and  September,  1910. 

After  several  months  of  absolute  freedom  from  the  disease,  a  case  of 
typhoid  fever  was  reported  to  the  board  of  health  of  Ipswich  on  July  27. 
From  that  date  on  new  cases  occurred  almost  daily  to  September  14, 
when  the  last  2  cases  of  this  outbreak  occurred.  The  total  number  of 
cases  reported  to  the  board  of  health  between  July  27  and  September  14 
was  42. 

The  cases  occurred  as  follows :  — 


July   27,. 

.    1 

Aug.     7, . 

.    2 

Aug.   23, 

.    1 

Aug.     1, . 

.    7 

Aug.  14, . 

.    3 

Aug.  25, . 

.    2 

Aug.     5, . 

.    2 

Aug.  20, . 

.    1 

Aug.  26, . 

.    1 
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Aug.  31, .  .  .11  Sept.  4, . 

Sept    1,  .  .  .    2   1  Sept.  7, , 

Sept.    2,  .  .  .    1    I  Sept.  8,  . 

Sept.    3, .  .  .2  Sept.  9,  . 


Sept.  10, . 
Sept.  12, . 
Sept.  14,  . 


Distribution  of  the  Cases.  —  With  the  exception  of  4  cases  all  the  ca«s 
of  the  disease  occurred  in  a  district  inhabited  bj  Polandere  and  Greek*. 
Of  the  4  cases  outside  of  this  district  3  occurred  on  the  milk  farm  of  D. 
A  boy  of  seven  years  on  this  milk  farm  vas  taken  ill  with  typhoid  on 
AugHst  33,  and  on  September  9  Mr.  D.  himself  was  reported  ill  with 
the  disease,  in  ail  probability  contracting  the  disease  by  contact  with  his 
boy.  Seventeen  cans  of  milk  were  produced  daily  on  this  farm  and  Bold 
to  Mr.  J.,  who  disposed  of  all  his  milk  in  Ipswich,  but  only  2  cases 


I 


£ 


occurred  on  J'a  route.  The  local  board  of  health  iseaed  rigid  inatruc- 
tions  to  guard  this  milk  supply.  The  source  of  infection  of  the  disease 
on  this  farm  could  not  be  determined.  It  was  learned,  however,  that 
some  Polauders  from  the  infected  district  had  been  at  work  on  this  farm 
previous  to  the  illness  of  the  boy,  and  it  ia  possible  that  they  brought  the 
infection  with  them. 

The  other  2  cases  occurring  outside  of  the  infected  district  could  not  in 
any  way  be  connected  with  the  general  outbreak  in  that  district,  and  no 
apparent  source  of  infection  could  be  traced. 

General  Characteristics  of  the  Outbreak.  —  This  outbreak  is  diarac- 
terized  by  its  rather  explosive  character,  7  persons  being  taken  ill  on 
August  1,  and  its  very  slow  decline,  new  cases  appearing  at  frequent 
intervals  for  over  six  weeks.  It  was  limited  to  one  section  of  the  town, 
and  almost  exclusively  limited  to  one  class  of  the  population,  —  the 
Poles  and  Greeks. 

Milk  Supply.  — Of  the  first  15  cases  of  the  disease  that  occurred  11 
obtained  their  milk  from  Mr.  P.,  who  produced  7  cans  of  milk  daily  on  his 
small  farm,  and  distributed  it  among  the  Poles  and  Greeks  in  the  district 
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1902 


Mr.C. 

and 
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Mr.  K. 


1903 


1904 


Mr.  Bl.         1905 


Bakery.        1806 


Bakery, 

little  or         1907 

none  sold. 


Bakery.       1908 


Mr.C. 


Mr.C. 


Mr.  M. 


Mr.  L. 


Mr.  Be. 


To  illustrate  bow  the  L.  Dairy  was  the  one  eonnnoo  soaree  of  iofeetioo  6urinis  the  yean  in  'lorstion, 

Lines  in  red  represent  the  diatribatlon  of  the  L.  sopply. 
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and  2  unreported  cases  were  discovered;  these  were  removed  to  the 
hospital.  Large  amounts  of  chloride  of  lime  were  used  freely  in  the 
disinfection  of  the  privies  in  which  it  was  known  that  typhoid  stools  had 
been  deposited. 

Conclusions.  —  From  the  somewhat  explosive  nature  of  the  outbreak 
in  its  beginning,  and  from  the  fact  that  the  great  majority  of  the  early 
eases  used  milk  furnished  by  P.,  it  would  seem  as  if  that  milk  was  in  all 
probability  responsible  for  the  early  cases.  The  subsequent  cases,  how- 
ever, spread  over  a  long  period  of  time,  indicating  a  slow,  continuous 
infection,  and  limited  to  one  neighborhood,  were  in  all  probability  the 
result  of  direct  contact,  or  were  infected  from  the  privies  by  means  of 
flies. 

Typhoid  Fever  in  North  Adams  due  to  a  Chronic  Carrier. 

During  the  year  1902  there  was  considerable  typhoid  fever  in  North 
Adams,  some  65  cases  having  been  reported.  There  was  also  a  good  deal  of 
talk  among  the  physicians  about  a  certain  milkman,  a  Mr.  C,  who  sold 
milk  in  many  families  where  the  disease  occurred,  and  in  one  instance,  at 
least,  Mr.  C.  threatened  to  sue  a  physician  who  had  advised  the  family  of  a 
customer  to  make  a  change  in  their  milk  supply. 

At  the  municipal  election  in  December  of  that  year  new  city  oflSeials 
were  elected.  This  resulted  in  the  appointment  of  a  new  board  of  healthy 
which  assumed  its  duties  Feb.  1, 1903.  Immediately  the  board  appointed 
a  physician,  and  assigned,  as  his  first  task,  the  investigation  of  the  exces- 
sive amount  of  typhoid  fever  which  the  city  had  been  having. 

The  65  cases  reported  in  1902  were  looked  up  in  detail,  each  household 
was  visited,  and  as  full  a  sanitary  history  as  possible  of  each  case  was 
obtained.  Thirty-five  further  unreported  cases  were  found.  A  tabulation 
of  these  cases  showed  that  21  out  of  the  100  were  located  largely  in  that 
part  of  North  Adams  called  Houghtonville,  adjoining  Clarksburg,  and  that 
all  of  the  21  obtained  milk  from  Mr.  C.  This  led  at  once  to  an  investiga* 
tion  of  Mr.  C*s  milk  supply.  Mr.  C.  sold  about  75  quarts  of  milk  daily  to 
some  40  or  45  families.    He  obtained  his  milk  from  several  sources. 

From  Mr.  0.  he  secured  30  quarts  daily.  Mr.  0.  sold  also  100  quarts 
daily  to  another  retailer,  who  had  no  typhoid  on  his  route,  hence  this 
supply  could  be  left  out  of  further  condderation. 

Mr,  C.  kept  one  cow,  and  obtained  his  water  supply  from  a  well  mid- 
way between  the  house  and  barn,  both  of  which  were  near,  and  the  water 
was  said  sometimes  to  be  foul.  The  sale  of  milk  from  this  source  was 
forbidden  in  North  Adams  by  the  board  of  health. 

Mr.  C.  obtained  a  further  supply  of  milk  from  the  M.  and  L.  dairies. 
These  dairies  were  visited,  and,  while  minor  improvements  were  rag- 
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little  or       1907 

none  sold. 


Bakery.       1908 
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Mr.C. 


Mr.  M. 


Mr.  L. 
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To  illustrate  how  the  L.  Dairy  was  the  one  common  source  of  infection  during  the  years  in  question. 

Lines  in  red  represent  the  distribution  of  the  L.  supply. 
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Ang.  31y . 

.  1 

Sept.  4,  . 

.  2 

Sept.  10, . 

.   .  3 

Sept.  1,  . 

.  2 

Sept.  7,  . 

.  1 

Sept  12,  . 

.   ..  1 

Sept.  2f . 

.  1 

Sept.  8, . 

.  5 

Sept.  14, . 

.   .  2 

Sept.  3y . 

.  2 

Sept.  9,  . 

.  2 

Distribution  of  the  Cases.  —  With  the  exception  of  4  cases  all  the  cases 
of  the  disease  occurred  in  a  district  inhabited  by  Polanders  and  Greeks. 
Of  the  4  cases  outside  of  this  district  2  occurred  on  the  milk  farm  of  D. 
A  boy  of  seven  years  on  this  milk  farm  was  taken  ill  with  typhoid  on 
August  23,  and  on  September  9  Mr.  D.  himself  was  reported  ill  with 
the  disease,  in  all  probability  contracting  the  disease  by  contact  with  his 
boy.  Seventeen  cans  of  milk  were  produced  daily  on  this  farm  and  sold 
to  Mr.  J.,  who  disposed  of  all  his  milk  in  Ipswich,  but  only  2  cased 
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occurred  on  J's  route.  The  local  board  of  health  issued  rigid  instruc- 
tions to  guard  this  milk  supply.  The  source  of  infection  of  the  disease 
on  this  farm  could  not  be  determined.  It  was  learned,  however,  that 
some  Polanders  from  the  infected  district  had  been  at  work  on  this  farm 
previous  to  the  illness  of  the  boy,  and  it  is  possible  that  they  brought  the 
infection  with  them. 

The  other  2  cases  occurring  outside  of  the  infected  district  could  not  in 
any  way  be  connected  with  the  general  outbreak  in  that  district,  and  no 
apparent  source  of  infection  could  be  traced. 

Oeneral  Characteristics  of  the  Outbreak,  —  This  outbreak  is  cha^a^ 
terized  by  its  rather  explosive  character,  7  persons  being  taken  ill  on 
August  1,  and  its  very  slow  decline,  new  cases  appearing  at  frequent 
intervals  for  over  six  weeks.  It  was  limited  to  one  section  of  the  town, 
and  almost  exclusively  limited  to  one  class  of  the  population,  —  the 
Poles  and  Greeks. 

Milk  Supply,  —  Of  the  first  15  cases  of  the  disease  that  occurred  11 
obtained  their  milk  from  Mr.  P.,  who  produced  7  cans  of  milk  daily  on  his 
small  farm,  and  distributed  it  among  the  Poles  and  Greeks  in  the  district 
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where  the  disease  occurred.  A  visit  to  the  P.  fann  revealed  the  follow- 
ing conditions :  during  the  summer,  the  cows,  7  in  number,  were  kept  in 
the  pasture  all  the  time.  Mr.  P.  went  to  the  pasture  to  milk  the  cows 
and  brought  the  milk  to  the  farmhouse.  The  bam  in  which  the  cows 
were  kept  in  cold  weather  was  dirty,  and  the  facilities  for  washing  cans, 
pails  and  bottles  were  extremely  bad.  A  galvanized  iron  washtub  and 
wash  boiler  provided  for  the  purpose  were  in  a  dirty  condition,  and  had 
recently  been  used  to  mix  grain  for  the  cows.  The  water  for  washing 
the  milking  utensils  was  taken  from  a  well  located  within  10  feet  of  the 
house  and  evidently  subject  to  surface  pollution.  The  entire  farm  build- 
ings and  surroundings  presented  an  unclean  appearance.  No  history  of 
recent  illness  on  this  farm  was  obtained. 

Of  the  30  cases  which  occurred  subsequent  to  August  14,  20  were  on 
the  milk  route  of  Mr.  H.,  who  does  not  produce  any  milk  but  buys  from 
near-by  farmers.  His  milk  shed  was  clean  in  appearance,  well  main- 
tained, with  ample  facilities  for  washing  the  utensils  and  bottling  the 
milk.  Mr.  H.  has  about  400  customers  on  his  route,  and  only  about  one- 
fourth  of  his  supply  went  into  the  infected  district.  On  August  10  Mr. 
H.  bought  the  milk  of  P.,  but  on  account  of  the  poor  quality  and  un- 
cleanly conditions  he  discontinued  the  use  of  the  milk  after  two  days. 

From  the  fact  that  no  cases  of  typhoid  appeared  among  the  customers 
of  H.  outside  of  the  infected  district,  this  milk  can  safely  be  ruled  out 
as  a  source  of  infection. 

Sources  of  Infection  Other  than  Milk.  —  The  houses  inhabited  by  the 
Poles  and  Greeks  were  invariably  found  overcrowded,  and  social  inter- 
course between  them  was  very  extensive.  In  one  instance  19  visitors 
were  found  in  one  room  where  a  person  was  lying  ill  with  the  disease. 
All  were  drinking  beer  in  the  room,  and  there  was  a  free  interchange  of 
glasses.  From  such  lack  of  isolation  of  patients  ill  with  the  disease  the 
chances  for  contact  infection  were  great,  and  it  was  highly  probable 
that  many  persons  contracted  the  disease  by  close  association  with  those 
who  were  ill. 

Moreover,  as  there  is  no  sewerage  system  in  the  town  each  house  has 
its  individual  privy.  Typhoid  discharges  were  thrown  into  these  privies 
without  previous  disinfection.  Thus  scattered  throughout  the  district 
were  many  foci  of  exposed  infectious  material,  and,  combined  with  the 
lack  of  screens  over  the  windows  and  doors  of  the  houses,  the  possibility 
of  fly  infection  was  very  great. 

On  September  18  the  board  of  health  of  Ipswich  secured  a  house  and 
converted  it  into  a  hospital.  All  the  cases  of  typhoid  which  had  not 
previously  been  removed  to  the  Salem  or  Beverly  hospitals  were  removed 
to  this  place.    All  the  tenements  where  the  disease  occurred  were  visited 
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Distribution  of  the  Cases.  —  With  the  exception  of  4  cases  all  the  cases 
of  the  disease  occurred  in  a  district  inhabited  by  Polanders  and  Greeks. 
Of  the  4  cases  outside  of  this  district  2  occurred  on  the  milk  farm  of  D. 
A  boy  of  seven  years  on  this  milk  farm  was  taken  ill  with  typhoid  on 
August  23,  and  on  September  9  Mr.  D.  himself  was  reported  ill  with 
the  disease,  in  all  probability  contracting  the  disease  by  contact  with  his 
boy.  Seventeen  cans  of  milk  were  produced  daily  on  this  farm  and  sold 
to  Mr.  J.,  who  disposed  of  all  his  milk  in  Ipswich,  but  only  2  cases 


occurred  on  J's  route.  The  local  board  of  health  issued  rigid  instruc- 
tions to  guard  this  milk  supply.  The  source  of  infection  of  the  disease 
on  this  farm  could  not  be  determined.  It  was  learned,  however,  that 
some  Polanders  from  the  infected  district  had  been  at  work  on  this  farm 
previous  to  the  illness  of  the  boy,  and  it  is  possible  that  they  brought  the 
infection  with  them. 

The  other  2  cases  occurring  outside  of  the  infected  district  could  not  in 
any  way  be  connected  with  the  general  outbreak  in  that  district,  and  no 
apparent  source  of  infection  could  be  traced. 

General  Characteristics  of  the  Outbreak.  —  This  outbreak  is  charac- 
terized by  its  rather  explosive  character,  7  persons  being  taken  ill  on 
August  1,  and  its  very  slow  decline,  new  cases  appearing  at  frequent 
intervals  for  over  six  weeks.  It  was  limited  to  one  section  of  the  town, 
and  almost  exclusively  limited  to  one  class  of  the  population,  —  the 
Poles  and  Greeks. 

Milk  Supply.  —  Of  the  first  15  cases  of  the  disease  that  occurred  11 
obtained  their  milk  from  Mr.  P.,  who  produced  7  cans  of  milk  daily  on  hiB 
small  farm,  and  distributed  it  among  the  Poles  and  Greeks  in  the  district 
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where  the  disease  occurred.  A  visit  to  the  P.  farm  revealed  the  follow- 
ing conditions :  during  the  summer,  the  cows,  7  in  number,  were  kept  in 
the  pasture  all  the  time.  Mr.  P.  went  to  the  pasture  to  milk  the  cows 
and  brought  the  milk  to  the  farmhouse.  The  bam  in  which  the  cows 
were  kept  in  cold  weather  was  dirty,  and  the  facilities  for  washing  cans, 
pails  and  bottles  were  extremely  bad.  A  galvanized  iron  washtub  and 
wash  boiler  provided  for  the  purpose  were  in  a  dirty  condition,  and  had 
recently  been  used  to  mix  grain  for  the  cows.  The  water  for  washing 
the  milking  utensils  was  taken  from  a  well  located  within  10  feet  of  the 
house  and  evidently  subject  to  surface  pollution.  The  entire  farm  build- 
ings and  surroundings  presented  an  unclean  appearance.  "No  history  of 
recent  illness  on  this  farm  was  obtained. 

Of  the  30  cases  which  occurred  subsequent  to  August  14,  20  were  on 
the  milk  route  of  Mr.  H.,  who  does  not  produce  any  milk  but  buys  from 
near-by  farmers.  His  milk  shed  was  clean  in  appearance,  well  main- 
tained, with  ample  facilities  for  washing  the  utensils  and  bottling  the 
milk.  Mr.  H.  has  about  400  customers  on  his  route,  and  only  about  one- 
fourth  of  his  supply  went  into  the  infected  district.  On  August  10  Mr. 
H.  bought  the  milk  of  P.,  but  on  account  of  the  poor  quality  and  un- 
cleanly conditions  he  discontinued  the  use  of  the  milk  after  two  days. 

From  the  fact  that  no  cases  of  typhoid  appeared  among  the  customers 
of  H.  outside  of  the  infected  district,  this  milk  can  safely  be  ruled  out 
as  a  source  of  infection. 

Sources  of  Infection  Other  than  Milk,  —  The  houses  inhabited  by  the 
Poles  and  Greeks  were  invariably  found  overcrowded,  and  social  inter- 
course between  them  was  very  extensive.  In  one  instance  19  visitors 
were  found  in  one  room  where  a  person  was  Ipng  ill  with  the  disease. 
All  were  drinking  beer  in  the  room,  and  there  was  a  free  interchange  of 
glasses.  From  such  lack  of  isolation  of  patients  ill  with  the  disease  the 
chances  for  contact  infection  were  great,  and  it  was  highly  probable 
that  many  persons  contracted  the  disease  by  close  association  with  those 
who  were  ill. 

Moreover,  as  there  is  no  sewerage  system  in  the  town  each  house  has 
its  individual  privy.  Typhoid  discharges  were  thrown  into  these  privies 
without  previous  disinfection.  Thus  scattered  throughout  the  district 
were  many  foci  of  exposed  infectious  material,  and,  combined  with  the 
lack  of  screens  over  the  windows  and  doors  of  the  houses,  the  possibility 
of  fly  infection  was  very  great. 

On  September  18  the  board  of  health  of  Ipswich  secured  a  house  and 
converted  it  into  a  hospital.  All  the  cases  of  typhoid  which  had  not 
previously  been  removed  to  the  Salem  or  Beverly  hospitals  were  removed 
to  this  place.    All  the  tenements  where  the  disease  occurred  were  visited 


No.  34.]  STATE  INSPECTORS  OF  HEALTH.  475 

gested  and  some  changes  in  the  water  supply  required,  nothing  could  be 
found  to  explain  the  infection. 

Early  in  1903  Mr.  C.  sold  his  milk  route  to  a  Mr.  K.,  who  took  over 
j\Ir.  C/s  supply  from  Mr.  M.  and  Mr.  L.,  and  also  bought  milk  from 
Mr.  Be.  Before  selling  out  Mr.  C.  had  3  cases  of  typhoid,  and  during 
the  remainder  of  the  year  Mr.  K.  had  12  cases,  making  a  total  of  15 
cases  for  the  year  where  milk  from  the  M.  and  L.  dairies  was  used. 
During  the  year  there  were  73  cases  of  typhoid  fever  in  the  city. 

In  1904,  Mr.  K.,  who  continued  in  the  milk  business,  with  the  same 
sources  of  supply,  had  4  cases  of  typhoid  fever  out  of  a  total  of  32. 
Before  the  first  half  of  the  year  was  up,  on  the  strength  of  the  above 
showing,  the  sale  of  milk  from  the  M.  and  L.  dairies  was  forbidden  in 
North  Adams  by  its  board  of  health.  In  consequence  of  this  restriction 
the  M.  dairy  ceased  the  production  of  milk,  and  shortly  after  Mr.  K. 
went  out  of  business. 

During  1905,  out  of  37  cases  of  typhoid  fever  9  were  on  the  route  of 
Mr.  Bl.  It  was  found  that  Mr.  Bi.  was  obtaining  milk  from  Mr.  L. 
With  other  sources  eliminated,  the  L.  dairy  seemed  to  be  the  one  under 
suspicion.  The  sale  of  milk  from  this  source  was  again  forbidden  in 
North  Adams. 

In  1906  the  L.  milk  was  sold  to  a  baker  outside  of  North  Adams. 
In  this  year  there  were  32  cases  of  typhoid,  6  of  which  purchased  milk 
at  the  bakery,  where  L.*s  milk  was  exclusively  used. 

In  1907,  out  of  25  cases  of  typhoid  fever,  none  could  be  attributed  to 
this  source.  This  was  due  to  the  fact  that  little  or  no  milk  was  sold 
from  the  bakery,  one  or  two  families  in  the  neighborhood  who  kept  cows 
supplying  the  demand. 

In  May,  1909,  between  the  12th  and  26th  there  occurred  7  cases  of 
typhoid  fever  in  North  Adams.  An  investigation  of  these  cases  as  they 
were  reported  led  to  the  discovery  that  all  but  1  used  the  products  of  a 
certain  bakery,  the  same  bakery  where  L.'s  milk  wa*  exclusively  used. 
Investigation  at  the  bakery  disclosed  that  2  of  the  employees  had  been 
or  were  then  ill  with  typhoid  fevdr,  that  they  worked  for  several  weeks 
before  they  went  to  bed,  and  that  they  obtained  their  milk  supply  from 
the  bakery  where  they  were  employed. 

Notwithstanding  frequent  inspections  and  questionings  at  L-'s  dairy 
in  the  past,  no  source  of  infection  could  be  discovered.  Further  visits  at 
this  time  brought  out  the  fact  that  Mr.  L.'s  daughter,  a  middle-aged 
woman,  had  had  tj-phoid  fever  in  New  York  State  over  fifteen  years  ago. 
A  sister  had  gone  from  her  home  here  to  care  for  this  daughter,  con- 
tracted the  disease  and  died,  while  this  daughter  recovered,  and  soon 
returned  to  her  father's  home  in  Clarksburg,  bringing  her  two  children 
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with  her.  Here  she  has  lived  since.  During  these  fifteen  years  she  has 
had  five  children.  All  seven  children  are  well^  and  none  of  them  have 
ever  had  any  serious  illness.  The  mother  has  had  no  other  illness  beyond 
what  was  associated  with  child  bearing. 

This  information  led  to  the  taldng  of  an  immediate  Widal  test,  which 
was  positive.  Following  this,  specimens  of  the  urine  and  feces  were 
examined  at  three  different  times.  The  first  examination  resulted  in 
the  finding  of  bacilli  which  closely  resembled  the  paratyphoid  bacillns. 
The  second  and  third  examinations  were  negative. 

Since  May,  1908,  to  the  present  time  (October,  1909),  there  have  been 
no  cases  of  typhoid  fever  which  could  be  traced  to  this  source.  This 
present  season  the  production  of  milk  for  other  than  their  own  family 
use  has  been  discontinued. 

The  absence  of  cases  of  typhoid  fever  from  this  source  previous  to 
1902  is  explained  in  that  till  then  no  milk  was  produced  on  the  farm 
except  for  their  own  family  use.  At  that  time  additional  cows  were 
purchased,  and  the  milk  was  sold  to  Mr.  C,  as  previously  mentioned. 

That  the  cases  due  to  this  infection  were  irregular  in  their  appearance 
and  number  seems  easily  explainable,  in  considering  the  probable  mode 
of  infection  of  the  milk.  As  a  rule,  Mr.  L.'s  daughter  has  had  nothing 
to  do  with  the  milk.  But  the  milk  was  taken  into  the  kitchen  for  strain- 
ing, and  the  cans  were  washed  there.  Nothing  could  be  more  natural 
than  that,  imder  special  circumstances,  the  daughter  volunteered  to  assut 
her  father  in  the  handling  of  the  milk  or  utensils. 

During  the  fly  season  further  opportunity  for  infection  also  occurred, 
in  that  the  privy  was  not  far  from  the  house,  and  was  not  screened  from 
the  flies,  while  the  cans  were  left  to  dry  near  the  house,  where  the  fliw 
found  ready  access  to  them. 

In  these  two  ways  is  the  appearance  of  the  disease  traced  to  this 
source,  irregularly,  and  at  intervals  to  be  accounted  for. 

It  is  also  worth  noting  that  while  the  L.  dairy  never  produced  over 
one  one-hundredth  part  of  the  milk  consumed  daily  in  North  Adams, 
one-fifth  of  all  the  typhoid  in  the  c6mmunity  occurred  in  cases  whert 
this  milk  was  used,  if  a  few  secondary  cases  be  included.  This  propor- 
tion would  be  increased  somewhat  were  the  imported  cases  deducted. 

Scarlet  Fever. 

Several  cases  of  scarlet  fever,  occurring  on  dairy  farms  in  Boylston 
and  Rutland,  were  investigated.  Milk  from  these  farms  was  stopped 
until  the  danger  from  infection  had  passed. 

Small  outbreaks  of  scarlet  fever  were  investigated  in  Charlemont,  Hat- 
field and  Greenfield.    In  the  two  former  places  the  disease  was  confined 
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to  two  schoolhouses.  The  Bchoolhouses  were  disinfected.  In  the  latter 
place  the  cases  were  on  the  route  of  one  milk  dealer.  This  supply  was 
shut  off  and  the  outbreak  terminated. 

An  outbreak  of  scarlet  fever  occurring  in  Holyoke  was  investigated. 
No  common  source  of  infection  was  found.  The  disease  in  all  probability 
spread  by  contact,  since  many  of  the  cases  were  mild,  and  many  un- 
doubtedly remained  imrecognized.  One  child,  for  instance,  with  both 
hands  desquamating,  was  found  playing  with  other  children. 

The  occurrence  of  6  cases  of  scarlet  fever  in  one  family  in  Monson  was 
investigated.  It  was  found  that  the  members  of  the  family  came  down 
with  the  disease  a  few  days  apart.  The  physician  attending  these  cases 
did  not  report  them  until  after  their  recovery.  The  local  board  of  health 
was  advised  to  take  action  against  the  physician.  Their  action  consisted 
in  warning  the  physician  to  use  greater  care  in  the  future. 

At  the  request  of  the  Palmer  board  of  health  2  cases  of  scarlet  fever 
were  seen.  One  case  was  not  reported  by  the  attending  physician,  and 
the  other  case  was  reported  as  measles.  The  board  of  health  was  advised 
to  take  action  against  the  physician.  The  case,  however,  was  not  taken 
into  coxirt,  but  the  physician  was  warned  by  the  local  board  of  health  to 
use  greater  care  in  the  future. 

An  outbreak  of  scarlet  fever  was  investigated  in  Plainville,  and  it  was 
found  that  6  of  the  7  cases  resulted  from  an  unrecognized  case  which 
returned  to  school  at  the  end  of  three  weeks  after  the  onset  of  the  illness. 
The  children  of  two  schools  closely  adjoining  were  exposed  to  the  disease. 
The  following  suggestions  were  given  to  the  board  of  health  by  the  State 
Inspector  of  Health:  (a)  thorough  disinfection  of  the  schoolhouses;  (6) 
closing  of  schools  for  two  weeks;  (c)  upon  reopening  the  schools,  the 
examination  by  the  school  physician  of  every  pupil,  especially  for  desqua- 
mation; (d)  no  child  from  a  quarantined  house  to  return  to  school  after 
release  from  quarantine  until  examined  by  the  school  physician;  (e) 
teachers  to  report  to  the  school  physician  every  morning  for  two  weeks 
after  the  opening  of  the  schools  in  case  any  pupil  was  ailing  or  if  any 
were  absent  from  school  for  an  unexplained  reason.  The  board  of 
health  adopted  the  suggestions  of  the  State  Inspector  of  Health,  closed 
the  schools  and  established  quarantine.    The  outbreak  soon  ceased. 

A  small  outbreak  of  scarlet  fever  in  West  Chelmsford  and  Westford 
was  investigated.  It  was  found  that  all  the  cases  were  attending  the  same 
school.  Many  other  children  showed  general  redness  of  the  throat  and 
slight  fever,  but  no  eruption;  these  in  all  probability  were  mild  cases 
of  the  disease.  Proper  quarantine  by  the  local  board  of  health  checked 
the  outbreak. 
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Outbreak   of  Scarlet  Fever  in  and  about  Boston  during  April  and 

May,  1910. 

During  the  last  week  in  April  and  the  first  week  in  May  an  outbreak 
of  scariet  fever  occurred  in  Boston  and  suburbs. 

The  following  table  shows  the  incidence  of  the  cases  as  they  were 
reported  to  the  boards  of  health  of  the  various  cities  between  April  25 
and  May  7.  The  accompanying  chart  shows  the  total  daily  incidence 
of  cases  in  all  the  cities  where  the  outbreak  occurred.  The  sudden  drop 
of  the  cases  on  May  1  is  due  to  the  fact  that  it  was  Sunday,  and,  with 
the  exception  of  Boston  and  Chelsea,  no  cases  were  reported  to  the  boards 
of  health. 
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This  sudden  outbreak  of  scarlet  fever  so  widely  distributed,  at  a  time 
of  the  year  when  no  unusual  number  of  cases  generally  occurs,  pointed 
to  a  common  source  of  infection.  Investigation  showed  that  most  of  the 
cases  occurred  on  the  route  of  a  large  milk  contractor,  who  distributed 
milk  in  Boston  and  suburbs. 

Of  409  cases  in  Boston,  286,  or  nearly  70  per  cent.,  were  on  the  route 
of  this  dealer,  while  123,  or  30  per  cent,,  used  other  milk.  Of  the  155 
cases  that  occurred  in  Cambridge  (including  22  cases  that  occurred  be- 
tween May  7  and  14),  126,  or  over  80  per  cent.,  were  on  the  route  of  the 
same  dealer.  About  the  same  proportion  of  the  cases  in  the  other  cities 
used  the  milk  of  this  dealer. 

The  earliest  reports  to  the  Boston  board  of  health  directed  suspicion 
to  this  milk  supply.  Of  the  23  cases  reported  on  April  25,  16  were  on 
the  route  of  this  large  milk  contractor,  and  immediate  steps  were  taken 
by  the  Boston  board  of  health  to  render  the  suspected  supply  safe  by 
pasteurization. 
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Daily  incidcDce  of  cases  of  scarlet  fever  ia  and  about  Boston  from  April  25  to  May  7.  I9I0. 
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From  the  dates  of  the  first  symptoms  of  the  early  cases  the  first  in- 
fection probably  took  place  on  April  20  or  21.  An  examination  of  the 
chart  shows  that  the  epidemic  reached  its  highest  mark  on  April  29, 
when  123  cases  were  reported,  which  would  indicate  that  the  outbreak 
was  the  result  of  more  than  a  single  infection. 

There  were  certain  circumstances  connected  with  this  outbreak  whicli 
showed  that  the  milk  was  infected  as  late  as  April  23.  These  circum- 
stances were  as  follows:  the  week  of  April  24  was  the  Jewish  Passover, 
during  which  festival  only  milk  from  a  specially  guarded  supply,  com- 
plying with  certain  requirements  in  the  matter  of  handling  utensils,  cans, 
etc.,  is  permitted.  The  contractor  in  question  undertook  to  furnish  milk 
complying  with  these  requirements.  It  thus  happened  that  a  number  of 
Jewish  families,  who  previous  to  April  24  used  other  milk,  began  to  use 
the  milk  of  this  special  supply  on  April  24.  On  April  26  a  Jewish  child 
became  sick  with  scarlet  fever  in  a  family  who  began  to  use  the  milk  in 
question  on  April  24.  Altogether  there  were  73  cases  in  Boston  who 
used  milk  from  this  special  supply.  Of  this  number,  24  used  other  milk 
previous  to  April  24. 

This  special  circumstance  also  pointed  to  the  farms  on  which  the  milk 
was  in  all  probability  infected.  The  contractor  gets  the  milk  from  some 
250  dairies,  all  the  milk  being  mixed  at  the  central  station.  Eight 
dairies  were  set  aside  to  furnish  milk  to  the  special  supply.  This  special 
milk  was  handled  separately  and  was  not  mixed  with  the  general  supply. 
Three  of  these  8  dairies  entered  in  the  general  family  supply  previous 
to  April  23.  The  milk  from  these  3  dairies  was  therefore  common  to  the 
general  family  supply  up  to  April  23,  and  to  the  special  supply  after 
that  date ;  and  since  the  infection  occurred  in  both  supplies,  and  as  there 
appeared  no  possible  source  of  infection  at  the  central  station,  it  would 
seem  that  the  milk  must  have  been  infected  on  one  of  these  three  farms. 
A  careful  examination  of  these  farms,  however,  failed  to  reveal  any  source 
of  infection.  On  one  farm  it  was  learned  that  at  the  time  of  the  out- 
break one  cow  in  the  herd  had  some  disease  of  the  udder.  Unfortu- 
nately, the  cow  was  sent  to  be  killed  shortly  before  the  inspection,  so  that 
the  nature  of  the  disease  could  not  be  determined. 

Diphtheria. 

Six  cases  of  diphtheria  in  Lenox  were  investigated ;  5  of  the  cases  were 
girls  who  attended  one  room  in  school.  They  were  in  all  probability 
contact  cases. 

A  case  of  diphtheria  occurred  in  one  of  the  large  mills  in  Lowell, 
where  many  of  the  operatives  were  exposed  to  the  infection.     Advice 
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was  given  to  the  management  of  the  mill  as  to  the  necessary  precautions 
to  stop  the  spread  of  the  disease.    No  other  cases  occurred. 

Several  cases  of  diphtheria  occurring  in  one  family  in  Rowe  were 
investigated.    It  was  found  that  the  disease  was  brought  from  Boston. 

Many  of  the  small  towns  have  appeared  somewhat  indifferent  in  the 
matter  of  forming  and  enforcing  regulations  relative  to  the  prevention 
of  the  spread  of  this  disease.  This  means  that  the  protection  of  the 
public  health  has  fallen  mainly  upon  the  judgment  of  the  individual 
physicians.  As  a  result  of  the  lack  of  definite  local  regulation  an  out- 
break developed  in  the  town  of  Swansea.  A  person  ill  with  diphtheria 
was  allowed  to  cross  the  line  between  Bhode  Island  and  Massachusetts 
to  go  to  one  of  a  number  of  summer  cottages.  Five  cases  soon  developed 
among  the  summer  cottagers,  and  but  for  the  prompt  action  of  several 
health  authorities  a  serious  outbreak  of  the  disease  might  have  occurred. 
In  the  town  of  Fairhaven,  after  16  cases  were  reported,  prompt  action  on 
the  part  of  the  health  authorities  again  prevented  an  epidemic. 

Owing  to  the  indifference  of  the  foreign  population,  and  their  lack  of 
confidence  in  and  unwillingness  to  employ  physicians,  many  cases  of 
this  disease  have  been  allowed  to  run  their  full  course  without  recognition. 
A  fatality  was  sometimes  the  first  evidence  of  the  existence  of  the  disease. 

Small  outbreaks  of  diphtheria  were  investigated  in  Townsend  and 
Westford.  . 

Report  on  an  Outbreak  of  Diphtheria  in  Westfield  during  September 

and  October,  1910, 

The  public  schools  in  Westfield  opened  for  the  yearns  work  on  Sep- 
tember 6.  Many  of  the  children  were  kept  at  home  because  of  sore 
throats,  consequently  the  school  committee  became  alarmed  and  closed 
the  schools  from  Monday  noon,  September  12,  until  Monday,  September 
19.  Two  cases  of  diphtheria  were  reported  to  the  board  of  health,  one 
on  the  7th  and  one  on  the  9th.  Both  of  these  died  on  September  9.  On 
the  14th  the  board  of  health  made  an  inspection  of  all  children  reported 
by  the  school  committee  to  be  suffering  from  sore  throats,  and  uncovered 
7  cases  that  were  clinically  diphtheria.  Five  of  these  attended  the 
Davis  school  on  Bartlett  street.  The  board  of  health  ordered  the  school 
closed  for  two  weeks,  from  September  15  to  September  28.  One  of  these 
cases  had  been  sick  since  September  5.  New  cases  were  reported,  so  that 
by  the  night  of  the  17th,  22  were  on  file.  During  the  next  week  17  cases, 
and  during  the  following  week  3  cases,  came  down  with  the  disease.  On 
September  19  the  board  of  health  ordered  all  schools  in  the  town  closed 
until  September  26.    In  the  next  week  11  new  cases  occurred,  seemingly 
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connected  with  the  Davis  school.  This  school  was  then  closed  for  the 
last  four  days  of  the  week^  and  some  changes  in  the  sanitary  arrange- 
ments were  made.  The  number  of  the  cases  then  decreased,  and  early  in 
November  the  epidemic  ceased. 

The  accompanying  chart  shows  the  course  of  the  epidemic  according 
to  the  date  of  occurrence  of  first  symptoms. 

There  was  a  total  of  84  cases  in  this  epidemic.  Of  these,  60  occurred 
in  a  quarter  of  the  town  occupied  largely  by  Polish,  Lithuanian,  Slavic 
and  Bohemian  people.  The  cases  were  in  the  families  of  these  people. 
The  other  34  cases  were  spread  over  a  large  area,  but  in  these  latter  cases, 
direct  or  indirect  contact  was  shown  to  be  probable,  either  through 
schools,  churches,  friendly  visits  or  business. 
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In  the  country  districts  of  the  home  lands  of  these  people  the  only 
quarantine  enforced  ordinarily  is  one  against  smallpox,  and  that  is  of 
the  strictest,  police-guarded  type.  They  do  not  believe  that  any  other 
disease  is  contagious  or  preventable  by  that  means.  Therefore  the 
enforcing  of  any  degree  of  isolation  of  the  patient  or  of  quarantining 
the  other  members  of  the  household  is  very  diflBcult.  Recognizing  this 
difficulty,  the  board  of  health  made  no  effort  to  enforce  an  eflBcient 
quarantine.  They  advised  proper  isolation,  which  was  accomplished  or 
not,  as  the  case  might  be.  Until  their  attention  was  called  to  the  matter 
on  October  10  by  the  State  Inspector  of  Health  of  the  district,  diagnoses 
and  releases  were  governed  by  clinical  symptoms  only.  After  that  date 
a  negative  culture  was  required  for  release.  The  average  period  of  quar- 
antiDe  in  dwelling  houses  was  9.6  days,  this  not  including  4  cases  which 
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died  before  a  quarantine  could  be  declared.  Disinfection  of  premises 
after  quarantine  was  removed  was  well  attended  to. 

Thirty-one  cases  were  taken  to  the  hospital  and  treated  in  the  isolation 
ward;  4  of  these  died  almost  immediately,  1  developed  typhoid,  and  1 
scarlet  fever.  Excluding  these  6  cases,  the  average  period  of  detention 
was  6.6  days.  These  releases  were  all  on  clinical  evidence;  no  cultures 
were  taken. 

No  connection  between  this  outbreak  and  any  one  milk  supply  could 
be  established.  Thirteen  dealers  supplied  milk  to  the  infected  families, 
3  of  them  to  10  or  more  each. 

In  the  54  infected  families  there  were  134  adults  and  188  children. 
In  41  of  these  no  second  case  was  reported.  In  2  of  the  13  families  with 
more  than  1  case  there  were  4  reported. 

There  were  8  fatal  cases  of  the  laryngeal  type  of  the  disease.  The 
cases  in  general  were  mild,  and  as  no  cultures  for  diagnosis  were  re- 
quired, it  is  probable  that  some  of  the  cases  were  not  true  diphtheria.  On 
the  other  hand,  among  the  people  chiefly  affected  a  mild  sickness  in  a 
child  is  not  considered  as  anything  requiring  a  doctor's  attention,  and  a 
light  case  would  pass  unnoticed.  Perhaps  some  cases  were  concealed. 
Many  unrecognized  cases  in  all  probability  occurred,  and  it  is  further 
probable  that  many  cases  were  concealed  for  fear  of  quarantine. 

The  father  of  the  third  case  reported  was  employed  in  a  foimdry.  On 
the  fourth  day  of  its  sickness  the  child  was  taken  to  the  hospital  for  treat- 
ment. The  board  of  health  at  no  time  during  this  epidemic  interfered 
with  the  freedom  of  the  wage  earners  of  the  infected  families,  and  this 
man  went  to  his  work  as  usual.  Within  the  next  nine  days  10  cases  of 
diphtheria  were  reported  from  families  the  heads  of  which  were  working 
in  this  same  foundry. 

These  families  were  divided  as  to  nationality  as  follows :  Bohemian,  2 ; 
Ldthuanian,  3 ;  Slavic,  3 ;  and  Irish,  2,  These  people  spoke  different  lan- 
guages and  did  not  mix  socially.  The  Bohemians  went  to  the  Lutheran 
church,  the  Slavs  and  Lithuanians  to  the  Polish  church  and  the  Irish  to 
two  different  Catholic  churches.  They  did  not  have  a  common  milk 
supply.  While  the  Bohemian  families,  in  whom  the  epidemic  started, 
lived  close  together,  the  other  families  lived  pretty  widely  separated ;  the 
two  Irish  families,  for  instance,  lived  about  a  mile  apart,  and  were 
separated  by  a  river.  Six  of  these  families  had  children  attending  three 
different  schools.  The  school  attendance  did  not  seem  to  come  into  any 
prominence  early  in  the  outbreak,  and  later  only  as  a  gathering  place 
for  carriers  of  diphtheria  germs.  No  apparent  connection  between  these 
cases  could  be  found,  except  that  through  the  head  of  the  family  at  his 
work  in  the  foundry. 
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The  school  enrollment  of  Westfield  is  2^481.  The  total  number  of 
school  days  lost  during  this  outbreak,  because  of  the  closure  of  the 
schools  and  the  exclusion  of  pupils  either  because  of  illness  or  quaran- 
tine, was  17,833. 

Oeneral  Summary.  —  1.  This  outbreak  was  under  way  before  the 
authorities  knew  of  it. 

2.  The  disease  was  spread  by  direct  contact  in  the  schools,  by  visits 
between  infected  and  noninfected  families,  and  by  direct  contact  by 
parents  and  friends  at  their  work. 

3.  The  length  of  the  period  of  quarantine,  both  in  the  homes  and  in 
the  hospital,  was  shorter  than  is  commonly  considered  necessary. 

4.  The  quality  of  the  quarantine  obtained,  because  of  the  freedom  of 
the  wage  earners  and  the  indifference  of  the  people,  was  poor. 

Smallpox. 

Four  cases  of  smallpox  were  discovered  in  Brockton  in  January.  It 
was  found  that  the  original  case  came  from  Nova  Scotia.  The  local 
board  of  health  took  effective  quarantine  measures. 

At  the  request  of  the  local  board  of  health  the  State  Inspector  of 
Health  saw  a  case  of  smallpox  in  Chelsea.  The  patient,  who  arrived 
from  Newfoundland  two  days  previous,  had  travelled  during  the  pro- 
dromal stage  of  the  disease.  He  had  never  been  vaccinated.  The  Chelsea 
board  of  health  vaccinated  all  persons  known  to  have  come  in  contact 
with  the  patient.  The  Boston  board  of  health  was  furnished  with  the 
names  of  several  persons  with  whom  the  patient  had  worked  for  one 
day  in  Boston,  and  inmiediate  steps  were  taken  by  the  board  to  vaccinate 
those  men  and  to  clean  up  the  office  of  the  firm  for  whom  the  patient 
had  worked. 

An  outbreak  of  smallpox  was  investigated  in  Easton.  The  first  case 
occurred  in  a  young  girl  who  had  acted  as  nurse  girl  in  a  family  in 
Brockton  in  which  4  cases,  at  first  unrecognized,  appeared  about  two 
weeks  before  she  was  taken  ill.  Later,  her  father  and  brother  developed 
the  disease.  Quarantine  measures  were  adopted.  All  of  the  children 
in  the  town  were  vaccinated  and  such  adults  as  were  thought  to  have  come 
in  contact  with  the  sick.  Later,  a  person  who  had  been  in  intimate  eon- 
tact  with  the  first  case  was  discovered  with  a  mild  type  of  the  disease. 
All  the  cases  recovered. 

Three  cases  were  discovered  in  one  family  in  Fall  River.  Rigorous 
quarantine  was  established,  and  general  vaccination  was  carried  on  in 
the  localitv  where  the  disease  existed. 

Aid  was  given  to  the  Lynn  board  of  health  in  the  diagnosis  of  4  cases 
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of  smallpox.    The  board  was  advised  as  to  the  isolation  of  the  cases  and 
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On  December  1  another  employee  at  the  knitting  mill,  L.  L.,  was  take** 
ill  with  smallpox,  although  unattended  by  any  physician,  and  on  Dec^ 
ber  lo,  5  other  members  of  her  family  had  symptoms  consistent  with 
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of  smallpox.    The  board  was  advised  as  to  the  isolation  of  the  cases  and 
the  vaccination  of  all  persons  who  had  come  in  contact  with  them. 
^-  Two  cases  of  smallpox  were  discovered  in  New  Bedford.    One  was  a 

cotton  mill  operative;  the  source  of  the  contagion  remained  unknown. 
The  other  case  was  imported  on  one  of  the  trans-Atlantic  liners.  The 
usual  quarantine  was  enforced  in  each  case  and  a  general  vaccination 
ordered,  in  the  one  case  among  the  operatives  in  the  department  of  the 
mill  in  which  the  man  was  employed,  and  in  the  other  in  the  vicinity 
where  the  man  was  located. 

Several  cases  of  smallpox  occurring  in  North  Brookfield  were  investi- 
g-ated,  and  the  local  board  of  health  was  advised  as  to  the  necessary  pre- 
cautions  to  stop  the  spread  of  the  disease.  A  general  vaccination  was 
carried  out  in  the  town. 

Smallpox  in  Wakefield,  Beading,  Sioneham  and  Melrose. 

On  Jan.  8,  1910,  the  board  of  health  of  Wakefield  called  to  the  atten- 
.tion  of  the  State  Inspector  of  Health  of  the  north  metropolitan  district 
a  case  of  smallpox  in  that  town.  Investigation  of  this  case  and  the  cases 
preceding  and  following  it  showed  that  a  total  of  54  cases  occurred  in 
Wakefield,  29  in  Lynn,  5  in  Stoneham,  and  1  in  Melrose.  Twenty-five 
of  the  cases  were  among  children  imder  ten  years  of  age.  Of  the  total 
number  of  persons  stricken  46  were  females  and  43  males. 

The  first  case  concerning  which  any  history  was  obtained  was  that  of 
a  woman,  M.  B.,  twenty-three  years  of  age,  who  was  taken  ill  on  Sept. 
27,  1909,  never  having  been  vaccinated.  Her  sisters,  B.  and  D.,  were 
taken  ill  on  October  10  and  18,  respectively.  Of  these  3  patients  the 
first,  M.  B.,  was  attended  by  a  physician  who  diagnosed  her  illness  as 
influenza.  Later,  when  an  eruption  appeared,  the  patient  was  seen  in 
consultation  with  another  physician,  and  it  was  decided  that  she  had 
chicken  pox.  A  careful  examination  of  these  3  patients  later  on  (Jan- 
uary 20),  however,  showed  imraistakable  evidence  of  the  remains  of  small- 
pox eruptions  on  the  face  and  forearms  of  each.  The  patients  had  all 
worked  at  the  Harvard  Knitting  Mill,  and,  because  of  failure  to  recognize 
the  presence  of  smallpox,  formed  a  source  of  infection  to  other  persons 
with  whom  they  came  in  contact. 

On  November  13  a  man,  E.  S.,  thirty  years  of  age,  employed  at  the 
same  mill,  was  taken  ill  with  the  disease.  He  also  had  consulted  a 
physician,  who  diagnosed  his  illness  as  influenza. 

On  December  1  another  employee  at  the  knitting  mill,  L.  L.,  was  taken 
ill  with  smallpox,  although  unattended  by  any  physician,  and  on  Decem- 
ber 15,  5  other  members  of  her  family  had  symptoms  consistent  with  the 
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disease.    An  examination  made  on  February  11  showed  positively  that 
all  these  persons  had  been  stricken  with  the  disease. 

On  December  9  another  employee  at  the  knitting  mill,  M.  F.,  had 
symptoms  of  smallpox,  and  on  December  24,  January  10,  11  and  17,  4 
other  members  of  the  same  family  were  taken  ill.  An  examination  made 
on  January  19  showed  that  they  also  had  the  disease. 

On  December  9  another  employee,  E.  K.,  and  on  the  25th  her  brother, 
J.  K.,  showed  symptoms  of  the  disease,  both  cases  having  been  un- 
recognized. 

On  December  15  a  woman,  M.  M.,  and  on  the  21st  her  sister,  M.  M., 
both  employed  at  the  knitting  mill,  contracted  smallpox,  and  later  7  other 
persons  in  the  same  family  showed  symptoms  of  the  disease,  being  stricken 
in  the  period  between  December  25  and  January  6.  In  the  same  house 
6  members  of  another  family  contracted  the  disease  during  the  period 
between  December  25  and  January  23. 

On  December  21  another  employee  at  the  knitting  mill,  C.  G.,  was 
taken  ill  with  smallpox,  and  later,  between  December  26  and  January 
9,  4  other  members  of  her  family  were  stricken.  In  an  adjoining  house, 
where  a  relative  li\ed,  3  members  of  the  family  were  stricken  between 
January  17  and  February  5.  The  first  group  of  cases  was  unrecognized, 
but  the  last  3  cases  —  occurring  at  a  time  when  a  definite  diagnosis  of 
smallpox  had  been  made  —  were  recognized. 

On  December  21  another  employee  at  the  knitting  mill,  H.  C,  was 
taken  ill  with  the  disease,  and  during  the  period  between  January  3 
and  12,  4  other  members  of  the  family  were  stricken,  the  first  being 
unrecognized. 

A.  C,  stricken  December  22 ;  P.  F.,  December  24 ;  A.  M.,  December  27 
(the  latter  infecting  her  mother,  who  was  taken  ill  on  February  6)  ; 
M.  W.  and  V.  S.,  January  2 ;  A.  F.,  January  12 ;  and  L.  W.,  January  14 
(whose  father  was  ill  on  February  1),  —  all  worked  at  the  Harvard 
Knitting  Mill. 

With  this  widespread  infection  existing  imrestricted  from  Sept.  27, 
1909,  until  Jan.  8,  1910,  it  was  expected  that  other  persons  would  con- 
tract the  disease,  nnd  at  the  house  of  L.  B.,  where  E.  S.  visited,  3  of  the 
family  were  ill  between  December  10  and  25,  and  4  members  of  the  fam- 
ily in  an  adjoining  house  were  ill  between  January  1  and  11.  Two  other 
persons,  E.  M.,  who  visited  the  house  of  L.  B.,  in  December,  and  L.  S*, 
who  visited  the  same  house,  were,  taken  ill  on  December  24  and  January 
9,  respectively.  R.  M.  lived  at  Stoneham,  and  2  members  of  his  family 
were  stricken  with  the  disease  on  January  12  and  17.  A  man  who  lived 
in  an  adjoining  house  and  another  man  who  worked  on  the  same  premises 
were  taken  ill  on  January  12  and  30,  respectively. 
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D.  B.  was  taken  ill  with  smallpox  on  January  1  and  her  mother  and 
brother  were  stricken  on  January  12.  K.  C.  was  taken  ill  on  December 
26  and  7  other  members  of  her  family  were  ill  with  the  disease  between 
January  10  and  February  2.  V.  B.  and  H.  B.  were  stricken  on  Decem- 
ber 25  and  26,  respectively,  and  another  member  of  the  family  had  the  ' 
disease  on  January  8. 

Two  persons  in  another  family  were  stricken  with  smallpox  on  De- 
cember 31  and  January  17,  respectively.  Six  other  cases  occurred  in 
different  families  between  January  1  and  February  11,  inclusive. 

When  it  was  apparent  to  the  boards  of  health  of  the  towns  of  Beading, 
Wakefield,  Stoneham  and  Melrose  that  smallpox  was  so  widespread  the 
most  stringent  measures  were  taken  to  control  the  epidemic.  At  Bead- 
ing a  house  in  which  most  of  the  cases  existed  was  used  for  a  hospital,  the 
well  members  of  the  family  being  removed  and  patients  in  other  families 
being  transferred  therein.  At  Wakefield  the  board  of  health  obtained 
the  use  of  a  house  owned  by  the  town,  situated  on  the  shores  of  Lake 
Quannapowitt,  and  fitted  it  for  a  hospital.  The  building  was  opened  for 
smallpox  patients  on  January  12.  At  Stoneham  the  patients  were  cared 
for  in  the  houses  where  they  lived.  Only  1  case  occurred  in  Melrose. 
The  health  authorities  of  the  towns  of  Wakefield  and  Beading  closed  the 
schools  and  churches  and  prohibited  all  public  entertainments.  Vaccina- 
tion was  ordered  in  all  of  the  manufacturing  establiflmients  in  each  town, 
and  free  vaccination  stations  were  opened  at  the  town  halls,  with  the  re- 
sult that  practically  all  the  inhabitants  were  vaccinated  in  the  course  of 
a  few  days.  With  such  extensive  restrictions,  notwithstanding  the  wide- 
spread character  of  the  disease,  the  infection  showed  signs  of  immediate 
abatement,  and  the  epidemic  was  well  under  control.  The  hospital  at 
Wakefield  was  closed  on  March  5,  and  the  last  visit  was  made  for  patients 
at  Beading  on  March  11. 

During  the  entire  epidemic  only  9  of  the  90  persons  stricken  were  found 
to  have  been  vaccinated.  Of  this  number  8  were  between  the  ages  of 
twenty  and  eighty-four,  and  had  not  been  vaccinated  since  childhood. 
One  girl,  eleven  years  of  age,  who  was  vaccinated  six  years  previously  and 
showed  only  a  slight  scar,  had  the  disease  in  a  mild  form. 

In  addition  to  the  90  cases  of  smallpox,  above  mentioned,  48  visits  were 
made  to  patients  who  were  reported  as  being  possibly  infected  with  the 
disease.  During  the  epidemic  32  daily  visits  were  made  to  the  towns 
wherein  the  disease  spread,  for  the  purpose  of  assisting  the  local  health 
authorities  in  controlling  infection. 


488  STATE  BOARD  OF  HEALTH.  IPub.  Doc. 


Miscellaneous  Infectious  Diseases. 

Many  outbreaks  of  measles,  whooping  cough  and  chicken  pox  were  in- 
vestigated during  the  year  by  the  State  Inspectors  of  Health,  and  in 
every  instance  the  local  boards  of  health  were  advised  as  to  what  pre- 
cautions to  take  to  check  the  spread  of  the  diseases. 

One  case  of  tetanus  developed  in  Fall  River,  following  vaccination  by 
the  school  physician.  The  vaccine  virus  used  was  not  supplied  by  the 
State  Board  of  Health.  The  patient  was  treated  with  anti-tetanic  serum 
and  recovered.  A  case  of  tetanus  occurred  in  Dartmouth;  the  patient 
received  similar  treatment  and  recovered. 

A  severe  epidemic  of  dysentery,  during  the  summer  months,  was  in- 
vestigated in  Shirley  village.  There  were  about  40  cases  in  all  and  10 
deaths.  The  deaths  occurred  in  children  under  one  year  of  age.  Bacterio- 
logical examinations  were  made  of  the  stools  and  the  Shiga  bacillus  was 
found.  It  was  conclusively  shown  that  the  disease  had  spread  by  contact. 
The  first  cases  appeared  at  .a  cross  road,  and  a  number  of  other  cases  soon 
followed  in  the  immediate  vicinity.  A  cousin  visited  one  of  the  infected 
children,  and  a  few  days  later  she  was  taken  sick  at  her  own  home,  about 
half  a  mile  away.  A  short  time  later  several  cases  occurred  in  this 
locality. 

The  privies  of  thS  houses  where  the  disease  occurred  were  found  to  be 
in  an  unsanitary  condition,  and  the  local  board  of  health  was  advised 
to  enforce  better  sanitary  conditions.  Strict  quarantine  of  all  the  cases 
was  advised. 

An  alleged  outbreak  of  several  cases  of  cerebro-spinal  meningitis  in  a 
candy  factory  in  Boston  was  investigated.  No  foundation  for  the  report 
was  found.  A  visit  to  the  home  of  one  of  the  workers  who  had  been  out 
for  over  a  week  showed  that  the  young  woman  had  an  attack  of  acute 
follicular  tonsillitis,  from  which  she  was  recovering. 

Cases  of  anterior  poliomyelitis  were  investigated  by  the  State  Inspec- 
tors of  Health  within  their  respective  districts  and  detailed  information 
concerning  them  was  submitted  to  the  office  of  the  State  Board  of  Health. 
This  part  of  the  work  is  included  in  the  special  report  on  anterior 
poliomyelitis. 

All  diseases  dangerous  to  public  health  reported  from  tenement  work- 
Toomp  were  investigated;  the  premises  were  visited  and  whenever  neces- 
sary the  licenses  were  revoked. 
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DEALINGS  WITH  LOCAL  BOARDS  OF  HEALTH. 

In  order  to  appreciate  the  time  and  effort  dievoted  to  work  with  local 
boards  of  health,  and  to  account  for  the  frequent  lack  of  results  following 
such  work,  or  at  least  the  lack  of  results  which  can  be  definitely  stated, 
it  is  well  to  mention  some  of  the  conditions  under  which  such  work  is 
done. 

In  many  places,  in  the  absence  of  a  distinct  board  of  health,  their 
duties  are  assumed  by  the  selectmen,  together  with  the  numerous  duties 
pertaining  to  the  general  business  conduct  of  the  town.  The  selectmen 
are  usually  lajrmen,  unfamiliar  with  and  having  no  special  knowledge  of 
health  matters.  Hence,  they  are  often  uninterested  or  unappreciative 
of  the  importance  of  health  conditions.  In  some  instances  this  is  due 
simply  to  lack  of  knowledge. 

Further,  being  subject  to  annual  election  to  oflSce,  or  re-election,  health 
matters  are  sometimes  prone  to  be  considered  from  the  standpoint  of 
possible  political  effect  rather  than  from  the  standpoint  of  health.  One 
set  of  ofBcials  who  have  become  interested  gives  way  to  another  set  of 
officials  who  are  unfamiliar  with  health  work,  and  the  work  must  be 
done  over  again. 

Throughout  the  State  the  selectmen  act  as  boards  of  health  in  154 
towns. 

In  the  cities  and  towns  where  there  are  distinct  boards  of  health, 
political  changes  also  occur,  the  tenure  of  office  is  uncertain,  and  the 
salary,  if  any,  is  frequently  not  sufficient  to  secure  those  most  competent 
to  fill  the  position. 

Throughout  the  State  there  are  158  towns  or  cities  where  there  is  no 
physician  associated  with  the  board  of  health,  either  as  member,  adviser 
or  agent. 

In  many  places  there  is  a  tendency  to  pass  over  health  work  as  of  little 
importance,  since  no  appropriation  is  made  for  the  health  department. 
Bills,  if  any,  are  paid  from  general  or  contingent  funds. 

Under  these  conditions  there  is  ample  ground  for  maintaining  that  the 
best  health  work  will  not  be  accomplished  until  there  is  devised  some 
means  of  securing  and  retaining  interested  and  efficient  local  health 
officers,  who  shall  be  properly  paid  and  who  shall  have  necessary  means 
with  which  to  carry  on  the  work. 

Many  boards  of  health,  however,  are  taking  an  increasing  interest  in 
their  work  and  are  requesting  the  assistance  of  the  State  Inspectors  of 
Health  with  growing  frequency.  The  subjects  upon  which  information 
or  assistance  is  desired  cover  the  whole  range  of  health  work. 


490  STATE  BOARD  OF  HEALTH.  IPub.  Doc. 

Numerous  special  conferences  have  been  held  with  boards  of  health  in 
securing  information  as  to  health  practices  throughout  the  State. 

Aside  from  the  conferences  above  mentioned,  the  interest  of  the  local 
health  authorities  has  been  aroused  through  the  making  of  special  iQspe^ 
tions  or  investigations  jointly  with  members  of  the  board  or  their  repre- 
sentatives. In  this  way  it  has  sometimes  been  possible  to  secure  action 
which  might  not  have  been  taken  otherwise.  , 

In  other  instances  letters  are  often  sent  to  local  boards  stating  facta  or 
information  that  has  come  to  the  knowledge  of  the  inspector,  asking  them 
to  make  inquiry  as  to  the  matter  in  hand,  and  to  notify  the  State  In- 
spector of  Health  concerning  whatever  action  is  taken. 

It  frequently  happens  that  an  inspection  of  the  death  returns  in  a  given 
locality  will  disclose  cases  of  communicable  disease  which  have  not  been 
reported.  In  such  instances  a  communication  may  be  made  to  the  local 
board,  asking  them  to  investigate.  A  communication  may  be  sent  also 
directly  to  the  physician  concerned.  If  this  is  regularly  done,  it  will 
prove  of  assistance  in  securing  more  accurate  reports  of  cases. 

In  many  instances  it  has  been  possible  to  aid  local  boards  of  health  in 
the  settling  of  various  matters,  some  of  them  concerning  petty  questions 
of  long  standing,  by  pointing  out  the  statute  provisions  bearing  upon  the 
question  in  hand. 

In  some  instances  assistance  has  been  rendered  in  the  planning  of 
records  wliich  show  the  results  of  work  done,  and  at  the  same  time  afford 
data  for  comparison  and  future  study. 

NUISANCES  AND  CAUSES  OF  SICKNESS. 

In  the  abatement  of  nuisances  and  causes  of  sickness  the  State  In- 
spectors of  Health  liave  only  advisory  authority.  They  investigate  all 
influences  that  are  or  may  be  dangerous  to  the  public  health,  and  make 
such  suggestions  to  the  local  boards  of  health  as  they  deem  necessary  to 
promote  tlie  public  health. 

By  nuisances  is  meant  public  nuisances,  that  is,  objectionable  condi- 
tions which  affect  the  public  or  the  community.  In  determining  the 
existence  of  a  nuisance,  health,  comfort,  convenience  and  interest  of  the 
community  are  factors  for  consideration.  Certain  objectionable  condi- 
tions may  directly  or  indirectly  affect  health ;  they  may  tend  to  cause  an 
individual  to  be  more  susceptible  when  brought  in  contact  with  infection, 
as,  for  example,  foul  and  noxious  odors,  conditions  of  crowded  tenements; 
or  they  may  increase  the  means  of  infection,  as,  for  example,  accumula- 
tions of  manure,  by  affording  opportunity  for  the  breeding  and  increase  of 
flies,  the  pollution  of  drinking  water  by  infection  from  badly  located 
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water-closets  and  cesspools.  On  the  other  hand,  in  order  to  amount  to  a 
nuisance  it  is  not  necessary  that  conditions  shall  be  dangerous  to  health, 
for  example  that  the  corruption  of  the  atmosphere  should  be  such  as  to 
be  dangerous  to  health;  it  is  sufficient  that  the  effluvia  are  offensive  to 
the  senses  and  render  habitations  uncomfoi*table.  The  more  ordinary 
types  of  nuisances  may  be  grouped  as  follows :  — 

1.  Those  created  by  emptying  the  sewage  of  dwelling  houses  through 
a  private  drain  upon  the  surface  of  a  private  way  on  abutting  private  land. 

2.  Those  which  affect  the  purity  of  the  sources  of  water  supply,  as, 
for  example,  the  pollution  of  wells,  springs,  brooks  and  water  courses, 
pollution  of  public  water  suppUes  by  the  disposal  of  manufacturing 
waste,  the  improper  location  of  sewer  outlets. 

3.  Those  which  make  the  occupation  of  neighboring  houses  and  the 
passage  over  the  adjacent  highways  disagreeable,  as,  for  example,  pig- 
geries in  which  swine  are  kept  in  such  numbers  that  their  natural  odors 
fill  the  air  thereabout. 

4.  Those  caused  by  privy  vaults  so  situated  as  to  be  injurious  to  the 
public  health. 

5.  Those  caused  by  unfit  dwellings  which  are  liable  to  be  a  cause  of 
sickness  to  the  occupants  or  to  the  public. 

6.  Those  caused  by  accumulations  of  manure,  filth  or  refuse  of  any 
kind. 

7.  Those  caused  by  land  which  is  wet,  rotten  or  spongy,  or  covered 
with  stagnant  water,  so  that  it  is  offensive  to  residents  in  the  vicinity  or 
injurious  to  health. 

8.  Those  caused  by  the  exercise  of  any  trade  or  employment  which  is 
hurtful  to  the  inhabitants,  injurious  to  their  estates,  attended  by  noisome 
and  injurious  odors,  or  dangerous  to  the  public  health. 

9.  Those  caused  by  the  emission  of  dark  or  dense  gray  smoke  except 
under  statute  limitations. 

During  the  year  there  were  investigated  in  detail  109  nuisances  in  15 
cities  and  56  towns.  Of  this  number,  32  involved  drainage  conditions, 
stagnant  water  or  the  pollution  of  water  supplies,  32  related  to  cesspools 
or  privies,  and  36  were  caused  by  offensive  trades,  odors  or  offensive 
accumulations  of  manure  and  other  refuse;  the  9  remaining  nuisances 
were  of  a  miscellaneous  type.  In  60  instances  efforts  were  promptly 
made  to  abate  the  nuisances ;  in  18  other  instances  the  existing  conditions 
were  improved;  in  31  instances  the  local  board  of  health  failed  to  carry 
out  the  suggestions  made  by  the  State  Inspectors  of  Health.  The  reasons 
for  such  failure  were  (1)  difference  of  opinion  as  to  what  constituted  a 
nuisance;  (2)  prolonged  consideration  of  the  matter  in  question;  and 
(3)  inefficiency  of  the  board. 


492  STATE  BOARD  OF  HEALTH.  [Pub.  Doc. 

Because  of  the  frequent  changes  in  the  personnel  of  local  boards  of 
health,  and  the  consequent  inexperience  of  officials  in  dealing  with  sudi 
matters,  or  for  political  reasons,  owing  to  the  necessity  of  proceeding 
against  persons  of  influence,  especially  in  places  where  selectmen  act  as 
boards  of  health  or  where  the  membership  of  the  board  is  elective,  action 
is  often  delayed  or  neglected,  even  in  cases  where  the  complaint  is  well 
founded.  Thus  all  health  work  is  to  a  considerable  extent  adversely 
affected.  There  would  seem  to  be  no  effective  method  of  permanently 
improving  the  administration  of  local  health  work  until  a  greater  per- 
manency of  interested  and  efficient  health  officers  is  secured,  or  nntil 
there  is  some  authority  to  force  inactive  health  boards  to  do  what  is 
necessary  to  preserve  the  public  health. 

Complaints,  of  course,  are  not  always  well  founded.  They  frequently . 
allege  conditions  to  exist  on  a  neighbor's  premises  regarding  which  the 
complainant  does  not  wish  to  appear  personally,  or  they  are  the  result 
of  a  desire  for  revenge  for  some  imagined  injury  or  some  ulterior  pIl^ 
pose.  Complaints  are  commonly  received  by  the  State  Board  of  Health 
because  of  the  reluctance  or  delay  of  local  boards  to  take  action;  when 
submitted  by  boards  of  health  or  organizations  they  are  usually  in  the 
nature  of  a  request  for  advice  or  a  conference  as  to  the  best  means  of 
abating  the  same. 

At  times  energetic  action  is  needed.  For  example,  a  State  Inspector 
of  Health,  during  an  investigation  of  the  prevalence  of  typhoid  fever  in 
a  given  locality,  discovered  that  the  excrement  of  a  considerable  number 
of  patients  was  thrown  in  privy  vaults  without  disinfection.  He  stated 
that  had  recommendations  been  made  relative  to  the  structure  of  the 
vaults,  the  disinfection  of  tlieir  contents  and  screening  against  fly  infec- 
tion, and  carried  out  early  in  the  outbreak,  the  number  of  persons  stricken 
with  the  disease  might  have  been  considerably  less. 

In  general,  boards  of  health  which  are  efficient  and  active  have  been 
found  ready  to  confer  and  to  act  promptly  regarding  the  abatement  of 
nuisances.  On  the  other  hand,  some  of  the  less  efficient  boards  resented 
having  their  attention  called  to  the  nuisances,  and  failed  to  cany  out 
suggestions  made  by  the  State  Inspectors  of  Health. 

In  some  localities  it  was  discovered  that  the  boards  of  health  were 
hindered  in  their  work  by  the  lack  of  a  sufficient  number  of  inspectors 
or  by  the  absence  of  sanitary  police  to  enforce  rigid  regulations. 

In  minor  instances  the  State  Inspectors  of  Health  were  consulted  per- 
sonally or  by  telephone  concerning  a  great  variety  of  complaints,  the 
majority  of  which  were  promptly  remedied  by  reference  to  or  communi- 
cation with  the  proper  authorities. 

A  brief  description,  including  location,  of  the  nuisances  investigated 
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by  the  State  Inspectors  of  Health  and  reported  to  the  local  health  author- 
ities, and  the  action  taken  by  said  authorities  concerning  their  abate- 
ment, is  as  follows :  — 


NxnSANCES. 

Description. 
Ahington.  —  An  overflowing  cesspool. 

Amesbury.  —  Filtby  privies  and  accumula- 
tions of  offal  and  refuse  (called  to  the 
attention  of  the  board  of  health  on 
several  occasions). 

Amherst,  —  Accumulation  of  manure  from 
badly  kept  stables. 

Ashbumham,  —  A  recently  constructed  cess- 
pool dangerously  near  a  well  used  for 
drinking  water. 

Unsanitary  condition  of  drains  in  different 
sections  of  the  town. 

Faulty  drainage  conditions  on  the  premises 
of  several  residents. 

Athol.  —  Unsanitary  conditions  existing  upon 
the  banks  of  Millers  Biver  in  a  thickly 
settled  section  of  the  town. 
Collection  of  night  soil  in  open  recepta- 
cles, and  its  disposal  uncovered  on  land 
near  several  residences. 
Filthy  conditions  and  faulty  drainage  on 
land. 

Beverly,  —  Accumulation   of   the   contents   of 
several  cesspools. 
Overflowing   cesspool. 

Boston,  —  The  dumping  of  street  sweepings 
and  manure  on  a  vacant  lot  adjoining 
residences. 


Insufficient  surface  drainage  of  a  play- 
ground in  Charlestown.  The  State  In- 
spector of  Health  recommended  the  in- 
stallation of  drains  connecting  with  the 
sewer. 

Conditions  of  overcrowding  in  a  base- 
ment in  East  Boston,  where  a  family 
of  six  lived  in  one  small  room. 

Bourne,  —  An  overflowing  cesspool  located  on 
the  grounds  of  the  Bourne  High  School. 


Action  taken. 
Cesspool  cleaned. 

In  some  instances  the  privies 
were  cleaned,  and  the  refuse 
removed. 

No  effective  action. 

Use    of    cesspool    discontinued; 

course  of  drainage  changed; 

another  cesspool  built. 
Matter  pending. 

Improvements  made  in  two  in- 
stances. 

Matter  pending. 
Nuisance  abated. 


Matter  pending. 

Nuisance  abated. 

Nuisance  abated. 

It  was  found  at  the  office  of  the 
board  that  action  had  al- 
ready been  taken  in  the  mat- 
ter, and  that  orders  had  been 
issued  to  abate  the  nuisance. 

Drains  were  installed  connecting 
with  the  sewer. 


Matter  pending. 


Nuisance     abated ; 
cleaned. 


cesspool 
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Description, 

Brockton.  —  The  filter  beds  at  the  Brockton 
Hospital,  being  a  menace  to  the  commu- 
nity, the  State  Inspector  of  Health 
urged  the  sewer  department  to  extend 
the  sewer  to  the  hospitaL  This  was 
also  urged  by  the  hospital  oJQicials. 
Unsanitary   conditions   in   the   cellar   of   a 

stable. 
An  overflowing  cesspool. 


Action  taken. 
Nuisance  abated;  sewer  laid. 


Conditions  made  sanitary. 

Nuisance  abated;   sewer 
tion. 


Conditions  improved. 


Buckland,  —  Offensive    covered    brook    sewer      Plans  made  for  abatement, 
which  overflowed  at  times. 

Cheshire,  —  The  inspector  was  consulted  by 
the  board  of  health  concerning  condi- 
tions about  a  pigpen  and  house  drain- 
age. 

Chicopee.  —  Filthy  privy  vault  in  the  base- 
ntient  of  a  factory. 


An  uncovered  manure  pile  in  a  stable  yard, 
near  a  tenement. 

Offensive  odors  from  a  rendering  estab- 
lishment. 

Concord,  —  Canal  bed  more  or  less  fllled  with 
mud,  decaying  wood  and  old  shingles, 
that  might  give  off  considerable  odor 
at  times. 

Dana,  —  Swampy  and  undrained  land. 

Dartmouth,  —  Obstructed  water  courses  in 
Cove  village,  Dartmouth,  near  the  New 
Bedford  line. 

Dedham,  —  Filthy^  surroundings  and  improper 
disposal  of  body  waste  in  a  section  of 
the  town  used  as  a  sort  of  a  camping 
ground  during  the  summer  season. 

Deerfield,  —  Undrained  land. 

A  foul  brook  near  the  center  of  South 
Deerfield. 

Essex.  —  A  neglected  privy  vault  in  South 
Essex;  the  State  Inspector  of  Health 
recommended  that  it  be  put  in  sanitary 
condition. 

Fairhaven,  —  Open  ditch  or  drain  through 
private  land  at  the  intersection  of  certain 
streets. 


Nuisance  abated;  new  saaitftsy^ 
water-closets  and  toilet 
rooms   provided. 

Nuisance  abated;  a  covered  re- 
ceptacle provided. 

Conditions  improved. 

Agent  of  the  property  promised 
to  make  the  locality  sanitary. 


Matter  pending. 

Marked  abatement  and  progr^ 
sive  improvement. 

Some  improvement  of  eonditioiis 
secured. 


Nuisance  abated. 
Conditions  improved. 

Undetermined. 


Matter  finally  found  its  waj  to 
the  attorneys  for  the  towB« 
and  conditions  remain  about 
the  same. 
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Description. 

Gloucester,  —  Large  sink  drains  overflowing  on 
premises  in  East  Gloucester. 

Unsanitary  privies;  an  overflowing  cess- 
pool; faulty  drainage;  an  open  sink 
drain,  and  garbage  thrown  on  the  ground. 

Unsanitary  conditions  on  certain  premises. 

An  overflowing  cesspool. 

Great  Barrington,  —  Alleged  unsanitary  con- 
ditions in  a  building  used  as  a  tailor 
shop. 

Groion.  —  Badly  constructed  and  poorly  kept 
privies,  and  overflowing  sink  cesspool 
which  fllled  the  gutter  for  about  25  feet 
beside  the  street  near  a  large  tenement 
block  and  public  hall. 

Groveland.  —  Sewage  matter  in  a  brook  in 
the  rear  of  premises. 

Hamilton,  —  Unsanitary  conditions  at  a 
stable.  State  Inspector  of  Health  sug- 
gested that  the  stable  be  properly  drained 
and  that  the  accumulation  of  manure  be 
prevented. 
Unsanitary  conditions  of  certain  privies. 

EaverhiU.  —  Domestic  fowls  and  animals. 


Standing  water  on  street. 


Bam. 
City  dump. 


Odors  arising  from  a  catch-basin  in  Brad- 
ford district. 

Sewage  in  an  open  brook  in  the  Ward  Hill 
district  of  the  city. 

Sewer  opening  at  the  foot  of  a  street. 


Holyolce.  —  Filthy  privy  vault  used   by   ten- 
ants of  a  block  and  by  the  public. 


Action  taken. 
Nuisance  abated. 

Conditions  remedied. 


Conditions  remedied. 
Nuisance     abated  ;      cesspool 
cleaned. 

Conditions   not  found  as  repre- 
sented. 


Unreported. 


Board  of  health  considered  ac- 
tion in  the  matter  unneces- 
sary. 

Conditions  improved. 


Unrejwrted. 

Board  of  health  ordered  premises 
to  be  maintained  in  proper 
condition. 

Board  of  health  investigated 
nuisance,  but  stated  that  for 
legal  reasons  they  were  un- 
able to  proceed  in  the 
premises. 

Nuisance  abated;  bam  cellar 
cleaned  out. 

Nuisance  abated  by  the  board  of 
health  acting  with  the  mu- 
nicipal council. 

Nuisance  abated ;  catch-basin 
trapped. 

No  action  taken. 

Municipal  council  stated  that 
city  government  intended  to 
reconstract  sewer. 

Nuisance  abated. 
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Description. 

Hull,  —  Scum  which  accumulated  on  Straits 
Pond  during  the  hot  weather. 

Ipswicl^,  —  Privies  in  relation  to  an  outbreak 
of  typhoid  fever. 

Lenox.  —  A  cesspool  and  house  drainage. 
State  Inspector  of  Health  advised  board 
of  health  as  to  the  course  to  pursue. 

Leominster.  —  Horse  bedding  spread  on  a  rack 
in  very  close  proximity  to  a  neighbor's 
pantry  window. 

Lexington.  —  Low  places  with  stagnant  water 
xnuch  polluted,  in  a  comparatively  thickly 
settled  district;  places  found  in  looking 
up  a  case  of  diphtheria  on  the  border 
line  between  Arlington  and  Lexington. 

Lowell.  —  Large  beam  house  near  center  of 
city;  very  old  plant;  buildings  and 
ground  thoroughly  saturated  with  odors; 
buildings  so  constructed  that  they  cannot 
be  kept  clean  throughout;  away  from  the 
tannery  plant,  and  stock  and  sewage  not 
so  handled  as  to  be  least  objectionable 
to  the  public.  Two  stories  of  the  building 
recently  collapsed. 

Lunenburg,  —  Filthy   pigpens   near   a  thickly 
settled  section  of  the  village. 
Water-closets  for  males  in  Whalom  Park. 

Swampy  land  and  mud  hole,  water  of  which 
used  for  watering  cattle.  (Matter  pend- 
ing  since   1907.) 

Lynn.  —  Swill  box  on  premises. 


Unsanitary  conditions  in  and  near  a  brook; 
number  of  privy  vaults  found  in  very 
unsanitary  condition;  large  cesspool  con- 
nected with  bakery  objectionable,  as  it 
allowed  the  flow  of  sewage  into  a  brook. 
Also  connected  with  the  bakery  was  a 
privy  box  on  top  of  the  ground,  with 
boards  removed,  allowing  ready  access  to 
flies.  No  screens  on  windows  or  doors 
of  bakery.  A  wide-open  cesspool  in  rear 
of  one  of  the  houses. 


Action  taken. 

Nuisance  abated  by  employing 
a  man  to  remove  the  scum 
daily. 

No  action  taken. 

House  drainage  nuisance  abated; 
cesspool  nuisance  not 
abated. 

Matter  pending. 


Result  not  stated. 


Co-operated  with  the  board  of 
health,  which  has  declared 
the  place  a  nuisance;  ofBL- 
cers  of  the  tannery  ^^Jrfwg 
for  a  location  on  which  to 
build  a  new  plant. 


Nuisance  abated. 

New  water-closets  for  males  con- 
structed. 
Drainage  improved. 


Ck>nditions    such     that     it 

deemed  unwise  to  bring  the 
matter  to  the  attention  of 
the  board  of  health. 

Conditions  improved  as  far  m» 
practicable  at  present. 
Recommended  that  the  mn- 
nicipal  sewer  be  extended  to 
relieve  these  conditions,  but 
at  the  present  time  the  an- 
thorities  are  unable  to  do 
this. 
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Description, 

Maiden,  —  Swill  and  ashes  not  properly  con- 
fined in  a  receptacle. 


An  overflowing  cesspool,  the  water  flowing 
into  the  street  gutter  after  a  severe  rain; 
no  sewer  in  street;  house  located  under 
steep  hill. 

Manchester,  —  Unsanitary  conditions  of  Cen- 
tral Pond  due  to  large  amount  of  domes- 
tie  sewage  draining  into  it. 

Mansfield,  —  Filthy  pigpen. 

Medford.  —  Hens  kept  without  permit;  eight 
hens  kept  in  small  building,  and  at  the 
time  of  inspection  conditions  appeared  to 
be  entirely  satisfactory  for  such  a  pur- 
pose. 
Keeping  of  hens;  20  hens  and  50  chickens 
in  a  yard  30  by  25  feet,  and  a  hen  house 
8  by  20  feet. 

Merrimac,  —  Open  ditch  carrying  sewage  mat- 
ter. 

Meihuen.  —  Piggery. 

Montague.  —  Eight  privy  seats  within  30  feet 
•of  each  other;  opportunity  for  sewer 
connection. 

Newbury,  —  Piggery. 

Newburyport,  —  Sewage  matter  in  a  drain. 


North  Adams.  —  State  Inspector  of  Health 
consulted  concerning  proposed  location 
of  a  cesspool. 

North  Andover.  —  Overflowing  cesspools  and 
improper  drainage  in  a  tenement  block. 

Drainage  nuisance,  which  might  be  remedied 
by  the  building  of  a  proper  cesspool. 

Sewage  in  a  surface  drain. 

Northfield.  —  Bad  privy  and  flies  in  connec- 
tion with   garbage. 

Norwood,  —  State  Inspector  of  Health  upon 
request  of  board  of  health  investigated 
with  them  nuisances  consisting  of  over- 
flowing cesspools. 


Action  t<iken. 

Board  of  health  ordered  yard 
cleaned,  and  requested  the 
owner  of  premises  to  keep 
it  clean. 

Unreported. 


Eight  hundred  dollars  appropri- 
ated by  selectmen  to  improve 
conditions,  but  further  at- 
tention  is  needed. 

Nuisance  abated. 

The  board  of  health  was  noti- 
fied, and  subsequently  a  per- 
mit was  issued  to  the  parties 
desiring  it. 

The  owner  was  requested  to  re- 
move the  hens. 

Ditch  tiled,  and  nuisance  abated. 

Nuisance  abated. 
No  action  reported. 


Complaint  unjustified. 

Board  of  health  acknowledged 
the  existence  of  nuisance, 
but  stated  inability  to  fix 
responsibility. 

Proposed  location  of  cesspool 
changed  so  as  to  avoid  pos- 
sibility of  a  nuisance. 

Nuisance  abated;    premises   con- 
nected with  sewer. 
No  action  taken. 

No  action  taken. 

No  effective  action  taken. 

Nuisances  abated;  board  carried 
out  State  Inspector*s  of 
Health  recommendation. 
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Action  taken. 

Nuisance  abated;  ploaghing  com- 
pleted. 

Nuisance  abated. 

Board  acted  promptly,  ruling 
that  no  pigs  should  be  kept 
in  family  neighborhoods  dar- 
ing the  summer  months. 

Nuisances  abated. 


Description, 

Otis,  —  Offal  spread  upon  a  field,  preliminary 
to  ploughing.  Field  partly  ploughed; 
odor  much  less  than  several  days  earlier. 

Oxford,  —  Cesspool. 

Palmer,  —  Filthy  pigpen  in  a  residential  sec- 
tion. Owners  of  pigs  put  cow  manure 
into  pen,  thus  adding  to  the  already 
filthy  condition. 

PlainvUle,  —  On  request  advised  with  the 
board  of  health  as  to  the  best  method 
to  pursue  to  secure  the  abatement  of 
nuisances  caused  by  the  discharge  of 
sewage  into  a  running  brook. 

Quincy,  —  Manure  from  a  large  fiock  of  hens 
and  a  dead  horse  on  premises  in  South 
Quincy. 

Foul  odors  from  a  large  stable  in  the  resi- 
dential  district. 

Two  overfiowing  cesspools,  discharging  con- 
tents into  the  middle  of  the  street  and 
causing  much  annoyance  and  nuisance 
to  residents  on  street.  State  Inspector 
of  Health  recommended  immediate  action. 


Severe.  —  Manure    pit    in    stable    connected      Nuisance  abated. 

with  a  hotel. 
Overflowing  cesspool,  causing  an  offensive 

stream  to  run  down  a  public  street. 
Overflow  from  several  cesspools,  causing  a 

foul   stream  and   a  stagnant  pool   on  a 

vacant  lot. 
Offensive  stagnant  pool  caused  by  a  sink      Nuisance  abated. 

drain  and  a  dirty,  offensive  privy  vault. 


Nuisance  abated. 


No  decisive  action. 


Nuisance  not  abated. 


Nuisance  abated. 


Nuisance  abated. 


Sockport.  —  Unsanitary  drainage  conditions  of 
certain  houses.  Several  brooks  and  one 
bearh  polluted  with  sewage. 

SusseU,  —  Filthy  conditions  of  yards  about 
homes  where  typhoid  fever  existed,  such 
as  filthy  pigpens  and  stable  yards,  and 
generally  untidy  conditions. 

Sdlishury,  —  Overflowing  sewers  at  Salisbury 
Beach. 

Accumulation   of   clam   offal  at  the  ferry 
slip  at  Rings  Island. 


Conditions  greatly  improved. 


Nuisances  abated. 


Construction  of  sewerage  tr 
at  this  resort  toeli  that 
dition  is  diiBenlt  to  leme^y. 

No  action  taken. 
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Description, 

Saugus,  —  An  objectionable  manner  of  dis- 
posing of  contents  of  privies  and  cess- 
pools on  a  farm. 


Scituate.  —  Privy  contents  deposited  close  to 
a  neighbor's  well,  in  North  Scituate. 

Sheffield,  —  State  Inspector  of  Health,  with 
the  board  of  health,  visited  two  tene- 
ments concerning  which  complaint  had 
been  made.  The  houses  were  dilapidated, 
dirty  and  in  thoroughly  bad  condition; 
privies  in  bad  condition  and  too  near 
highway. 

Shelbume.  —  Exhaust  gas  from  an  engine  was 
discharged  so  as  to  be  offensive  to  neigh- 
boring inhabitants. 

Privies  emptying  into  a  brook  in  the  center 
of  the  town. 

Foul  privy. 

Springfield,  —  Filthy  cellar  in  unfinished 
house;  laborers  polluting  the  cellar.  (It 
was  found  that  of  the  children  who  had 
been  playing  in  or  near  the  cellar,  4  had 
anterior  poliomyelitis.) 

Stoneham.  —  Foul  odors  coming  from  the  re- 
mains of  a  bam  burned;  offensive  odor, 
probably  from  cellar  which  contained 
stagnant  water. 
State  Inspector  of  Health,  at  request  of  the 
board  of  health,  visited  a  piggery  and 
found  it  to  be  unsanitary. 

Swansea.  —  Discharge  of  water-closet  material 
and  sewage  accumulation  into  a  tideway, 
passing  through  private  land,  near  the 
railroad  station  at  Touisset. 

Templeton,  —  Bubbish  dumped  upon  private 
land  in  a  thickly  settled  section  of  the 
town. 

Tyngsborough,  —  Many  nuisances  at  Lake- 
view  and  Willowdale  parks,  which  were 
contaminating  the  source  of  water  sup- 
ply for  both  resorts  and  many  summer 
cottages. 


Action  taken. 

Conditions  improved  by  shovel- 
ling dirt  over  the  deposit 
and  ploughing  it  into  the 
ground  as  soon  as  possible. 

Privy  contents  removed,  and 
nuisance  abated. 

Privies  were  moved  back  from 
the  street. 


Use  of  engine  discontinued. 


Conditions  improved. 

Nuisance  abated. 
Nuisance  abated. 


Premises   immediately   cleaned. 


Nuisance  abated. 


In  opinion  of  the  local  board, 
the  condition  found  did  not 
constitute  a  nuisance. 


Owner  of  the  land  notified  to 
prohibit  dumping  of  rubbish 
upon  the  land. 

New  water-closets  were  recom- 
mended and  installed  at 
Lakeview  Park. 
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Description, 

Wakefield.  —  Large  12-teneiDeiit  block  not 
connected  with  the  sewer;  from  65  to  70 
persons  lived  in  the  block;  outside  privies 
provided,  located  about  30  feet  in  rear 
of  the  block;  these  were  cleaned  out  but 
once  a  year.  In  addition,  swill,  ashes, 
tin  cans,  broken  bottles  and  other  refuse 
found  in  the  back  yard. 

WilliarMhurg,  —  Foul,  open  sewer. 

WilliafMtown,  —  Offensive  odors  and  condi- 
tions due  to  pigpen. 

Wintlirop,  —  Manure  pit  in  a  stable  connected 
with  a  hotel. 

Worcester,  —  Unsanitary    conditions    existing 
in  the  rear  of  premises. 
An  overflowing  cesspool. 


Action  taken. 

Provisions  made   for   connecting 
the  block  with  public  sewer. 


Conditions  improved. 

Pigs   removed,  nuisance   abated. 

Nuisance  abated. 

Nuisance  abated. 

Nuisance   abated;    new   cesspool 
constructed. 


SANITATION   OF   SCHOOL   BUILDINGS. 

Many  schoolhouses  were  visited  during  the  year  in  connection  with 
the  investigation  of  the  use  of  the  common  drinking  cup. 

Aside  from  this  investigation  254  schoolhouses  in  10  cities  and  55 
towns  were  inspected,  as  follows :  — 


Abington, 
Acushnet, 

3 
3 

Fall  River, 
FrrcHBURO, 

21 
17 

Amesbury, 
Ashbumham, 

1 

1 

Freetown, 
Gardner,  . 

4 

6 

Ashby, 
Athol, 
Auburn,    . 

1 
3 
1 

Gloucester,     . 
Great  Bamngton, 
Hardwick, 

1 

1 
2 

Barre, 

2 

Hubbardston,    . 

1 

Berkley,    . 
Beverly, 

2 
1 

Hull, 
Lawrence, 

1 

12 

Boston,    . 

1 

Leicester, 

3 

Brockton, 

.      8 

Leominster, 

6 

Chester,    . 
Clinton,    . 

1 
5 

Lunenburg, 
Manchester, 

2 

1 

Cohasset, 

1 

Marion,    . 

5 

Dartmouth, 
Deerfield, 
Dighton,  . 
East  Bridgewatc 
Fairhaven, 

T,         . 

1            1 

7 
1 
6 
2 
2 

Mattapoisett,    . 
Middleborough, 
Millbury, 
Monroe,    . 
New  Bedford, 

3 
2 
2 
1 
19 
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New  Braintree, 

1 

1 

Sheffield,  . 

1 

North  Andover, 

1 

Somerset, 

4 

Oxford, 

3 

Springfield,     . 

3 

Palmer, 

1 

Stockbridge, 

1 

Phillipston, 

» 

1 

Swansea,  . 

6 

Plymouth, 

2 

Templeton, 

.      3 

Princeton, 

1 

West^field, 

2 

Rehoboth, 

5 

Westmmster, 

1 

Rochester, 

2 

Westport, 

.    10 

Royalston, 

2 

Weymouth, 

.      2 

Rutland,  . 

1 

Whitman, 

3 

Salem, 

2 

Worcester, 

.    26 

Seekonk,  . 

8 

Detailed  reports  were  submitted  at  the  time  of  inspection. 
Special  comments  upon  certain  schoolhouses,  together  with  recom- 
mendations and  results  secured,  are  given  below:  — 


Name  of  School  and  Special  Conditions  noted. 

AcushneL  —  Special  report  submitted. 

Beverly,  Washington  School,  —  Building  unsatisfactory. 


Boston,  PrescoU  School,  —  Improperly  heated  and  ven- 
tilated, unclean,  lack  of  fire  escapes. 


Deerfield,  —  General  poor  condition  of  the  building.    Ad- 
vised not  to  use  the  building. 
Gloucester,  St,  Anne*s  Parochial  School,  —  Poor  toilets. 

Lawrence,  Newbury  Street  School,  —  Building  dark,  un- 
ventilated,  very  dirty;  closets  filthy.  Building 
swept  once  a  week,  washed  once  a  year. 

Manchester,  Prince  Primary  School,  —  Ventilation  in- 
adequate. 

Marion,  —  Special  report  submitted. 

Mattapoisett,  —  Special  report  submitted. 

Quincy,  WoUaston  School,  —  Overcrowded,  ventilation 
unsatisfactory,  lighting  poor. 

Salem,  Pickering  School,  —  Results  of  investigation  as  to 
ventilation  were  used  as  argument  to  secure  addi- 
tional room. 

St,  John^s  Parochial  School,  —  Unsuitable  for  the  pur- 
pose, and  crowded. 


Results, 

No  action. 

Appropriation  of  $80,- 
000  for  a  new  build- 
ing. 

Building  altered,  rooms 
cleaned  and  paint- 
ed, new  heating  and 
ventilating  systems 
instaDed. 

No  action. 

New  toilet  accommoda- 
tions installed. 
No  action. 


Action  undetermined. 

No  action. 

No  action. 

Appropriation  of  $75,- 
000  for  new  build- 
ing. 

Additional  accommoda- 
tions now  building. 

Extensive  changes  made 
and  additional 
room  secured. 
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Name  oj  School  and  Special  Conditions  noted.  Results. 

Springfield,  One  School.  —  Light  too  intense,  from  lack  of      Undetennined. 

window  shades.     Matter  brought  to  attention  of 

city  property  committee. 
Westport.  —  Special  report  submitted.  No  action. 

WestfiM,  Mundale  School.  —  Poor  light,  poor  closets.  Improvements  made. 

In  1  instance  where  there  was  danger  of  fire  from  a  furnace  located 
under  a  stairway^  the  location  of  the  furnace  was  changed. 

In  3  instances  where  old  buildings  were  condemned^  new  buildings  are 
under  construction. 

In  6  instances  out  of  8^  where  the  lighting  of  schoolrooms  was  poor, 
conditions  were  improved  by  freshly  tinting  the  walls. 

Overcrowding  was  noted  in  6  instances. 

In  27  instances  closets  were  noted  as  being  poor  or  unsatisfactory, 
Qn  account  of  insufficient  ventilation^  lack  of  care^  or  because  they  were 
too  small. 

In  4  instances  school  privies  were  improved. 

In  n  instances  ventilation  was  inadequate. 

One  State  Inspector  of  Health,  discussing  the  subject  of  ventilation, 
stated  that  there  was  a  striking  lack  of  moisture  in  the  air  of  school- 
rooms.  The  pupils  would  be  more  comfortable  with  a  less  degree  of 
heat  were  there  suitable  provision  for  moisture  in  the  air  of  the  school- 
room. It  should  not  be  difficult  to  secure  this  in  some  way,  as  is  often 
done  in  private  houses,  through  a  receptacle  holding  water  connected 
with  the  air  supplied  to  the  rooms,  or  through  steam  supplied  from 
pipes  opening  into  the  fresh-air  supply. 

Tests  for  C  0  *  were  made  in  four  school  buildings  in  Lawrence  in 
the  same  manner  and  with  the  same  apparatus  as  corresponding  tests  in 
weave  rooms  of  cotton  mills.  The  average  of  16  tests  in  schoolrooms 
gave  18  parts  C  0 '  per  10,000,  which  represented  an  average  of  6  parte 
of  C  0*  per  10,000  more  than  was  found  in  the  weave  rooms  of  the 
cotton  mills. 

COMMON    DRINKING   CUPS    IN    SCHOOLS.* 

During  the  year  the  subject  of  common  drinking  cups  in  scboob  was 
brought  to  the  attention  of  school  committees,  school  superintendents 
and  other  interested  authorities,  by  letters,  personal  conferences  and  by 
the  distribution  of  a  pamphlet  upon  the  subject  supplied  by  the  State 
Board  of  Health. 

Results  began  to  appear  almost  immediately  from  the  experimental 

>  The  law  prohibitins  the  um  of  oommon  drinklDS  cups  under  conditions  to  be  prescribed  by  the  S 
Board  of  Health  did  not  become  eflfective  till  Oct.  1.  1910. 
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installation  of  mechanical  drinking  devices  in  the  schools  of  many  cities 
and  towns  where  the  presence  of  a  public  water  supply  made  the  use 
of  such  devices  possible.  In  other  schools  increased  attention  was  given 
to  the  use  and  care  of  individual  cups.  In  many  instances  the  pupils 
bring  their  own  cups,  and  the  teachers  are  urged  to  see  that  they  are 
kept  clean. 

In  one  district,  out  of  a  total  of  138  schools  39  are  provided  with 
drinking  fountains. 

MATTERS  RELATING  TO  WATER  SUPPLY  AND  SEWERAGE. 

During  the  year  various  water  supplies,  both  public  and  private,  were 
inspected.  The  inspections  were  made  at  the  request  of  the  State 
Board  of  Health  of  the  local  authorities  or  in  the  course  of  investigations 
of  diseases  dangerous  to  the  public  health. 

Inspections  with  reference  to  sewage  disposal  were  made  largely  in 
connection  with  the  investigation  of  nuisances,  though  sometimes  when 
investigating  communicable  diseases,  or  at  the  request  of  parties  con- 
cerned. 

Thirty-three  such  inspections  were  reported,  more  or  less  in  detail,  as 
follows :  — 

Water  Supplies. 

Cheshire.  —  The  pubUc  water  supply  was  inspected  and  a  special  report  was 
submitted  to  the  State  Board  of  Health  calling  attention  to  certain  sources 
of  pollution,  affecting  particularly  one  source  of  supply. 

DartnunUh.  —  There  was  considerable  correspondence  relative  to  the  water 
supply  at  Lincoln  Park.  Changes  at  the  wells  and  in  the  pipes  were  made, 
and  the  tanks  were  cleaned.  A  new  source  of  supply,  which  will  do  away 
with  all  complaints,  is  under  consideration. 

Georgetown.  —  An  examination  of  the  well  on  the  premises  of  Mr.  G.  Ross 
was  made,  to  ascertain  whether  the  water  from  the  well  was  the  cause  of  sick- 
ness in  members  of  the  family.  Apparently  the  water  had  nothing  to  do  with 
the  sickness. 

Hyde  Park.  —  Conferences  were  held  with  the  local  board  of  health  con- 
cerning the  water  supply,  and  it  was  pointed  out  that  the  quality  of  the  drink- 
ing water,  as  shown  by  analysis,  was  growing  steadily  poorer.  At  the  close  of 
the  year  the  subject  received  additional  consideration  because  of  a  considerable 
outbreak  of  typhoid  fever,  for  which  no  other  cause  could  be  found  save  the 
poor  quality  of  water  supplied.  At  this  time  the  local  board  of  health  issued 
a  circular  in  several  languages  and  distributed  the  same  from  house  to  house, 
urging  that  all  water  used  for  cooking  or  drinking  purposes  should  be  boiled. 

Lee.  —  The  Laurel  Lake  supply  in  Lee  was  inspected  and  a  special  report 
was  submitted  to  the  State  Board  of  Health. 

Methuen.  —  Owing  to  the  presence  of  typhoid  fever  in  a  family  in  town, 
the  premises  were  visited  to  determine  the  advisability  of  an  analysis  of  the 
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well  water  used.    The  well  was  apparently  not  even  a  remote  cause  of  the 
two  typhoid  cases. 

Montgomery.  —  Sickness,  reported  to  be  typhoid  fever,  on  the  Fomer  water- 
shed, led  to  an  inspection  of  this  source  of  supply.  There  were  9  cases  of  ill- 
ness, most  of  which  were  at  a  farmhouse  or  in  wood  choppers'  camps  located 
on  the  watershed,  near  springs  or  brooks  which  found  their  way  into  this  source 
of  supply.  There  was  pollution  also  from  employees  of  a  small  sawmill.  The 
possibilities  of  pollution  were  called  to  the  attention  of  members  of  the  Mont- 
gomery board  of  health  who  were  present  at  the  tune,  and  they  were  urged 
to  see  that  the  nuisance  was  abated.    This  they  agreed  to  do. 

Of  the  9  cases  of  illness,  the  first  was  a  young  man  of  twenty-two,  who  felt 
badly  for  several  weeks,  but  no  physician  was  called.  The  second  case,  a  young 
man  of  twenty-one,  returned  to  his  home  in  Huntington,  where  he  died  of 
anterior  poliomyelitis.  The  third  case,  a  man  of  thirty-three,  was  removed 
to  a  hospital  in  Westfield,  where  he  died,  supposedly  of  a  mild  t3rphoid  fever. 
The  fourth  case,  a  boy  of  sixteen,  brother  of  the  first  case,  was  removed  to 
Russell,  as  was  also  the  fifth  case,  a  boy  of  fourteen,  both  supposed  to  have 
typhoid,  both  recovering.  The  sixth  case,  brother  of  the  preceding,  taken  ill 
soon  after,  was  also  removed  to  Russell,  and  recovered  after  a  long  illness. 
The  seventh  case,  a  girl  of  fourteen,  sister  of  cases  one  and  four,  was  taken  ill 
in  Russell,  after  taking  care  of  her  brother,  and  died  after  an  illness  of  two 
weeks.  Cases  eight  and  nine,  mother  and  brother,  respectively,  of  cases  one, 
four  and  seven,  were  also  supposed  to  have  typhoid  fever,  and  recovered. 
Widal  tests  were  taken  in  5  of  the  6  cases  which  recovered,  and  in  every  instance 
were  negative.  This,  coupled  with  the  fact  that  one  of  the  patients  died  of 
anterior  poliomyelitis,  would  seem  to  throw  some  doubt  upon  the  diagnosis 
of  typhoid. 

Pitts  field,  —  A  private  source  of  water  supply  at  the  junction  in  Pittsfield 
was  inspected  and  a  sample  taken  for  analysis.  The  water  was  supplied  to 
the  railroad  and  to  about  90  families.    Nothing  objectionable  was  found. 

Rowletj,  —  An  examination  of  the  well  on  certain  premises  where  typhoid 
fever  existed,  and  an  analysis  of  the  water  from  the  well,  showed  that  it  was 
polluted. 

Salem.  —  Water  from  a  farm  in  town,  upon  analysis,  was  found  polluted, 
and  its  use  was  forbidden. 

Somerset.  —  The  necessity  for  a  public  water  supply  is  urgent.  The  sub- 
ject has  received  attention,  hearings  have  been  held,  and  petitions  have  been 
sent  to  the  Legislature.    The  matter  is  still  under  consideration. 

Springfield.  —  An  inspection  of  the  Little  River  system  of  water  supply  was 
made  by  the  State  Inspector  of  Health,  accompanied  by  a  member  of  the 
engineering  department  of  the  State  Board  of  Health.  Conditions  were  found 
satisfactory,  all  precautions  having  been  taken  to  prevent  possible  pollution  of 
the  supply. 

Westpori,  —  Search  is  in  progress  for  a  suitable  source  of  water  supply  for 
the  village  and  factory  of  the  Westport  Manufacturing  Company,  in  accord- 
ance with  a  recommendation  of  the  State  Board  of  Health. 
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Drinking  Water  in  Mills. 

As  a  result  of  suggestions,  quantities  of  galvanized  iron  pipe  were  used  to 
convey  drinking  water  to  departments  in  cotton  miUs;  water  barrels  in  a  con- 
siderable number  of  mills  were  thoroughly  cleaned  and  supplied  with  covers, 
faucets  and  drinking  cups;  glasses  for  individual  use  were  furnished  many  oper- 
atives in  mills;  galvanized  iron  pails  with  covers  have  replaced  many  old 
wooden  buckets  as  receptacles  for  drinking  water;  and  water  carriers  have 
been  added  to  the  iisual  force  in  mills. 

Sewerage  Matters. 

Amesbury,  —  The  attention  of  the  citizens  and  of  the  local  board  of  health 
was  called  to  the  necessity  for  a  proper  system  of  sewage  disposal  in  the  town. 
At  a  town  meeting  in  March  (1910)  the  subject  was  presented,  and  by  vote 
the  matter  was  indefinitely  postponed. 

Brockton.  —  The  town  of  East  Bridgewater  entered  a  complaint  concerning 
the  pollution  of  Trout  Brook  and  Salisbury  Brook  in  the  city  of  Brockton. 
The  pollution  came  from  a  manufacturing  plant.  This  company  is  now  in- 
stalling a  system  of  purification  for  its  sewage,  so  that  it  will  not  be  dis- 
charged into  the  brooks  loaded  with  tannin  and  other  by-products. 

Chicopee.  —  A  sewer  was  constructed,  upon  request,  so  that  proper  closet 
and  toilet  facilities  might  be  installed  in  a  foundry  connected  with  an  agri- 
cultural tool  company. 

East  Bridgewater.  —  The  attention  of  the  local  board  of  health  was  called 
to  the  pollution  of  Salisbury  Brook  by  sewage  near  Shaw's  store. 

Ipswich.  —  An  outbreak  of  typhoid  fever  in  the  town  was  the  occasion  for 
again  calling  attention  to  the  condition  of  privies  and  the  badly  polluted  con- 
dition of  brooks  in  the  center  of  the  town,  and  emphasizing  the  necessity  for 
a  proper  system  of  sewage  disposal,  which  had  been  previously  recommended. 

Lynn.  —  Conditions  on  Nahant  Road,  Washington  Street  and  Wave  Street, 
a  section  of  the  city  without  sewers,  were  examined.  The  land  is  very  low, 
for  the  most  part  almost  on  a  level  with  the  ocean.  During  extraordinary 
conditions  of  the  tide,  such  as  prevailed  on  Dec.  26,  1909,  the  tide-water  filled 
the  cesspools,  and  in  one  instance  the  contents  of  the  cesspool  backed  up 
into  the  set  tubs  and  the  closet  in  the  cellar.  The  matter  was  taken  up 
with  the  local  board  of  health  and  it  was  recommended  that  proper  sewage 
facihties  should  be  provided  for  this  district.  Subsequently,  an  appropria- 
tion was  granted,  and  proper  sewers  built. 

Manchester.  —  The  conditions  in  Central  Pond  and  other  parts  of  the  town 
were  brought  to  the  attention  of  the  selectmen,  who  were  urged  to  provide 
proper  sewage  facilities.  A  conmiittee  was  appointed  to  investigate  and  to 
determine  the  best  method  and  the  probable  expense  of  providing  such  facil- 
ities, and  the  sum  of  $1,000  was  appropriated  for  the  expenses  of  making  such 
an  investigation. 

Merrimac.  —  A  considerable  amount  of  sewage  running  in  an  open  ditch  in 
the  center  of  the  town,  and  similar  conditions  elsewhere,  point  to  the  installa- 
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tion  of  a  proper  sewerage  system  as  a  practical  remedy  for  the  present  coD<ii- 
tions.  The  tiling  of  a  portion  of  the  ditch  in  the  center  of  the  town  has  par- 
tially abated  the  nuisance  caused  by  the  proximity  of  the  ditch  to  dwellings 
and  manufacturing  establishments. 

Newburyport,  —  In  a  certain  section  of  the  city,  which  has  long  had  a  higher 
typhoid  fever  rate  than  the  rest  of  the  city,  the  sanitary  conditions  were 
brought  to  the  attention  of  the  local  board  of  health,  with  the  result  that 
filthy  privies  were  cleaned  and  some  premises  were  connected  with  the  sewer. 
Much  more,  however,  should  be  done  to  place  the  section  in  proper  sanitary 
condition. 

Salisbury.  —  Unsanitary  conditions  arising  from  the  absence  of  a  proper 
sewerage  disposal  system  at  Salisbury  Beach  were  brought  to  the  attention 
of  the  local  board  of  health. 

Westfield,  —  The  local  board  of  health  was  requested  to  seciu^  the  con- 
struction of  a  sewer,  so  that  proper  closet  and  toilet  facilities  might  be  pro- 
vided in  a  large  foundry.  The  matter  will  be  brought  up  at  the  coming  town 
meeting. 

Williamstown.  —  A  complaint  as  to  the  pollution  of  the  Hoosick  River  was 
investigated  and  found  to  be  well  founded.  The  pollution  was  more  pro- 
nounced than  usual,  on  account  of  the  very  low  stage  of  water  in  the  river. 

SANITATION    OF   FACTORIES    AND    WORKSHOPS. 

The  powers  and  duties  of  the  State  Inspectors  of  Health  relating  to 
the  protection  of  the  health  and  welfare  of  persons  employed  in  facto- 
ries, workshops  and  other  similar  establishments  may  be  outlined  as 
follows :  — 

1.  To  enforce  the  law  that  employees  shall  be  provided  with  fresh  and  pure 
drinking  water. 

2.  To  enforce  the  acts  relative  to  the  purity  and  use  of  water  for  humidifying 
purposes,  and  the  act  regulating  the  humidity  and  temperature  of  the  atmos- 
phere in  textile  factories. 

3.  To  assist  the  State  Board  of  Health  in  the  enforcement  of  the  law  relative 
to  sewerage,  drainage  and  sewage  disposal  affecting  manufacturing  or  other 
corporations  or  individuals. 

4.  To  assist  the  State  Board  of  Health  in  the  enforcement  of  the  laws  relating 
to  the  carrying  on  and  restraint  of  offensive  trades  or  occupations. 

5.  To  enforce  the  law  requiring  proper  cleanliness,  ventilation  and  lighting 
in  factories  and  workshops  (including  foimdries). 

6.  To  order  installation  of  appliances  to  remove  dust,  gases,  vapors,  odors 
and  other  impurities  for  the  protection  of  the  health  of  the  employee:?. 

7.  To  approve  means  of  removing  dust  caused  by  grinding  on  emer>*  and 
buffing  wheels,  and  to  enter  and  inspect  factories  concerning  which  complaint 
is  made  that  proper  appliances  are  not  provided. 

8.  To  enforce  the  law  which  prohibits  impure  or  foul  odors  from  water  used 
for  humidifying  purposes  (c/.  2). 
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9.  To  enforce  the  law  which  provides  for  proper  water-closets  for  both  sexes, 
and  the  law  which  provides  for  giving  notice  to  the  board  of  health  of  the  city 
or  town  in  which  a  factory  or  workshop  is  situated  in  case  of  defective  sanitary 
arrangements,  nuisance  or  other  matter  not  by  law  remediable  by  the  State 
Board  of  Health. 

.  10.  To  enforce  the  law  relative  to  washing  facilities  and  water-closets  in 
foundries,  and  to  assist  the  State  Board  of  Health  and  the  local  board  of  health 
in  the  enforcement  of  laws  relating  to  sewerage  applicable  to  foundries,  to 
which  the  statute  relating  to  the  sanitary  provisions  in  foundries  does  not 
apply. 

11.  To  assist  the  local  boards  of  health  in  the  enforcement  of  the  law  relative 
to  the  requirement  of  medical  and  surgical  appliances  in  factories  or  shops. 

12.  To  assist  the  local  boards  of  health  in  the  enforcement  of  the  law  re- 
quiring receptacles  for  expectoration  in  factories  and  workshops. 

13.  To  notify  manufacturers  and  to  recommend  changes  because  of  over- 
crowding in  a  factory  or  workshop. 

14.  To  notify  manufacturers  and  reconmiend  changes  because  of  the  expos- 
ure of  employees  to  an  avoidable  degree  of  heat  or  to  avoidable  indoor  dampness 
(aside  from  excessive  artificial  moisture  in  the  textile  industry). 

15.  To  enforce  the  law  relative  to  providing  seats  for  women  employees  in 
manufactming  establishments. 

16.  To  enforce  the  law  relative  to  the  hygiene  of  factories  and  workshops 
where  clothing  is  manufactured. 

17.  To  see  that  local  authorities  do  not  permit  persons  found  in  factories 
ill  with  tuberculosis  or  other  diseases  dangerous  to  the  pubUc  health  to  be 
neglected  or  improperly  cared  for,  and  to  advise  and  assist  local  authorities  in 
the  enforcement  of  quarantine  in  such  cases  for  the  protection  of  the  public. 

18.  To  report  to  the  proper  local  health  authority  every  case  of  disease  dan- 
gerous to  the  public  health  discovered  in  factories  and  workshops  where  clothing 
is  manufactured. 

19.  To  co-operate  with  local  health  officials  in  gathering  all  information 
possible  concerning  the  prevalence  of  tuberculosis  and  other  diseases  dangerous 
to  the  public  health  in  factories  and  workshops,  and  to  take  such  steps  as,  after 
consultation  with  the  local  authorities  and  the  State  Board  of  Health  shall  be 
deemed  necessary  for  the  protection  of  the  public. 

20.  To  co-operate  with  local  health  officials  in  matters  relating  to  water 
supply  and  sewerage  (including  the  connection  of  factories  with  public  sewers) 
(cf.  1,  2,  3). 

21.  To  notify  the  proper  local  health  authority  of  any  nuisance  existing  in 
or  about  any  factory  or  workshop. 

The  absence  of  statistics  relative  to  the  health  inspection  of  factories 
and  workshops  is  due  to  the  adoption  of  an  entirely  new  system  of 
keeping  factory  records.  The  reason  for  making  the  change  is  to  secure 
greater  uniformity  in  the  tabulation  of  the  work  of  the  Stat^  Inspectors 
of  Health.    The  change  from  the  old  system  is  now  in  progress,  so  that 
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at  the  end  of  the  first  five-year  period  statistics  relating  to  all  impor- 
tant aspects  of  the  work  will  be  available.  This  new  system  ensures 
accuracy  in  obtaining  statistics;  it  relieves  the  inspectors  of  considerable 
clerical  work;  and  it  enables  the  State  Board  of  Health  to  direct  the 
field  work  in  as  systematic  and  economical  a  manner  as  the  statute 
provisions  permit.  The  new  record  system  includes  a  monthly  summary 
of  the  work  accomplished  by  each  State  Inspector  of  Health,  and  the 
total  amount  accomplished  by  all  the  inspectors.  These  facts  are  re- 
corded in  a  progressive  table,  giving  a  sunmiary  of  the  work  throughout 
the  State  up  to  date. 

The  next  annual  report  will  contain  a  complete  record  of  the  number 
of  inspections  made  in  industrial  establishments,  the  number  of  orders 
issued  and  the  number  complied  with  during  the  year. 

In  the  enforcement  of  the  laws  relating  to  the  sanitation  of  factories 
and  workshops,  the  State  Inspectors  of  Health  have  aimed  to  do  thorough 
work,  even  though  this  involved  visiting  a  smaller  number  of  establish- 
ments than  otherwise  might  be  visited.  It  must  be  borne  in  mind  that 
the  chief  value  of  the  service  to  persons  who  work  in  industrial  estab- 
lishments, and  to  the  community,  does  not  lie  in  routine  or  systematic 
inspection,  but  in  the  changes  which  give  rise  to  better  sanitary  condi- 
tions, and  in  the  introduction  of  methods  to  protect  more  efficiently  the 
health  of  the  workers  from  injurious  influences.  In  fact,  the  essential 
purpose  of  inspecting  the  sanitary  conditions  in  industrial  establish- 
ments is  to  safeguard  the  health,  first,  of  the  workers,  and  second,  of 
the  community  at  large.  It  has  been  the  custom  of  the  inspectors  to 
make  a  careful  study  of  all  the  influences  in  a  given  establishment 
which  may  be  injurious  to  the  health  of  the  workers.  Such  a  study 
has  involved  a  knowledge  of  the  sanitary  conditions,  including  the  ade- 
quacy of  light,  ventilation  and  cleanliness  of  the  establishment,  as  well 
as  some  knowledge  of  the  various  industrial  processes  in  which  the  op- 
eratives  were  engaged.  This  work  in  every  instance  has  led  to  practical 
results;  if  any  unsanitary  conditions  were  foimd,  if  any  processes  were 
conducted  wherein  employees  were  exposed  to  injurious  influences, 
orders  were  issued,  and,  if  no  specific  statute  covered  the  case,  recom- 
mendations were  made  to  provide  for  the  necessary  changes. 

When  determinin.fi:  whether  the  conditions  aflfectinp  the  health  or  wel- 
fare of  the  working  people  in  any  factory  or  workshop  were  in  accord- 
ance with  the  law,  and  the  law  did  not  specify  the  standard  of  such 
conditions,  the  State  Inspectors  of  Health  used  as  standards  the  condi- 
tions which  they  found  existing  in  those  factories  and  workshops  ctny- 
ing  on  similar  business  in  similar  buildings  within  the  Conunonwealth 
where  the  health  and  welfare  of  the  working  people  were  most  com- 
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pletely  protected.  Often  many  visits  to  an  establishment  were  necessary 
therefore  in  order  to  bring  that  establishment  up  to  as  high  a  standard 
of  sanitary  eflSciency  as  was  found  to  exist  in  those  buildings  wherein 
persons  engaged  in  similar  work  were  best  protected.  Once  the  desired 
changes  were  made  in  a  particular  building,  frequent  visits  were  no 
longer  necessary.  It  thus  happened  that  some  establishments  were 
inspected  a  number  of  times  during  the  year,  while  others  were  not  vis- 
ited at  all. 

Cleanliness. 

In  the  enforcement  of  the  laws  relating  to  sanitation,  and  in  looking 
for  conditions  which  might  be  injurious  to  the  health  of  the  operatives, 
the  State  Inspectors  of  Health  had  in  many  cases  no  legal  standards  to 
work  with.  The  law  relating  to  cleanliness,  for  instance,  provides  that 
"all  factories  and  workshops  shall  be  kept  clean,"  but  leaves  to  the 
judgment  of  the  inspector  the  question  of  determining  what  constitutes 
a  sufficient  degree  of  cleanliness.  The  nature  of  the  work  carried  on 
in  any  particular  establishment  has,  of  course,  to  be  taken  into  consider- 
ation ;  the  degree  of  cleanliness  which  would  be  considered  satisfactory  in 
one  kind  of  industry  might  be  considered  entirely  unsatisfactory  in 
another.  The  standard  of  cleanliness,  for  example,  in  foundries, 
machine  shops  and  chocolate  factories,  cannot  be  the  same. 

The  way  in  which  the  State  Inspectors  of  Health  applied  the  gen- 
eral statutory  provisions  was  to  keep  in  mind  the  standards  found  to 
prevail  in  the  best  establishments  carrying  on  business  under  similar 
conditions  in  any  particular  industry,  and  to  order  improved  condi- 
tions whenever  it  appeared  that  the  standard  of  cleanliness  was  below 
what  might  be  considered  practical.  In  general,  a  markedly  improved 
condition  of  cleanliness  was  found  in  the  industrial  establishments  vis- 
ited during  the  year.  The  number  of  orders  that  it  was  necessary  to 
issue  in  order  to  improve  cleanliness  was  less  than  in  previous  years. 
Factory  superintendents,  as  well  as  the  operatives,  seemed  to  have 
acquired  a  more  intelligent  realization  that  careless  spitting,  for  instance, 
was  a  revolting  habit,  and  often  a  menace  to  health.  Many  factories 
were  found  comparatively  free  from  this  objectionable  condition.  In 
a  number  of  instances  orders  requiring  higher  standards  of  cleanliness 
wore  issued,  and  the  conditions  were  consequently  improved. 

Ventilation. 

Careful  attention  was  given  during  the  year  to  the  ventilation  of  indus- 
trial establishments.  Whenever  the  condition  of  the  air  of  the  rooms 
was  deemed  to  be  injurious  to  the  health  of  the  operatives,  orders  for 
improved  ventilation  were  issued.    There  were  many  factors  which  ren- 
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dered  ventilation  inadequate;  in  many  instances  the  conditions  could 
be  remedied,  while  often  they  were  unavoidable  because  they  were 
rendered  necessary  by  the  processes  involved.  In  a  considerable  num- 
ber of  establishments,  including  shoe  and  jewelry  factories,  ventUatiou 
was  found  inadequate  because  of  the  great  number  of  benches,  presses, 
racks  and  appliances  necessary  for  the  trade,  allowing  too  little  air  space 
per  capita,  and  interfering  with  the  free  circulation  of  the  air  of  the 
room.  In  this  connection,  attention  should  again  be  called  to  the  loose 
phraseology  ^  in  the  existing  law  relating  to  ventilation. 

For  example,  section  94,  chapter  514  of  the  Acts  of  1909  (An  act  to  codify 
the  laws  relating  to  labor),  after  providing  for  guarding  belting,  shafting,  gear- 
ing and  drums,  disposes  of  the  important  subject  of  ventilation  in  the  foUowiDg 
words:  ''All  factories  and  workshops  shall  be  well  lighted,  well  ventilated  and 
kept  clean,  and  this  requirement  shall  be  enforced  by  the  state  inspectors  of 
health,"  but  does  not  provide  any  standard  by  which  the  adequacy  of  the 
ventilation  shall  be  measured. 

Again, 

Section  83  of  chapter  514  of  the  Acts  of  1909  would  appear  to  go  somewhat 
further,  but  it  requires  no  extended  examination  to  reveal  its  defects.  It 
provides  as  follows:  **  A  factory  in  which  five  or  more  persons  and  a  workshop 
in  which  five  or  more  women  or  young  persons  are  employed  shall,  while  work  \s 
carried  on  therein,  be  so  ventilated  that  the  air  shall  not  become  so  impure  as 
to  be  injurious  to  the  health  of  the  persons  employed  therein  and  so  that  all 
gases,  vapors,  dust  or  other  impurities  injurious  to  health,  which  are  generated 
in  the  course  of  the  manufacturing  process  or  handicraft  carried  on  therein 
shall,  so  far  as  practicable,  be  rendered  harmless;"  but  it  stipulates  nothing  a.** 
to  the  processes  which  shall  be  followed  in  rendering  these  gases,  vapors  and 
other  injurious  impurities  harmless. 

The  next  section  of  the  same  chapter  reads  as  follows:  '*  If,  in  a  workshop, 
or  factory  which  is  within  the  provisions  of  the  preceding  section,  any  process 
is  carried  on  by  which  dust  is  caused  which  may  be  inhaled  to  an  injurious 
extent  by  the  persons  employed  therein,  and  it  appears  to  a  state  inspector  of 
health  that  such  inhalation  would  be  substantially  diminished  without  un- 
reasonable expense  by  the  use  of  a  fan  or  by  other  mechanical  means,  such  fan 
or  other  mechanical  means,  if  he  so  directs,  shall  be  provided,  maintained  and 
used."  In  this  section  there  is  nothing  to  indicate  who  shall  be  the  judge  of 
whether  dust  is  inhaled  to  an  injurious  extent;  and  even  though  it  be  deiemiiDeil 
that  the  dust  is  so  inhaled,  there  is  no  provision  for  remedying  the  condition, 
unless  it  shall  appear  that  the  danger  may  be  substantially  diminished  without 
um%asonable  expense. 


1  Cf.  Senate  No.  27.  January.  1Q05,  report  of  the  State  Board  of  Health,  under  rotolve  W  oTlhe  .Afo 
and  Reeolvee  of  1901,  pp.  13-17  induaive. 
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Attention  is  called,  therefore,  to  the  recommendations  of  the  State 
Board  of  Health  to  the  Legislature  of  1905,  namely,  as  to  "  the  desira- 
bility of  the  codification  of  all  laws  relating  to  industrial  pursuits  and 
sanitation  of  factories  and  workshops  after  the  manner  of  the  British 
factory  acts,  of  a  more  explicit  phraseology,  and  of  the  establishment  of 
standards  of  ventilation  efficiency." 

Excessive  Heat  and  Moisture.  —  In  certain  departments  of  a  bleaching 
establishment,  as  a  necessary  component  of  the  processes  carried  on 
there,  the  air  was  overheated,  in  spite  of  the  fact  that  fans  were  con- 
stantly in  operation.  In  the  "making  room"  of  a  shoe  factory  the 
air  was  hot  and  the  ventilation  poor,  notwithstanding  the  use  of  fans. 
In  the  braiding  room  in  a  shoe  lace  factory  the  employees  were  exposed 
to  excessive  heat  on  account  of  the  proximity  of  the  room  to  another 
room,  in  which  a  temperature  of  110^  Fahrenheit  was  maintained.  In 
several  jewelry  factories  the  ventilation  was  impaired  by  the  excessive 
humidity  caused  by  steam  from  the  "  washing  off  "  benches.  Excessive 
heat  and  moisture  were  found  in  the  glazing,  cutting,  steaming  and 
bending  departments  of  several  chair  factories.  Likewise,  in  a  straw 
hat  factory  some  of  the  employees  were  unavoidably  exposed  to  excessive 
heat,  due  to  the  nature  of  the  work. 

A  special  study  of  the  regulation  of  heat  and  moisture  in  textile  fac- 
tories was  begun. 

Inadequate  Removal  of  Products  of  Combustion,  —  In  several  iron 
working  shops  the  air  of  the  room  was  vitiated  by  steam  and  smoke  from 
forges,  —  a  condition  which  seemed  unavoidable.  In  the  making  rooms 
of  several  large  shoe  factories  the  air  was  vitiated  by  smoke  and  gases 
from  the  heel-finishing  machines.  In  two  attics  used  as  press  rooms  in  a 
printing  establishment  the  air  was  foul  and  suffocating;  the  floor  below 
wae  heated  by  coal  stoves,  and  all  the  foul  air  from  this  floor  escaped 
through  the  open  stairway  into  the  attics. 

Inadequate  Removal  of  Oases  and  Vapors.  —  The  air  of  the  bronzing 
room  of  a  brass  machine  shop  was  found  vitiated  by  acid  fumes.  In 
three  jewelry  factories,  in  spite  of  ordinary  precautions,  objectionable 
conditions  were  created  by  the  lacquer  fumes.  In  the  paint  and  var- 
nishing rooms  of  many  wood-working  establishments  a  strong  odor  of 
paint  and  varnish  was  observed.  In  a  factory  where  machine  parts 
were  manufactured,  the  room  where  small  metal  castings  were  dipped  in 
acid  solutions  was  a  small  low  annex  to  the  main  building.  It  was 
poorly  lighted  by  a  dirty  skylight,  which  was  kept  closed.  There  were  a 
number  of  open  vats  containing  sulphuric,  nitric  and  hydrochloric  acid. 
The  room  was  filled  with  dense  suffocating  fumes,  so  that  on  entering 
one  could  not  see  whether  there  was  anv  one  there.    As  the  result  of  the 
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efforts  of  a  State  Inspector  of  Health  the  roof  of  this  room  was  raised 
to  twice  its  height,  a  large  skylight  was  constructed,  giving  excellent 
light,  and  the  vats  of  acid  were  heated  and  connected  with  flues  leading 
to  the  roof.     In  many  printing  establishments  the  air  of  the  rooms  was 
vitiated  by  gases  and  fumes  from  monotype  machines  or  from  open  melt- 
ing pots.     In  all  such  cases  orders  were  issued  to  hood  the  pots  and 
connect  them  with  exhausts.     All  such  orders  were  complied  with.    A 
number  of  tests  were  made  to  determine  the  quantity  of  carbonic  acid 
gas  in  the  composition  rooms  of  printing  establishments.     As  a  rule, 
it  was  found  that  where  typesetting  was  done  by  hand  only,  carbonic 
acid  gas  was  less  than  when  typesetting  machines  were  in  operation.    In 
one  shoe  factory  and  in  one  rubber  factory  employees  were  found  exposed 
to  the  fumes  of  benzine  and  naphtha  contained  in  open  receptacles.    In 
accordance  with  instructions  closed  receptacles  were  provided. 

Removal  of  Dust,  —  Exposure  to  dust  generated  in  the  course  of  man- 
ufacturing processes,  or  caused  by  manual  occupation,  is  a  factor  of 
great  importance  in  the  consideration  of  the  effect  of  industry  upon 
health.  A  special  study  was  made  by  the  State  Inspectors  of  Health 
of  buildings  or  parts  of  buildings  where  workers  were  exposed  to  poison- 
ous or  irritating  dusts.  Unless  properly  protected,  persons  bo  exposed 
are  especially  prone  to  diseases  of  the  lungs.  The  constant  irritation, 
caused  by  certain  kinds  of  dust  coming  in  contact  with  the  mucous  sur- 
face of  the  respiratory  tract,  makes  one  more  susceptible  to  the  invasion 
of  disease-producing  germs,  especially  to  the  tuberculosis  bacillus. 
Unfortunately,  many  employees  in  industrial  establishments  do  not  real- 
ize the  danger  to  which  they  are  exposed,  and  consequently  are  indifferent 
to  the  use  of  protective  appliances,  if  not  actually  opposed  to  their  instal- 
lation. For  example,  during  the  reinspection  of  the  metal  polishing 
establislnnents,  which  were  examined  the  previous  year,  it  was  found 
that  in  some  buildings  wherein  dust-removal  systems  were  installed,  upon 
the  request  of  the  State  Inspector  of  Health,  some  of  the  employees 
refused  to  use  the  hoods  provided  for  them,  on  the  ground  that  the 
protective  devices  were  unsafe  or  that  they  interfered  with  the  work. 
Only  in  two  establishments,  however,  were  the  hoods  found  inadequate, 
and  in  each  instance  an  order  was  issued  for  the  provision  of  a  different 
hood.  It  was  found  that  the  refusal  to  use  the  protective  devices  pro- 
vided was  due  to  a  lack  of  appreciation  of  the  danger  to  which  the 
employees  were  exposed.  In  several  instances  when  manufacturers  were 
requested  to  equip  their  emery  wheels  with  hoods  and  blowers,  they 
maintained  that  such  equipment  would  be  impracticable.  In  each 
instance  it  was  noted,  however,  that  the  establishment  was  small,  and 
thtit  the  owner  had  only  one  or  two  wheels  in  operation  for  short  periods 
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of  time.  Besides  the  irritating  dusts  there  are  processes  which  expose 
employees  to  poisonous  dusts,  such  as  lead  and  its  compounds.  In  the 
case  of  lead,  unless  special  precautions  are  observed  the  employees  are 
likely  to  contract  chronic  lead  poisoning.  In  the  lead  factories,  or  in 
establishments  where  lead  is  used  to  a  considerable  extent,  there  was  a 
general  lack  of  appreciation  on  the  part  of  the  employees  of  the  dangers 
to  which  they  were  exposed.  In  some  establishments  respirators  were 
provided  for  the  employees,  who,  however,  failed  to  use  them,  owing  to 
the  discomfort  caused  by  their  use.  Even  in  an  establishment  where 
the  employees  handled  lead  powder  respirators  were  rarely  used. 

Light. 

In  judging  the  eflBciency  of  light  in  an  industrial  establishment,  one 
must  always  bear  in  mind  the  kind  of  work  done,  for  while  light  may 
be  sufficient  for  one  kind  of  work  it  may  be  entirely  inadequate  for 
more  delicate  operations  causing  a  greater  strain  on  the  eyes.  Even  in 
processes  where  good  light  is  not  a  necessary  factor,  the  effect  upon  the 
worker  of  poor  light  is  depressing  and  undesirable.  As  a  rule,  the 
processes  requiring  the  most  light  were  located  near  the  windows.  Poor 
light  in  many  instances  was  due  to  the  absence  of  natural  light,  but  most 
often  the  light  could  be  greatly  improved  by  the  whitening  of  the  walls 
and  ceilings  and  the  cleaning  of  windows.  The  periodical  whitening  of 
walls  and  ceilings  was  found  to  exist  only  in  the  best  regulated  indus- 
trial establishments.  In  the  greater  number  of  establishments  visited 
such  periodical  whitening  was  not  a  common  practice.  In  one  health 
district  a  considerable  number  of  establishments  were  found  that  had 
not  been  whitened  for  twenty-five  years  or  more.  The  walls  and  ceil- 
ings, therefore,  were  frequently  covered  with  much  dust,  rendering  the 
workrooms  dark  and  dismal.  The  whitening  of  the  walls  and  ceilings 
brought  about  in  all  instances  most  satisfactory  results,  —  light  and 
cheerful  workrooms.  The  employees  were  invariably  pleased  with  the 
change,  a  number  having  expressed  themselves  as  being  in  better  spirits 
as  the  result  of  it.  The  employers,  likewise,  including  those  who  were 
loath  to  make  the  changes,  were  satisfied  with  the  results.  One  employer, 
for  instance,  who  undertook  the  whitening  of  the  workrooms  only  when 
threatened  that  court  proceedings  would  be  instituted,  not  onlj  was  much 
pleased  with  the  result,  but  stated  that  he  was  glad  he  had  been  forced 
to  take  such  action. 

Drinking  Water  Supply. 

An  investigation  was  made  of  the  drinking  water  supply  in  every  fac- 
tory and  workshop  visited.  In  several  establishments  the  water  was 
found  unfit  for  drinking  purposes;  in  a  few  the  water  taps  were  not 
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conveniently  located  for  all  the  departments.  In  one  instance  the  taps 
connected  with  impure  water,  intended  for  washing  purposes  only,  were 
not  so  designated.  In  all  the  above  instances  orders  or  recommendaticns 
were  issued  to  provide  or  facilitate  a  fresh  water  supply.  In  the  city 
of  Lawrence  it  was  found  that  of  the  48  cases  of  typhoid  fever  that 
occurred  during  the  first  three  months  of  1910^  34  of  them  were 
employees  of  one  establishment.  Suspecting  that  the  artesian  well  water 
used  for  drinking  purposes,  or  the  occasional  use  of  canal  water,  might 
have  been  a  factor  in  the  spread  of  the  disease,  the  artesian  water  supply 
was  diverted  for  humidifying  purposes,  and  its  place  was  taken  by  the 
city  water  supply.  The  canal  water,  intended  for  washing  facilities  only, 
was  shut  off  except  for  one  hour  at  noon  and  at  night. 

An  outbreak  of  typhoid  fever  resulting  from  polluted  drinking  water 
in  a  factoiy  in  Fitchburg  was  investigated.  A  detailed  account  of  this 
outbreak  can  be  found  elsewhere  in  this  report. 

Seats  for  Women. 

As  a  rule,  the  industrial  establishments  visited  provided  suitable  seats 
for  women.  Where  no  such  seats  were  provided  orders  were  issued 
requesting  their  installation.  In  several  mercantile  establishments  where 
the  number  of  seats  were  not  sufScient,  orders  for  additional  seats  were 
issued,  and  the  seats  were  installed. 

Water-Closets. 

The  conditions  found  to  prevail  in  water-closets  in  factories  and  work- 
shops showed,  on  the  whole,  a  very  marked  improvement.  This  was 
to  be  expected  from  the  numerous  changes  that  had  been  made  in  water- 
closet  conditions  since  the  State  Inspectors  of  Health  took  up  the  work. 
In  addition  to  the  installation  of  more  than  1^000  new  closets  in  some 
200  establishments,  several  thousand  other  changes  had  been  made  in 
water-closet  conditions.  Consequently,  during  the  present  year  a  far 
smaller  number  of  closets  were  found  in  unsanitary  conditions.  Orders 
requiring  changes  were  issued  in  every  instance  where  conditions  were 
not  satisfactory,  and  many  of  these  orders  have  been  complied  with. 

Sputum  Receptacles. 
Section  103,  chapter  514  of  the  Acts  of  1909,  provides  that  "  Suitable 
receptacles  for  expectoration  shall  be  provided  in  all  factories  and  work- 
shops by  the  proprietors  thereof,  the  same  to  be  of  such  form  and  con- 
struction and  of  such  numbei  as  shall  be  satisfactory  to  the  board  of 
health  of  the  city  or  town  in  which  the  factory  or  workshop  is  situated." 
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The  State  Inspectors  of  Health,  therefore,  were  ordered  to  report  to  the 
local  board  of  health  any  violations  of  the  above  law. 

The  once  prevalent  habit  of  careless  spitting  has  apparently  dimin- 
ished in  many  of  the  establishments  visited.  In  all  cases  where  no 
sputum  receptacles  were  provided  the  attention  of  the  proprietor  was 
called  to  the  lack  of  such  provisions. 

Medical  and  Surgical  Appliances, 

Section  104,  chapter  514  of  the  Acts  of  1909,  provides  that  "  Every 
person,  firm  or  corporation  operating  a  factory  or  shop  in  which  ma- 
chinery is  used  for  any  manufacturing  or  other  purpose  except  for 
elevators,  or  for  heating  or  hoisting  apparatus,  shall  at  all  times  keep 
and  maintain,  free  of  expense  to  the  employees,  such  a  medical  and 
surgical  chest  as  shall  be  required  by  the  board  of  health  of  the  city 
or  town  where  such  machinery  is  used,  containing  plasters,  bandages, 
absorbent  cotton,  gauze,  and  all  other  necessary  medicines,  instruments 
and  other  appliances  for  the  treatment  of  persons  injured  or  taken  ill 
upon  the  premises.  A  person,  firm  or  corporation  violating  any  pro- 
vision of  this  section  shall  be  punished  by  a  fine  of  not  less  than  five 
dollars  nor  more  than  five  hundred  dollars  for  every  week  during  which 
such  violation  continues.^*  As  the  result  of  an  inquiry  by  the  State 
Inspectors  of  Health  in  regard  to  the  requirements  of  local  health  au- 
thorities in  accordance  with  the  provisions  of  this  iact,  it  was  found  that, 
(a)  as  a  rule,  too  many  articles  were  required,  and  that  (b)  essentials 
were  often  omitted  and  in  their  place  were  put  articles  which  should 
not  properly  be  included. 

In  order  to  insure  more  uniformity  of  action  on  the  part  of  the  local 
health  authorities,  and  to  prevent  further  misunderstanding  of  the  law 
and  the  consequent  lessening  of  its  value,  the  State  Inspectors  of  Health 
recommend  a  list  of  articles  required  by  the  local  health  authorities 
which  is  simple  and  practical,  containing  only  essentials. 

Whenever  it  appears  to  a  State  Inspector  of  Health  that  a  proper  first- 
aid  outfit  is  not  provided  in  a  factory  or  shop  he  notifies  the  local  board 
of  health  of  the  city  or  town  in  which  the  establishment  is  located. 

Sanitary  Conditions  in  Foundries  in  Massachusetts. 

Two  hundred  and  nine  foundries,  or  all  concerning  which  the  Board 
had  any  knowledge,  were  inspected  during  1910.  Of  this  number,  163 
establishments  employed  10  or  more  workers  and  came  under  the  pro- 
visions of  section  102,  chapter  514,  Acts  of  1909,  while  46  employed 
leas  than  10  workers.    A  variety  of  processes  are  carried  on  in  foundries. 
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These  processes  are  of  greater  or  less  importance  from  a  hygienic  stand- 
point inasmuch  as  they  expose  the  workmen  to  extremes  of  temperature, 
to  dust  and  to  more  or  less  irritating  gases  and  vapors. 

Extremes  of  Temperature.  —  Many  of  the  foundries  were  not  properly 
heated,  and  during  the  cold  days  some  of  the  workmen  were  said  to 
experience  considerable  discomfort  from  the  cold.  In  the  immediate 
vicinity  of  the  furnace,  however,  or  during  the  time  that  the  metal 
was  poured,  the  heat  was  apt  to  be  excessive. 

Oases  and  Vapors,  —  In  some  foundries,  in  one  of  the  districts,  open 
coal  fires  were  observed  not  connected  with  any  chimney  or  drafts,  and 
all  the  gases  from  tlie  burning  coal  escaped  into  the  foundry.  In  some 
iron  foundries  it  was  observed  that  in  repairing  the  fire-clay  lining  of 
the  pots,  in  which  the  molten  iron  is  carried,  wood  was  burned  in  them 
in  order  to  dry  the  clay.  The  smoke  from  the  burning  wood  escaped 
into  the  workroom. 

In  foundries  where  brass  or  composition  is  cast,  employees  are  exposed 
to  fumes  from  the  zinc  which  enters  into  the  composition  of  these 
metals.  The  metals  are  usually  melted  in  fire  pots  which  are  most 
frequently  below  the  floor.  These  are  covered  with  iron  covers  so  that 
during  the  melting  few  or  no  gases  escape.  In  the  foundries  where 
the  metal  was  melted  the  blast  furnaces  were  found  properly  hooded  to 
carry  off  the  fumes.  When  the  metal  is  ready  for  pouring,  the  crucibles 
are  lifted  out  by  means  of  long  iron  holders  and  are  carried  by  two  men 
to  the  molds  where  it  is  poured.  It  is  during  this  process  that  the  zinc 
volatilizes  and  is  given  oft  in  dense  gray  fumes,  which,  on  being  cooled 
by  the  air  of  the  room,  precipitate  into  fine  gray  powdered  flakes  which 
fill  the  room  and  are  unavoidably  inhaled  by  the  workers.  Brass  casters, 
as  well  as  men  who  cast  composition  containing  a  high  per  cent,  of 
zinc,  frequently  suffer  from  what  is  known  as  "brass  chills."  Those 
are  more  apt  to  suffer  who  are  not  used  to  this  kind  of  work  or  who 
return  to  it  after  an  intervening  period  during  which  such  work  was 
not  done.  The  "  chills  "  are  apt  to  occur  on  damp,  cloudy  days,  when 
the  fumes,  generated  during  casting,  are  not  readily  carried  out  of  the 
foundry.  The  "chills'^  usually  come  on  in  the  late  afternoon  or  on 
reaching  home  in  the  evemng.  The  worker  experiences  an  irritation 
of  the  throat,  a  metallic  taste  in  the  mouth,  and  pains  all  over  big  bodj. 
as  if  suffering  from  an  attack  of  "  la  grippe.*'  Shortly  after  the  "  chills  "^ 
set  in  they  occur  intermittently  for  a  few  hours  and  then  terminate 
in  a  profuse  sweat.  Most  often  the  worker  feels  well  enough  in  the  morn- 
ing to  return  to  work.  Occasionally,  however,  a  man  may  have  to  staj 
out  of  work  for  a  day  or  two. 

In  iron  and  steel  foundries  there  are  no  metallic  vapora,  but  ga«fr 
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are  generated  when  the  metal  is  poured  into  the  mold  and  when  the 
casting  is  removed  from  the  mold.  The  gases  generate  in  the  follow- 
ing manner:  the  cores  which  are  made  from  different  grades  of  sand 
are  mixed  with  a  '*  core  binder  "  consisting  of  flour,  sour  beer,  molasses, 
starch  or  some  other  sticky  substance,  to  hold  the  sand  together. 
The  cores  are  often  covered  with  a  thin  layer  of  powdered  coal,  so 
that  when  the  metal  is  poured  into  the  mold  the  layer  of  coal  is  ignited 
and  a  thin  layer  of  gas  is  formed,  preventing  the  metal  from  penetrating 
into  the  core  and  foi*ming  an  uneven  surface.  The  gases  are  generated, 
therefore,  from  the  burning  of  the  organic  substances  used  as  binders 
and  from  the  layers  of  powdered  coal.  In  addition  to  these  gases  there 
is  considerable  steam  generated  when  the  casting  is  dimiped  out  into  the 
mold,  for  the  sand  from  which  the  mold  is  made  is  moist. 

In  steel  casting  men  were  observed  to  wear  smoked  spectacles,  often 
two  pair  to  protect  the  eyes  from  the  intense  heat,  from  the  brilliancy 
of  the  molten  steel,  and  from  the  sputtering  of  the  metal. 

Dust  —  Great  quantities  of  sand  are  used  in  the  making  of  molds 
and  cores.  Floors,  benches  and  the  hands  of  operatives  were  covered 
with  this  sand  dust. 

The  dry  sand  from  which  the  cores  are  made  is  sifted  on  a  fine  wire 
netting,  —  a  process  which  gives  rise  to  considerable  fine  dust.  This 
process,  however,  is  not  carried  on  to  any  extent,  but  is  done,  for  the 
most  part,  several  times  a  week  for  a  few  hours  at  a  time.  In  one  foun- 
dry the  dust  generated  was  decidedly  objectionable,  and  upon  the  sug- 
gestion of  the  State  Inspector  of  Health  a  covered  sifter  was  provided  to 
remove  this  source  of  annoyance. 

The  various  processes  used  in  the  cleaning  of  castings  are  all  dust 
producing.  Castings  are  cleaned  in  tumbling  mills,  by  sand  blasts,  emery 
wheels,  or  by  hand  with  wire  brushes.  The  tumbling  mills  are  barrel- 
like chambers  in  which  the  castings  are  placed  together  with  small  pieces 
of  scrap  iron.  After  the  doors  are  closed  power  is  applied  and  the  mills 
are  set  in  a  rotary  motion.  From  the  constant  action  of  the  castings 
upon  each  other  and  upon  the  scrap  iron  the  surfaces  are  smoothed  and 
the  castings  are  cleaned  of  any  sand  which  may  be  adherent.  The  dust 
generated  by  this  process  was,  in  most  foundries,  removed  by  exhausts. 
MoreoveiC,  these  mills  were  usually  located  in  some  comer  away  from 
the  workmen  who  did  not  have  to  attend  them  during  operation. 
The  emery  wheels  on  which  the  castings  were  cleaned  were  in  many 
cases  provided  with  hoods  and  exhausts.  In  foundries  where  dust^ 
removal  devices  did  not  exist  the  State  Inspectors  of  Health  issued  orders 
for  their  installation  as  is  indicated  below. 

A  serious  exposure  to  fine  dry  sand  was  observed  in  those  foundries 
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where  sand  blasts  were  in  use  for  cleaning  the  castings.  This  procesB, 
which  is  usually  carried  on  in  a  room  separated  from  the  rest  of  the 
foundry,  consists  of  playing  a  stream  of  fine  dry  sand,  by  means  of  com- 
pressed air,  upon  the  castings.  So  great  is  the  force  of  the  sand  stream 
that  the  steel  nozzle  which  is  used  is  quickly  cut  througiL  In  some 
foundries  exhaust  fans  and  hoods  were  provided  to  carry  off  the  dust, 
although  in  spite  of  this  precaution  the  rooms  were  so  filled  with  dust 
while  the  sand  blasts  were  in  operation  that  objects  could  not  be  clearly 
seen.  When  doing  this  work  the  workmen  usually  wore  masks  to  pro- 
tect the  eyes.  These  masks,  however,  did  not  prevent  the  inhalation  of 
dust,  which  appeared  to  enter  the  respiratory  passages  with  a  good  deal 
of  force.  In  one  factory,  a  man  was  observed  to  wear  a  helmet  with  a 
tubing  through  which  fresh  air  was  supplied  from  the  outside.  In  an- 
other foundry  such  a  helmet  was  provided  but  the  man  did  not  use  it  ''as 
it  was  too  much  bother  to  put  it  on  and  take  it  oS."  The  length  of  time 
a  man  can  keep  at  this  work  is  said  to  be  short;  in  about  a  year  or  a  year 
and  a  half  he  begins  to  show  the  effects  of  the  work  and  is  forced  to 
leave. 

In  the  Fall  Biver  District  the  State  Inspector  of  Health  made  physical 
examinations  of  320  molders,  with  the  following  results :  — 

Suffering  from  disease  of  the  lungs,  e.g.,  bronchitis,  asthma,  emphy- 
sema, 41,  or  12.8  per  cent. 

Suffering  from  disease  of  the  heart,  e.g.,  valvular  disease  or  dilation, 
39,  or  12.2  per  cent. 

Suffering  from  diseases  of  the  kidneys,  23,  or  7.2  per  cent. 

The  total  number  of  workers  in  ill  health  was  103,  or  32.2  per  cent 
Their  ages  ranged  from  forty-five  to  seventy-two  years. 

Metallic  Poisoning.  —  Besides  the  zinc  poisoning  above  referred  to 
among  brass  and  composition  workers,  one  case  of  chronic  lead  poisoning 
was  found  in  a  foundry  where  old  lead  was  being  refined.  The  roan 
stated  that  he  had  been  at  this  work  for  six  years ;  he  suffered  frequently 
from  severe  colics  and  from  obstinate  constipation.  A  lead  line  at  the 
junction  of  the  gums  and  teeth  could  be  observed. 

In  another  foundry  where  white  metal  was  being  cast  one  man  suf- 
fered from  chronic  antimony  poisoning. 

Other  Influences.  —  Another  infiuence  prejudicial  to  the  I^ealth  of 
foundry  workers  was  observed  in  some  of  the  core  rooms.  In  spraying 
the  binder  upon  the  outside  of  the  core  men  use  blow  pipes.  While  each 
man  is  supplied  with  an  individual  pipe,  these  are  frequently  inter- 
changed, and  a  man  may  put  in  his  mouth  a  pipe  previously  used  by 
some  one  else  without  cleaning  it. 

Cleanliness.  —  Cleanliness  in  foundries  is  rather  di£5cult  to  define. 
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From  the  nature  of  the  work  cleanliness  resolves  itself  to  a  question  of 
orderliness,  and,  above  all,  as  to  whether  or  not  the  building  is  properly 
constructed,  with  suitable  floors,  either  of  concrete,  brick  or  other  mate-' 
rial,  which  can  be  kept  clean.  In  all  foundries  where  the  cleanliness  was 
found  poor  the  reason  was  due  in  large  measure  to  the  unfit  and  dilap- 
idated condition  of  the  building.  In  many  of  the  buildings  there  was 
no  covering  on  the  earthen  floor.  Combined  with  the  usually  pre- 
vailing disorder,  this  condition  tended  to  give  an  impression  of  un- 
tidiness and  dismalness.  Little  improvement  can  be  hoped  for  in  these 
old  and  dilapidated  buildings.  In  a  considerable  number  of  foundries 
conditions  as  to  cleanliness  were  excellent,  considering  the  nature  of  the 
work.  These  foundries  as  a  rule  were  connected  with  manufacturing 
establishments,  and  were  located  in  modem  buildings.  The  condition 
as  to  cleanliness  in  the  209  foundries  visited  was  recorded  ''good''  in 
158,  "  fair  "  in  26  and  ''  poor ''  in  25. 

Light  —  While,  as  a  rule,  very  few  foundries  appeared  to  be  as  well 
lighted  as  the  best  lighted  factories,  yet,  considering  the  processes  that 
were  carried  on,  the  light  in  many  was  fairly  good.  In  a  considerable 
number  of  the  foundries  the  windows  were  dirty,  covered  with  soot  and 
dust,  and,  although  there  was  sufficient  light  for  the  processes  carried 
on,  the  workrooms  seemed  cheerless  and  dismal.  In  the  largest  number 
of  the  foundries  the  light  came  from  the  side  windows  and  from  the 
windows  in  the  monitor  roofs ;  in  28  establishments  it  came  from  the  side 
only  and  consequently  was  poor. 

Ventilation.  —  Ventilation  in  foundries  is  generally  obtained  through 
the  windows. .  During  the  casting  in  those  foundries  in  which  venti- 
lation was  found  fairly  adequate  the  side  windows  as  well  as  the  windows 
in  the  monitor  roofs  and  skylights  were  opened  for  the  gases  to  escape. 
Most  of  the  foundries  were  quite  high,  and  the  gases  set  free  during  the 
casting  quickly  lose  to  the  top,  so  that  the  level  at  which  the  employees 
breathed  became  free  from  gases  in  a  fairly  short  time.  In  the  23 
foundries  in  the  State  where  ventilation  was  observed  to  be  inade- 
quate, it  was  noted  that  the  employees  did  not  open  the  windows  or  sky- 
lights when  the  casting  was  carried  on.  In  only  2  establishments  in  the 
State  was  artificial  ventilation  provided  by  means  of  exhaust  fans.  Ven- 
tilation during  casting  was  found  good  in  128,  fair  in  58  and  poor  in 
23  establishments. 

Washing  Facilities  and  Water-closets.  —  Men  working  in  foundries  are 
exposed  to  a  great  deal  of  unavoidable  dust.  The  molders  and  core 
makers  make  the  molds  and  cores  with  sand,  and  their  hands,  faces  and 
clothing  become  soiled.  To  maintain  a  reasonable  degree  of  personal 
cleanliness  compatible  with  health  and  decency  it  is  necessary  that  the 
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men  be  provided  with  facilities  for  washing  and  a  room  in  which  they 
may  change  their  clothings  as  is  required  by  section  102,  chapter  514, 
Acts  of  1909. 

In  the  209  foundries  inspected  in  the  State,  46  employed  less  than  10 
men  and  therefore  did  not  come  within  the  provisions  of  the  above  sec- 
tion. In  the  161  employing  10  or  more  men,  22  were  exempt  from  the 
requirement  of  maintaining  a  toilet  room  and  a  water-closet  because 
such  a  requirement  was  impracticable  on  account  of  the  absence  of  either 
a  public  or  private  sewerage  system. 

Toilets  with  washing  facilities  and  water-closets  with  running  water 
were  provided  in  116  and  lacking  in  23  foundries.  In  14  of  the  foun- 
dries where  provisions  were  made  violations  of  the  law  were  observed 
either  because  the  toilets  were  not  of  sufficient  size  or  the  washing  facili- 
ties were  not  adequate.  In  some  foundries  there  was  a  semblance  of 
complying  with  the  law  but  the  provisions  were  entirely  unsuitable  and 
there  was  no  evidence  of  their  ever  being  used. 

In  this  connection  attention  should  be  called  to  an  objectionable  ar- 
rangement for  washing  observed  in  several  foundries,  namely,  that  of 
providing  a  trough  which  is  filled  up  before  the  hour  of  leaving  work 
for  the  use  of  the  workmen  in  common.  In  many  instances  these  troughs 
were  so  dirty  that  they  were  unsuitable  for  use. 

Water-closet  arrangements  were,  as  a  rule,  satisfactory,  even  in  build- 
ings where  improper  washing  facilities  were  provided. 

The  law  requiring  that  the  water-closet  shall  be  separate  from  the 
wash  room  is  one  that  may  cause  unnecessary  hardship.  In  many  estab- 
lishments the  water-closets  communicate  directly  with  the  wash  rooms. 
If  the  closets  are  kept  clean  there  can  be  no  objection  to  such  an  ar- 
rangement. 

The  Use  of  Washing  Fadliiies  by  Employees.  —  The  observations 
made  by  the  State  Inspectors  of  Health  in  their  respective  districts 
relative  to  the  frequency  with  which  employees  use  washing  facilities 
provided  for  them  varied.  While  some  of  the  State  Inspectors  of  Health 
found  that  the  men  washed  pretty  generally  before  dinner  and  before 
leaving  work,  others  observed  small  use  made  of  the  facilities  provided* 
and  men  were  seen  to  leave  oflf  work  at  the  noon  hour  and  proceed  to 
eat  their  luncheon  with  soiled  hands,  when  the  sinks  with  running  hot 
water  were  not  more  than  15  feet  distant.  In  some  foundries  sinks  and 
basins  were  in  evidence  in  a  broken  and  unsuitable  condition;  in  others, 
where  excellent  washing  facilities  were  provided,  men  were  seen  using 
buckets  to  wash  in.  In  the  best  establishments  many  men  preferred  to 
hang  their  coats  in  the  foundry  near  their  benches  rather  than  use  the 
toilet  room  which  was  provided. 
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A  great  deal  of  education  is  still  necessary  among  both  employers  and 
employees.  The  former  should  realize  that  the  provision  of  good  sanitary 
conditions  is  an  asset,  and  increases  the  eflBciency  of  the  Worker.  He 
must,  therefore,  comply  with  the  spirit  as  well  as  with  the  letter  of  the 
law  and  see  that  the  men  use  properly  the  facilities  provided  for  them. 
This  is  a  condition  that  prevails  in  the  best  establishment. 

The  workman,  on  the  other  hand,  not  only  should  recognize  the  dan- 
gers to  health  to  which  he  is  exposed  at  his  work,  but  must  learn  to  utilize 
to  the  fullest  extent  the  facilities  which  the  law  requires  for  his  pro- 
tection. 

•  NtJMEiucAL  Data. 

Number  of  foundries  visited,  209 

Foundries  employing  10  or  more,                                     ....  163 

Foundries  employing  less  than  10, 46 

Complying  with  section  102,  chapter  514,  Acts  of  1909,  ....  93 

Violation  of  above  section,  .........  47 

Foundries  with  no  sewer  connection,     .......  23 


Cleanlineas, 
lisht. 
Ventilation, 
Removal  of  dtut,     . 
Proper  toilet  facilities, 
Water-doeets,   . 
Diinkixig  water, 


Orders 

complied 

with 


4 

1 
5 
27 
34 
2 
1 


74» 


^  Of  the  32  orders  not  complied  with  some  are  in  process  of  compliance  while  others  are  being  followed 
up  by  the  State  Inspectors  of  Health  for  enforcement. 


OCCUPATIONAL  DISEASES.     LEAD  POISONING. 

Investigations  were  carried  on  by  several  of  the  State  Inspectors  of 
Health  to  determine  the  effects  upon  the  health  of  the  operatives  of 
various  industrial  processes  in  a  variety  of  occupations,  and  to  study 
the  means  whereby  the  workers  might  be  protected  against  influences 
injurious  to  health.  Special  attention  was  given  to  industries  in  which 
the  workers  were  exposed  to  metallic  poisoning,  particularly  lead  poison- 
ing. Aa  the  investigations  are  still  in  progress,  a  complete  report  cannot 
be  made  at  the  present  time.     Owing  to  the  importance  of  protecting 
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persons  employed  in  occupations  involving  exposure  to  lead  poisoning, 
however^  the  following  report  on  conditions  surrounding  lead  workers 
in  some  industries  is  herewith  presented:  — 

I.    Pbooesses  in  which  Employees  abe  exposed  to  Lead  Foisokino. 

The  industries  investigated  were  printing  and  the  allied  trades,  such 
as  stereotyping,  electrolyping  and  type  founding,  the  melting  of  lead, 
paint  manufacturing,  potteries,  manufacturing  of  tiles,  some  processes 
in  the  rubber  industry,  and  the  manufacturing  of  insulated  wire  cables. 

i.    Printing  and  Allied  Trades. 

The  processes  in  which  employees  are  exposed  to  lead  in  the  above- 
mentioned  trades*  are  typesetting,  linotyping  and  monotyping,  stereo- 
typing, type  founding,  the  melting  of  old  lead  type,  and  the  trimming 
and  mounting  of  the  plates  on  lead  backs  in  electrotyping  establishments. 

In  every  establishment  visited  the  superintendent,  foreman  and  a 
great  many  employees  were  questioned,  and  in  a  number  of  instances 
examinations  were  made  to  discover  the  existence  of  lead  poisoning. 
While  it  is  difficult  to  draw  conclusions  from  testimony  thus  obtained, 
it  is  nevertheless  safe  to  state  that  lead  poisoning  among  printers, 
although  it  occurs,  is  rare.  Many  of  those  interviewed  have  been  in 
this  trade  for  thirty  years  or  over,  and  have  come  in  contact  with  hun- 
dreds of  compositors,  but  have  never  known  of  a  case  of  lead  poisoning. 
Such  testimony  is  of  course  not  conclusive.  Lead  poisoning  in  the 
above  industries,  when  it  does  occur,  is  of  the  chronic  type,  and  it  is 
quite  possible  that  a  man  beginning  to  show  the  effects  of  lead  will  quit 
work  without  the  employees  knowing  the  cause.  Moreover,  mild  cases, 
giving  rise  to  such  symptoms  as  colic,  constipation,  etc.,  may  go  unrec- 
ognized. 

On  the  other  hand,  in  many  instances  histories  of  lead  poisoning 
occurring  among  employees  in  these  trades  were  obtained,  but  no  cue 
thus  reported  could  be  traced.  In  several  instances  employees  gave 
histories  of  attacks  which  were  undoubtedly  due  to  lead;  these  will  be 
referred  to  later. 

a.  Typesetting.  —  Type  metal  is  an  alloy  containing  from  70  to  80 
per  cent  of  lead,  with  admixtures  of  antimony,  zinc,  copper,  etc.  Type- 
setters are  exposed  to  lead  from  the  continuous  handling  of  the  type 
and  from  the  metallic  dust  deposited  in  the  cases  from  the  constant  wear 
of  the  type.  The  typesetter  may  absorb  the  lead  through  the  akin,  or 
inhale  the  lead  dust,  or  swallow  it  with  his  food.  The  danger  of  abaorp- 
tion  through  the  skin  is  very  small,  more  particularly  aa  the  fingeia  of 


No.  34.]  STATE  INSPECTORS  OF  HEALTH.  523 

typesetters  —  the  index  finger  and  thumb  —  with  which  the  type  is  han- 
dled become  quite  calloused,  rendering  absorption  from  the  calloused 
surface  improbable. 

There  are,  on  the  other  hand,  great  quantities  of  dust  in  the  type  cases, 
which  are  seldom,  if  ever,  cleaned  out.  Beside  the  lead  dust  from  the 
wear  of  the  lype  there  is  considerable  plumbago,  used  in  the  process  of 
electrotyping,  which  is  not  thoroughly  cleaned  oft  before  the  type  is 
redistributed.  Aside  from  the  danger  of  lead  intoxication,  the  fre- 
quency of  tuberculosis  among  printers,  as  shown  by  the  figures  of  the 
United  States  Census  of  1900,  is  probably  due  in  a  large  measure  to  the 
inhalation  of  this  plimibago  dust. 

But  more  serious  even  than  the  inhalation  of  dust  from  the  standpoint 
of  lead  poisoning  is  the  swallowing  of  the  lead  dust.  In  many  instances 
typesetters  were  observed  eating  fruit  while  at  work,  and  handling  the 
fruit  with  dust-covered  hands.  Frequently  typesetters  were  observed 
holding  type  in  the  mouth.  In  several  establishments,  which  were  vis- 
ited at  the  noon  hour,  men  were  seen  to  proceed  to  eat  their  luncheon 
at  their  benches,  without  washing  their  hands.  In  many  printing  estab- 
lishments women  are  employed  as  typesetters ;  their  standard  of  personal 
cleanliness  is  far  higher  than  that  of  the  men.  In  the  establishments 
referred  to  above  all  the  women  typesetters  were  observed  to  wash  their 
hands  before  eating  their  luncheon. 

b.  Monotyping  and  Linotyping.  —  Most  of  the  composition,  particu- 
larly in  the  larger  printing  oflBces,  is  now  done  by  machines.  In  the 
linotype  machine  the  compositor  operates  a  keyboard  similar  to  that  of  a 
typewriter.  When  he  presses  a  lettered  key  a  small  brass  matrix,  with 
a  corresponding  letter,  falls  out  from  a  reservoir.  When  a  number  of 
these  matrices  are  assembled  to  form  a  line  they  are  carried  to  a  mold, 
where  molten  lead  is  poured  on  them  and  a  complete  line  is  cast.  The 
matrices  are  then  automatically  redistributed  to  their  proper  places,  and 
the  lines  of  type,  or  slugs  as  they  are  called,  are  arranged  side  by  side. 
All  these  processes  are  done  automatically  by  the  machine;  the  operator 
does  not  handle  the  lead. 

In  the  monotype  machine  single  letters  are  cast  instead  of  lines,  and 
these  are  assembled  and  automatically  arranged  into  lines  of  required 
len^h.  This  machine  has  no  keyboard  but  the  letters  are  cast  by  a 
system  of  air  pressure  from  a  perforated  roll  which  has  been  perforated 
first  on  a  machine  similar  to  a  typewriter,  each  perforation  correspond- 
ing to  a  given  letter. 

In  the  operation  of  both  of  these  machines  the  danger  of  lead  poisoning 
comes  from  the  fumes  of  the  molten  lead.     There  is  also  the  additional 
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danger  of  vitiating  the  air  of  the  room  with  the  gases  and  fumes  of 
burning  oil,  impurities,  etc.  This  is  particularly  true  in  the  monotype 
machine,  in  which  the  pot  with  the  molten  lead  is  exposed  and  the  oper- 
ative works  directly  over  it.  Oil  from  the  machine  continually  drips  on 
the  molten  metal  and  gives  rise  to  disagreeable  fumes.  All  monotype 
machines  should  therefore  be  hooded  and  connected  with  exhausts.  Men 
working  at  these  machines  frequently  complained  of  headaches;  thev 
were,  as  a  rule,  pale  and  poorly  nourished. 

The  conditions  are  not  so  objectionable  in  the  linotype  machines  for 
the  pot  with  the  molten  lead  is  away  from  the  operative  and  is,  as  a  rule, 
covered.  Linotype  machines  should  likewise  be  hooded  unless  they  are 
located  in  well-ventilated  rooms. 

Cases  of  plumbism  are  said  to  be  very  rare  among  the  operatives  of 
these  typecasting  machines.  In  one  establishment  two  men  were  work- 
ing in  a  small  room  on  monotype  machines.  Both  gave  histories  sugges- 
tive of  a  mild  lead  toxaemia.  One  man  stated  that  for  the  past  seven 
years  he  had  been  suffering  at  irregular  intervals  from  attacks  of  colic 
and  obstinate  constipation  and  that  several  physicians  diagnosed  his 
case  as  lead  poisoning.  He  had  no  lead  line,  probably  due  to  the  fact 
that  his  teeth  and  gums  were  in  good  condition. 

c.  Lead  Melting.  —  In  many  establishments  special  furnaces  were 
used  for  melting  the  "slugs''  after  they  had  been  used,  and  refining 
and  remolding  the  lead  in  brick  form.  The  modem  furnaces  are  so 
arranged  that  all  the  fumes  and  vapors  are  carried  off.  In  some  places 
open  pots  for  melting  the  lead  were  found,  without  any  provision  to 
carry  off  the  fumes.  Men  engaged  in  this  work,  besides  having  to  handle 
a  great  deal  of  lead  are  exposed  to  the  fumes  of  the  molten  metal.  One 
man  engaged  in  this  work  has  been  suffering  from  lead  poisoning  for  the 
last  nine  years.  He  has  been  under  treatment  for  it  off  and  on.  With 
his  consent  he  was  examined  and  was  found  emaciated  and  anaemic;  he 
had  a  severe  myocarditis  and  marked  arterio-sclerosis  and  he  had  a  dis- 
tinct lead  line.  He  realized  the  danger  to  which  he  was  exposed  but 
stated  that  he  could  not  help  himself.  He  took  no  precautions  of  anv 
sort  while  at  work.     His  hands  were  soiled  from  handling  the  lead. 

d.  Stereotyping.  —  When  the  type  has  been  set  up  in  forms  it  is  put 
into  heavy  presses  heated  by  steam  or  gas  and  a  negative  impression  is 
made  upon  a  specially  prepared  heavy  paper.  This  paper  is  then  Bet 
into  flat  or  cylindrical  molds  and  molten  lead  is  poured  on  it,  either  with 
a  ladle  or  is  automatically  pumped  in.  The  formed  plates  are  then 
trimmed.  Men  in  this  process  are  exposed  to  the  fumes  of  the  molten 
lead  and  handle  a  great  deal  of  lead.     Cases  of  lead  poisoning  were  said 
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to  be  not  uncommon  in  this  work^  and  most  of  the  men  seemed  to 
realize  the  danger  to  which  they  were  exposed. 

6.  Electrotyping,  —  In  the  process  of  electrotyping  the  workmen  are 
exposed  to  the  fumes  of  molten  lead  and  also  to  the  handling  of  a  great 
deal  of  lead.  In  addition  to  the  dangers  of  lead  poisoning  the  work- 
men in  some  of  the  processes  are  exposed  to  great  quantities  of  plumbago 
dust^  which  is  more  or  less  unavoidable.  The  processes  of  electrotyping 
are  briefly  as  follows:  — 

An  impression  of  the  set  up  type  is  made  on  a  layer  of  wax;  both  the 
type  and  the  wax,  to  prevent  the  adhesion  of  the  surfaces,  are  covered 
with  plumbago.  The  wax  plate  is  then  put  into  a  closed  box,  and  by 
means  of  compressed  air  plumbago  is  blown  on  it.  Opening  and  closing 
of  this  box  gives  rise  to  clouds  of  the  plumbago  dust,  and  the  workmen 
engaged  in  this  process  are  completely  covered  with  it.  Iron  filings  are 
then  thrown  on  the  surface  of  the  wax  and  a  solution  of  copper  sulphate 
poured  on  it.  The  plate  is  then  immersed  in  the  electrotyping  solution, 
and  after  a  variable  length  of  time,  according  to  the  desired  thickness, 
a  layer  of  copper  is  deposited  on  it.  The  deposited  copper  plate  is  then 
removed  from  the  wax,  thoroughly  cleaned  and  is  mounted  on  lead  by 
placing  it  in  a  tray  face  downward  and  pouring  lead  on  it. 

The  room  where  this  work  is  done  is  filled  with  plumbago  dust,  and 
the  clothing,  hands  and  faces  of  the  operatives  are  covered  with  this 
dust.  A  number  of  men  who  have  been  engaged  in  this  work  for  many 
years  stated  that  although  they  "must  have  inhaled  and  swallowed 
pounds  of  this  dust  *'  they  "  experienced  no  ill  effects  from  it."  In  one 
establishment  the  man  engaged  in  mounting  the  plates,  who  had  been  in 
this  work  for  ten  years,  stated  that  when  he  first  started  the  work  he 
was  subject  to  frequent  attacks  of  severe  colic  and  obstinate  constipation, 
which  the  doctors  whom  he  consulted  at  the  time  diagnosed  as  lead 
poisoning.  These  attacks,  however,  have  diminished  in  frequency  and 
severity  and  he  now  rarely  has  one.  Aside  from  the  general  pallor  and 
rather  poor  state  of  nutrition  he  showed  no  signs  of  lead  poisoning. 
The  proprietor  of  one  electrotyping  establishment  stated  that  for  several 
years  he  had  been  suffering  from  a  train  of  gastro-intestinal  symptoms 
attributed  by  his  physician  to  lead  poisoning,  and  that  he  was  under 
treatment  for  it  at  the  present  time.  The  man  looked  well  nourished, 
his  teeth  were  in  excellent  condition  and  no  lead  line  was  present.  The 
foreman  of  another  establishment  stated  that  twenty  years  ago  he  suf- 
fered from  lead  poisoning  and  was  sick  for  a  long  time.  He  suffered 
from  colic  and  headaches,  and  his  physicians  told  him  that  he  had  a 
"  lead  line.''    He  stayed  out  from  work  for  a  time,  was  under  treatment 
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and  completely  recovered.     He  then  went  back  to  the  same  work  and 
has  since  had  no  trouble. 

A  great  number  of  the  men  employed  in  these  establishments  looked 
pale  and  poorly  nourished.  There  were  some,  however,  who  although 
engaged  in  this  work  for  many  years  looked  healthy  and  robust. 


B.    Paint  Manufacturing. 

In  the  manufacture  of  paint,  the  mixing  and  grinding  of  colors,  all 
the  processes  with  the  exception  of  the  first  process  are  wet  and  give  rise 
to  no  dust.  The  first  process,  that  of  mixing  the  ingredients  with  lin- 
seed oil,  is  the  only  one  which  gives  rise  to  dust.  The  varioua  ingredi- 
ents, such  as  whiting,  zinc  oxide  and  lead  salts  are  put  in  large  mixers 
containing  linseed  oil,  where  they  are  thoroughly  mixed  and  then  ground 
with  the  coloring  materials  in  grinders.  The  quantity  of  lead  salts  used 
varies  in  different  paints  and  in  different  establishments.  The  propor- 
tions of  carbonate  of  lead  vary  from  10  per  cent,  to  25  per  cent 

In  the  first  process  of  mixing,  the  ingredients,  including  the  lead  salts, 
are  taken  from  open  barrels  with  scoops  and  thrown  into  a  mixer,  where 
it  forms  a  paste  with  the  linseed  oil.  There  are  quantities  of  dust  on 
the  floors  and  on  the  operatives  who  do  this  work.  In  no  place  were 
any  precautions  taken  by  the  workers.  In  one  establishment  respirators 
were  provided  for  the  men  who  do  this  work,  but  these  were  not  used. 
In  another  establishment  a  man  was  observed  using  carbonate  of  lead 
in  the  mixing  of  paint.  An  open  box  of  the  powder  was  near  him,  from 
which  he  took  a  scoopful  from  time  to  time  and  threw  it  into  the  mixer, 
where  it  formed  a  paste  with  the  linseed  oil.  When  all  the  powder  was 
out  of  the  box  he  turned  it  upside  down  and  struck  it  over  the  mixer, 
producing  a  cloud  of  fine  lead  dust,  which  enveloped  him.  The  man 
stated  that  he  took  no  precautions  of  any  sort,  and  that  while  he  had 
been  at  this  work  for  twenty  years  he  had  been  sick  only  once  —  eome 
years  ago;  that  the  doctor  who  attended  him  diagnosed  the  case  as  lead 
poisoning  and  told  him  to  give  up  his  work.  While  talking  he  took  out 
a  plug  of  tobacco  from  his  pocket  and  carried  it  to  his  mouth ;  his  hands 
were  covered  with  carbonate  of  lead.  He  was  pale  and  emaciated,  and 
although  about  forty-five  years  of  age  had  marked  arterio-scleroaia.  He 
stated  that  some  time  ago  several  inexperienced  workmen  started  at  this 
work  but  were  quickly  "  knocked  out "  and  had  to  leave. 

In  another  establishment  the  proprietor  stated  that  he  avoided  the 
effects  of  lead  poisoning  among  the  mixers  by  shifting  the  men,  after 
three  months  at  the  work,  to  other  employment. 
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No  histories  of  lead  poisoning  could  be  obtained  among  the  grinders, 
although  their  hands  and  arms  are  continually  covered  with  liquid  paints. 
This  is  rather  surprising  in  view  of  the  frequency  of  lead  poisoning 
among  painters.  The  latter  might  possibly  be  explained  by  the  fact 
that  painters  are  exposed  to  a  great  deal  of  lead  dust  in  scraping  off  old 
paint. 

In  the  manufacture  of  dry  colors,  workers  are  exposed  to  the  dusts  and 
fumes  of  the  chemicals  that  enter  into  the  composition  of  the  various 
colors.  Some  of  them  have  salts  of  lead  in  their  composition;  yellow, 
for  instance,  is  made  by  the  mixture  of  lead  acetate  and  sodium  bichro- 
mate. Lead  acetate  is  made  by  melting  pig  lead  and  pouring  it  into 
cold  water.  This  process  is  called  **  feathering."  The  feathered  lead 
is  then  pleated  with  acetic  acid,  and  lead  acetate  is  formed.  There  is 
thus  considerable  exposure  to  the  fumes  of  molten  lead,  to  the  dust  of 
lead  compoimds,  and  great  quantities  of  lead  have  to  be  handled.  The 
men  often  have  to  be  out  of  work  on  account  of  lead  colic,  and  fre- 
quently ask  to  be  changed  to  different  work  because  they  claim  to  be 
suffering  from  lead  colic. 

S.    Potteries  and  Manufacturing  of  Tiles. 

Several  of  the  processes  carried  on  in  potteries  deserve  mention  from 
the  standpoint  of  the  health  of  the  employees.  In  mixing  the  clay  there 
is  more  or  less  dust  from  the  sand.  In  one  establishment  a  certain 
amount  of  "  grit,"  consisting  of  dry,  powdered,  burnt  clay,  was  added  to 
the  clay  when  it  was  mixed.  The  burnt  clay  was  ground  in  a  mill,  and 
this  process  gave  rise  to  a  great  deal  of  unavoidable  dust.  The  man 
engaged  in  this  work  stated  that  he  experienced  no  ill  effects  from  the 
work  although  he  had  been  at  it  for  many  years.  He  looked  well  and 
robust. 

After  the  ware  is  formed  and  after  it  is  glazed  it  is  baked  in  kilns 
where  the  temperature  is  gradually  brought  up  to  2,800°,  at  which  tem- 
perature it  remains  for  about  thirly  hours;  the  kilns  are  then  opened 
and  the  ware  is  allowed  to  cool  gradually.  The  workers  employed  about 
the  kilns  are  exposed  at  times  to  excessively  high  temperatures. 

The  process  which  is  of  special  hygienic  interest  is  that  of  glazing. 
After  the  ware  has  been  dried,  it  is  dipped  in  a  glazing  solution.  The 
ingredients  of  this  solution  are  flint,  felspar,  china  clay,  etc.,  and  car- 
bonate of  lead  varying  from  5  per  cent,  to  10  per  cent.  These  ingredients 
are  mixed  daily  by  one  man  in  a  room  apart  from  the  rest  of  the  work- 
rooms, and  it  takes  about  two  hours  each  day.  In  one  establishment 
a  man  was  found  who  had  done  this  work  for  fourteen  years.    He  had 


528  STATE  BOARD   OF   HEALTH.  [Pub.  Doc. 

taken  certain  precautions  as,  e.g.,  cleansing  his  hands  before  eating,  and 
had  never  experienced  any  ill  effects  from  the  work. 

In  one  establishment  where  tiles  were  manufactured  the  dipping  of  the 
tiles  in  the  glazing  solution  was  done  by  women  and  young  girls.  On 
some  tiles  requiring  more  than  one  color  the  glaze  was  put  on  with  a 
brush. 

Five  minors  who  were  examined  at  this  work  were  all  found  in  good 
health ;  they  had  all,  however,  been  at  this  work  for  several  months  only. 
Several  of  the  older  girls  from  whom  inquiries  were  made  stated  that 
they  had  been  at  this  work  from  five  to  seven  years,  and  that  they  had 
experienced  no  ill  effects  in  any  way.  The  superintendent  of  this  estab- 
lishment stated  that  he  was  very  strict  in  insisting  on  cleansing  of  the 
hands  before  meals  and  before  going  home,  and  that  the  girls  were 
warned  of  the  danger  from  the  lack  of  personal  cleanliness. 

In  another  establishment  one  "dipper^*  was  assisted  by  two  young 
boys,  who  had  not  been  informed  of  the  dauger  to  which  they  were 
exposed,  nor  were  they  instructed  as  to  any  precautions  they  must  take. 
Minors  do  not  remain  at  this  work  for  a  long  time,  but  are  continually 
shifting. 

In  another  establishment  where  tiles  were  manufactured  22  men  were 
examined.  One  was  found  to  be  imder  treatment  for  lead  poisoning: 
4  showed  lead  lines  on  their  gums,  and  3  gave  history  of  having  suffered 
formerly  from  some  form  of  lead  poisoning,  although  they  were  well 
when  found.  The  operative  that  was  under  treatment  for  lead  poisoning 
contracted  the  disease  by  inhaling  dust  from  barrels  formerly  contain- 
ing lead  compounds,  which  he  chopped  up  for  use  in  the  kilns. 


A 


'/■ 


Rvhher  Industry. 


The  rubber  industry  is  exceedingly  important  from  the  standpoint  of 
the  health  of  the  operatives.  The  workers  are  exposed  to  numerous  influ- 
ences injurious  to  health,  such  as  the  great  quantities  of  talc  dust, 
naphtha  fumes  and  fumes  of  bisulphide  of  carbon.  A  detailed  account 
of  the  rubber  industry  will  be  published  later,  together  with  other  mate- 
rial on  industrial  hygiene.  Eeference  here  is  made  only  to  the  eiposur* 
of  the  employees  in  certain  of  the  processes  to  lead  poisoning. 

Various  ingredients  enter  in  the  making  of  rubber  goods  such  as 
sulphur,  whiting,  zinc  oxide,  sulphide  of  antimony,  tar,  resin  and. 
to  a  greater  or  less  extent,  white  lead.  In  one  establishment  800  pounds 
of  white  lead  were  used  daily.  In  the  compounding  room  13  men  were 
employed  weighing  out  the  ingredients.  There  was  a  great  deal  of 
dust,  and  no  precautions  were  taken  by  any  of  the  men. 
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In  the  sifting  room^  where  the  ingredients  are  sifted  before  they  are 
sent  to  the  compounding  room,  a  man,  who  had  been  at  this  work  for 
■  two  months,  stated  that  he  suffered  from  irritation  of  the  nose  and 
i  throat,  due  to  the  dust  from  the  antimony  salts.  He  further  stated 
that  for  the  first  time  he  suffered  from  attacks  of  colic.  No  precau- 
tions were  taken  by  him.  It  was  stated  that  the  man  previously  em- 
ployed in  this  room  for  five  months  had  to  give  up  the  work  on  account 
of  illness. 

In  the  process  of  mixing  the  rubber  with  the  other  ingredients  con- 
siderisible  dust  is  generated,  and  the  workers  are  exposed  to  the  lead  dust. 

No  history  of  any  cases  of  lead  poisoning  was  obtained  from  the  fore- 
men or  managers  of  any  of  the  establishments  visited.  Most  of  them 
were  unaware  that  there  was  any  danger  of  lead  poisoning,  and  did  not 
know  that  such  cases  ever  occurred  in  the  rubber  industry.  In  view  of 
the  fact  that  lead  poisoning  in  rubber  factories  is  not  uncommon,  this 
general  ignorance  among  employers  and  employees  is  noteworthy. 

Of  162  cases  treated  for  lead  poisoning  in  the  out-patient  department 
of  the  Massachusetts  General  Hospital,  18,  or  over  11  per  cent.,  were 
among  rubber  workers.  This  discrepancy  between  the  hospital  records 
and  information  obtained  at  the  factories  can  be  explained  by  the 
fact  that  the  working  population  in  rubber  factories  is  shifting.  Many 
workers  are  taken  sick  and  drop  out  without  any  one  in  the  factory 
knowing  anything  about  them.  Inasmuch  as  a  great  proportion  of  the 
rubber  workers  are  foreigners,  —  Poles,  Italians,  etc.,  —  the  patients 
themselves  may  not  understand  fully  the  nature  of  the  trouble  for  which 
they  are  treated. 

5.    Insvlated  Wire  Cables, 

Two  of  the  ingredients  of  the  rubber  compound  used  in  the  insulation 
of  wire  are  red  oxide  of  lead  and  litharge.  The  mixing  of  these  com- 
pounds was  carried  on  in  a  portion  of  the  building  quite  apart  from 
the  other  employees.  One  man,  who  had  been  doing  this  work  for  a 
number  of  years  showed  signs  of  lead  poisoning.  He  stated  that  occa- 
sionally he  had  to  give  up  his  work  for  a  few  months  at  a  time. 

II.    General  Considerations  relative  to  Lead  Industries. 

From  the  above  considerations  it  can  be  seen  how  diflBcult  a  matter  it 
is  to  determine  the  frequency  of  the  occurrence  of  lead  poisoning  in  any 
industry.  Those  who  are  susceptible  to  the  disease  succumb  shortly 
after  starting  work,  and  drop  out  without  any  record  being  made  as  to 
the  nature  of  the  illness.    Moreover,  employees  may  suffer  from  mild 
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chronic   lead  poisoning  without  any   knowledge  on   the  part  of  the 
employer  as  to  the  nature  of  the  illness. 

Many  of  the  employers  and  workmen  in  the  above  industries  were 
found  absolutely  ignorant  of  the  danger  involved  in  the  exposure  to  lead, 
and,  even  where  such  knowledge  existed,  there  was  no  evidence  of  any 
precautions  taken.  In  view  of  these  facts  it  would  seem  desirable  to 
have  regulations  governing  all  industries  where  lead  is  used,  as  well 
as  others  dangerous  to  health.  Attention  should  be  called  in  these  regu- 
lations to  the  danger  to  which  the  workers  are  exposed,  and  protective 
measures  against  lead  poisoning  should  be  indicated.  Employers  should 
be  required  to  post  the  notices  in  conspicuous  places.  Such  notices 
would  be  of  great  educational  value,  and  would  undoubtedly  in  time 
lead  to  precautions  on  the  part  of  the  workers.  A  notice  like  the  follow- 
ing may  be  serviceable. 

III.    Pbotbotive  Measures  against  Lead  Poisoning. 

Workers  in  lead  are  exposed  to  the  poisonous  effects  of  the  metal. 
Lead  is  a  subtle  poison  and  produces  its  harmful  effects  in  a  slow  man- 
ner. The  symptoms  of  lead  poisoning  are  manifold  and  often  very 
obscure.  The  most  frequent  early  s}'mptoms  are  marked  pallor  of  the 
skin,  headaches,  severe  colic  and  obstinate  constipation. 

The  poison  gains  entrance  into  the  system :  — 

1.  By  BwaUowing  minute  particles  of  lead. 

2.  By  inhaling  lead  dust  or  the  fumes  of  lead  in  a  molten  state,  or 
the  vapor  of  lead  in  a  fused  state. 

3.  By  absorption  from  the  skin  in  handling  lead. 

Advice  to  Employees. 

1.  General  personal  cleanliness  is  of  the  first  importance. 

2.  Thoroughly  clean  your  hands  before  touching  food  and  before 
leaving  the  workroom. 

3.  Thoroughly  rinse  your  mouth  before  eating. 

4.  Take  good,  nutritious  food  and  plenty  of  milk. 

5.  Take  a  substantial  breakfast ;  an  empty  stomach  is  more  susceptible 
to  the  poisonous  effects  of  lead. 

6.  Never  eat  at  your  work.  Eat  your  luncheon  outside  of  the  work- 
room if  possible ;  if  not,  in  a  part  of  the  room  away  from  lead.  Never 
smoke  or  use  tobacco  in  any  form  while  at  work. 

7.  Avoid  all  excesses;  alcoholic  beverages  are  especially  injarioos. 

8.  Wear  overalls  or  a  long  coat  at  your  work;  also  a  cap  or  some 
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head  covering.     Whenever  practicahle  wear  gloves  when  lead  is  to  be 
handled. 

9.  Persons  working  in  white  lead  or  other  powdered  compounds  of 
lead  should  always  wear  a  respirator  while  at  work.  Cause  as  little 
dust  as  possible. 

10.  Consult  a  physician  at  the  first  sign  of  ill  health. 

Advice  to  Employers, 

1.  Provide  washing  facilities,  lockers,  and  a  place  for  the  employees  to 
eat  luncheons  awav  from  lead. 

2.  Provide  respirators  for  all  the  workers  who  have  to  handle  white 
lead  or  other  powdered  compounds  of  lead. 

3.  The  floors  of  the  workrooms  and  benches  at  which  men  work  should 
be  cleaned  daily,  after  thoroughly  moistening  them. 

4.  These  regulations  should  be  posted  in  a  conspicuous  place  in  the 
workroom. 

Recommendation. 

In  order  that  occupational  diseases  shall  be  reported,  it  is  recom- 
mended that  the  present  law  requiring  the  State  Board  of  Health  to 
authorize  and  define  what  diseases  shall  be  deemed  to  be  "dangerous 
to  the  public  health"  be  so  amended  as  to  include  such  occupational 
diseases,  or  definite  symptoms  of  disease  due  to  occupational  processes 
or  conditions,  as  the  State  Board  of  Health  may  from  time  to  time  deem 
necessary. 

HEALTH  OF  MINORS  IN  FACTORIES. 

Explanation  has  been  given  at  length  in  each  preface  of  the  last  two 
reports  on  the  work  of  the  State  Inspectors  of  Health  as  to  the  meth- 
ods of  obtaining  information  and  making  a  study  relative  to  the  health 
of  minors  in  factories.  The  law  provides  that  each  State  Inspector 
of  Health  "shall  inform  himself  concerning  the  health  of  all  minors 
employed  in  factories  within  his  district,  and,  whenever  he  may  deem 
it  advisable  or  necessary,  he  shall  call  the  ill  health  or  physical  unfit- 
ness of  any  minor  to  the  attention  of  his  or  her  parents  or  employers 
and  of  the  state  board  of  health." 

During  the  year  more  than  17,000  minors  were  seen  and  questioned 
as  to  their  health.  Of  this  nimiber  nearly  2,800  were  fourteen  years 
of  age;  3,700,  fifteen  years;  5,600,  sixteen  years;  and  5,300,  seventeen 
years.  The  total  number  of  physical  examinations  made  was  888:  324 
because  of  family  tubercular  history,  198  because  of  previous  personal 
history,  345  because  of  appearance,  and  21  because  of  the  intrinsic 
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dangers  in  the  minor's  occupation.  Of  the  888  minors  examined  physi- 
cally,  but  303  were  found  to  show  signs  or  symptoms  of  ill  health  or 
physical  unfitness.  Of  the  303  minors  found  in  ill  health,  162  were 
males  and  141  females;  46  were  fourteen  years  of  age;  63,  fifteen  years; 
108,  sixteen  years;  and  86,  seventeen  years. 

Early  in  the  year  each  State  Inspector  of  Health  was  instructed  that 
the  parent?  of  a  minor  found  in  ill  health  or  physically  unfit  for  work 
should  be  notified  in  writing  of  the  nature  of  such  ill  health  or  physical 
unfitness,  and  that  a  copy  of  any  sudi  written  communication  should 
be  forwarded  to  the  State  Board  of  Health. 

Whenever  a  State  Inspector  of  Health  noted  that  avoidable  unhy- 
gienic conditions  might  give  rise  to  injurious  results,  he  issued  written 
orders  or  recommendations  for  changes,  and  saw  that  his  orders  or 
recommendations  were  complied  with. 

Exclusion  op  Minors  from  Occupations  deemed  to  be  Injurious 

TO  Health. 

The  Legislature  of  1910  passed  an  act  which,  it  will  be  noted,  does 
not  involve  occupations  that  are  dangerous  to  life  or  limb,  but  trades, 
processes  of  manufacture,  occupations  or  methods  deemed  by  the  State 
Board  of  Health  to  be  sufiiciently  injurious  to  the  health  of  minors  as 
to  justify  their  exclusion  therefrom. 

The  state  board  of  health  may  from  time  to  time  upon  the  written  applica- 
tion of  any  citizen  of  the  commonwealth,  or  upon  its  own  initiative,  after 
such  investigation  as  it  considers  necessary,  determine  whether  or  not  any 
particular  trade,  process  of  manufacture  or  occupation,  or  any  particukr 
method  of  carrying  on  such  trade,  process  of  manufacture  or  occupation,  is 
sufficiently  injurious  to  the  health  of  minors  under  eighteen  years  of  age 
employed  therein  to  justify  their  exclusion  therefrom,  and  every  deeinon  ao 
rendered  shall  be  conclusive  evidence  of  the  facts  involved  therein,  exeept 
so  far  as  the  same  may  later  be  revoked  or  modified  by  a  subsequent  dedaioD 
of  the  board.  Whoever,  after  being  notified  that  the  state  board  of  health 
has  determined  that  a  particular  trade,  process  of  manufacture,  occupation  or 
method  is  injurious  as  above  stated,  employs  therein  a  minor  under  ogfateen 
years  of  age  shall  be  punished  by  a  fine  of  not  more  than  two  hundred  del* 
lars  and  not  less  than  fifty  dollars  for  each  offense,  unless  prior  to  the  time 
of  such  employment  such  determination  shall  have  been  revoked  or  modified 
so  as  not  to  include  the  employment  complained  of. 

The  above  act  was  approved  in  April,  1910,  and  in  July  of  the  same 
year  the  State  Board  of  Health  declared  the  processes  named  in  the  fol- 
lowing schedule  to  be  injurious  to  the  health  of  minors  within  the 


No.  34.]  STATE  INSPECTORS  OF  HEALTH.  533 

meaning  of  the  law,  provided  that  the  law  "shall  not  apply  to  any 
factory  wherein  such  special  measures  are  adopted  as  appear  to  the 
state  inspector  of  health  to  be  reasonably  practicable  and  meet  the 
necessities  of  the  case'*  (approved  July  7,  1910) :  — 

I.    Processes  involving  exposure  to  poisonous  dusts  or  substances. 

1.  Processes  in  the  manufacture  of  white,  red,  orange  or  yellow  lead. 

2.  Processes  in  the  manufacture  of  lead  pipe,  solder  and  plumbers' 

supplies. 

3.  Cutting  metal  articles  with  a  mixture  of  lead  and  tin,  or  lead 

alone. 

4.  Processes  involving  exposure  to  lead  and  the  dust  of  plumbago  in 

electrotjrping. 

5.  Processes  involving  the  handling  of  white  lead  or  lead  monoxide 

(litharge)  in  rubber  factories. 

6.  Lead  paint  grinding. 

7.  Lead  working  in  the  manufacture  of  storage  batteries. 

8.  File  cutting  by  hand. 

9.  Typesetting,  cleaning  or  handling  type  in  printing  offices. 
10.  Glazing  in  pottery  establishments. 

II.     Processes  involving  exposure  to  irritating  dusts. 

1.  Processes  involving  exposure  to  the  dust  of  graphite  in  the  manu- 

facture of  stove  polish. 

2.  The  operation  of  bronzing  in  the  lithographing  business,  and  the 

consequent  exposure  to  bronze  powder. 

3.  Cutlery  grinding,  and  grinding  or  polishing  in  the  manufacture 

of  machinery,  machine  parts  and  metal  supplies;  and  grinding, 
glazing  or  polishing  on  emery  or  buffing  wheels. 

4.  Cutting,  boring,  turning,  planing,   grinding,   doming,   facing  or 

polishing  pearl  shell. 

5.  Talc  dusting  in  rubber  works. 

6.  Sorting,  dusting,  cutting  or  grinding  rags. 

III.    Processes  involving  exposure  to  poisonous  gases  and  fumes. 

1.  Spreading  rubber  on  cloth  and  the  consequent  exposure  to  naphtha 

in  the  manufacture  of  rubber  goods. 

2.  The  use  of  naphtha  in  cement  work  in  rooms  in  shoe  and  rubber 

factories  which  are  not  provided  with  mechanical  means  of 
ventilation  where  the  mixture  containing  naphtha  is  allowed  to 
remain  in  uncovered  receptacles. 

3.  Processes  involving  exposure  to  naphtha  in  the  manufacture  of 

japanned  or  patent  leather. 

4.  Exposure  to  escape  of  fumes  or  gases  from  lead  processes. 
rV.    Processes  involving  exposure  to  irritating  gases  and  fumes. 

1.  (Massing  in  textile  factories. 

2.  Singeing  in  print  works,  bleaching  and  dyeing  works. 

3.  Dipping  metal  in  acid  solutions. 
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Y.    Processes  involving  exposure  to  extremes  of  heat  and  other  eonditioDS 
which  promote  susceptibility  to  disease. 
1.  Melting  or  annealing  glass. 

This  law  may  be  made  applicable  to  a  single  establishmenty  to  a  de- 
partment in  an  establishment^  or  even  to  a  single  minor.  From  an  edu- 
cational point  of  view  it  has  great  value.  It  insures  fair  treatment  to 
both  the  employer  and  the  minor.  To  illustrate  with  an  actual  case: 
in  an  establishment  where  minors  were  exposed  to  naphtha  and  the 
possibility  of  naphtha  intoxication,  there  were  a  large  number  of  uncov- 
ered receptacles  containing  naphtha,  so  that  the  State  Inspector  of  Health 
—  after  consultation  with  the- oflBce  of  the  State  Board  of  Health  — 
wrote  the  following  letter  to  the  employer:  — 

I  desire  to  call  your  attention  to  chapter  404  of  the  Acts  of  1910  and  to 
the  schedule  of  processes  declared  by  the  State  Board  of  Health  to  be  inju- 
rious to  health.  Your  attention  is  particularly  called  to  paragraph  2,  section 
III.,  in  the  list  of  processes.  In  your  making-up  department  there  are  a 
large  number  of  uncovered  receptacles  containing  naphtha  and  naphtha 
cement,  and  no  special  measures  are  adopted  which  appear  to  me  to  be 
reasonably  practicable  to  protect  the  minors  employed  in  that  department 
from  exposure  to  the  poisonous  fumes.  Unless  such  practicable  measures 
are  adopted  all  minors  under  eighteen  years  of  age  must  be  excluded  from 
that  department,  in  accordance  with  chapter  404  of  the  Acts  of  1910.  Kindly 
inform  me  as  to  what  steps  you  take  in  the  matter. 

The  result  was  a  letter  from  the  employer  requesting  consultation 
with  the  State  Inspector  of  Health.  This  request  was  granted,  and  a 
short  time  afterward  the  employer  sent  the  following  letter  to  the  in- 
spector :  — 

We  have  ordered  covers  for  all  of  the  naphtha  and  naphtha  cement  recep- 
tacles in  our  making  room,  in  accordance  with  your  snggestiona.  These 
undoubtedly  will  be  completed  at  an  early  date.  We  trust  that  this  action  is 
to  your  satisfaction. 

Another  type  of  order  resulted  in  the  following  case:  a  boy,  sixteen 
years  of  age,  was  found  at  work  in  a  fairly  well-ventilated  room,  coining 
in  contact  with  considerable  lead.  In  this  case  the  State  Inspector  of 
Health  was  directed  to  warn  the  boy  and  his  employer  to  take  excep- 
tional care  in  regard  to  keeping  the  workroom  clean  and  the  minor 
to  keep  himself  —  especially  his  hands  —  clean.  The  inspector  was 
further  instructed  to  make  a  physical  examination  of  the  minor,  and  to 
visit  the  establishment  a  month  later  to  learn  whether  sufficient  pre- 
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cautions  were  taken  to  protect  the  minor's  health,  and  to  make  a  second 
examination  of  the  minor's  physical  condition.  The  inspector  would, 
of  course,  explain  the  danger  from  the  oxidation  of  lead  particles  left 
lying  about  on  the  machines  and  floor,  and  point  out  the  danger  of 
handling  food  with  the  hands  before  thorough  cleansing.  In  other 
words,  we  recognize  an  educational  value  in  the  enforcement  of  the 
law  in  question,  and  try,  as  far  as  possible,  to  keep  the  minors  at  work 
without  endangering  their  health.  In  some  instances,  as,  for  example, 
in  a  dusty  trade,  the  minors  excluded  from  those  departments  wherein 
dust  was  generated  in  the  course  of  manufacture  have  been  permitted 
to  work  in  other  departments  of  the  same  industry  where  they  were 
not  exposed  to  injurious  influences  of  any  kind. 

SANITATION  OF  TENEMENT  WORKROOMS. 
A  law  of  the  Commonwealth  provides  that:  — 

A  room  or  apartment  in  a  tenement  or  dwelling  house  shall  not  be  used 
for  the  purpose  of  making,  altering,  repairing  or  finishing  therein  coats,  vests, 
trousers  or  wearing  apparel  of  any  description,  except  by  the  members  of 
the  family  dwelling  therein ;  and  a  family  which  desires  to  make,  alter,  repair 
or  finish  coats,  vests,  trousers  or  wearing  apparel  of  any  description  in  a 
room  or  apartment  in  a  tenement  or  dwelling  house  shall  first  procure  a 
license  therefor  from  a  state  inspector  of  health,  which  shall  be  approved  by 
the  state  board  of  health. 

The  largest  number  of  tenement  workrooms  is  located  in  Suffolk 
County ;  the  next  largest  number  is  in  District  No.  5 ;  a  smaller  number 
in  Districts  Nos.  7  and  9,  and  comparatively  few  in  several  of  the  other 
districts.  More  than  half  the  workrooms  in  Suffolk  County  are  in  the 
congested  tenement  districts.  The  work,  which  consists  of  finishing 
men's  trouserb,  is  done  by  the  women  of  the  family  to  increase  the 
family  income.  The  earnings  of  these  women  are  often  the  only  means 
of  support  of  the  entire  family. 

In  the  less  congested  districts  of  Suffolk  County,  and  elsewhere  in 
the  State,  the  work  which  the  women  do  consists  mainly  of  crocheting 
on  ladies'  undervests.  It  is  done  in  comfortable  homes,  where  the  sani- 
tary conditions  are  beyond  reproach,  and  for  astonishingly  low  wages, 
apparently  "  for  a  pastime  or  for  a  little  additional  ^  pin  money.' "  The 
only  danger  to  the  public  health  from  this  class  of  workrooms  consists 
in  the  occurrence  of  communicable  diseases  in  these  homes  and  the 
exposure  of  the  garments  made  or  finished  in  them  to  infectious  and 
contagious  matter.     In  the  workrooms  in  the  congested  tenement  dis- 
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tricts,  on  the  other  hand,  objectionable  conditions  in  the  homes  are  often 
founds  and  frequent  inspections  are  necessary  to  maintain  standards 
of  cleanliness  compatible  with  public  health. 

Dr.  Linenthaly  State  Inspector  of  Health  of  Suffolk  County,  describes 
his  work  on  "  The  Sanitary  Conditions  of  Tenement  House  Workrooms 
in  Suffolk  County,  and  their  Important  Relation  to  the  Public  Health,** 
as  follows :  — 

When  an  application  for  a  license  is  made  to  the  State  Inspector  of  Health 
the  premises  are  inspected  to  determine  the  number  of  rooms  occupied  by 
the  family,  the  number  of  inmates  and  the  sanitary  conditions,  such  as  the 
cleanliness  of  the  rooms,  especially  of  the  room  where  the  work  is  to  be  done. 
Inquiries  are  made  as  to  the  condition  of  the  health  of  the  inmates,  the  exist- 
ence of  any  contagious  skin  disease  among  the  members  of  the  family  and 
the  existence  of  communicable  disease  in  the  family  applying  for  the  license 
or  in  any  other  family  in  the  building.  If  all  the  conditions  are  satisfactory 
a  license  is  issued.  The  holder  of  the  license  is  instructed  that  good  sanitary 
conditions  must  be  maintained  in  the  home  tind  that  the  license  must  be 
promptly  returned  to  the  State  Inspector  of  Health  should  any  contagious 
disease  occur  in  the  family  or  among  any  of  the  occupants  of  the  building. 

If  the  premises  are  found  to  be  unclean,  if  there  is  overcrowding,  if  any 
communicable  disease  is  detected  in  any  member  of  the  family,  or  if  any 
evidence  is  found  of  contagious  skin  disease,  the  license  is  refused. 

When  a  license  is  issued,  a  record  of  it  containing  a  detailed  deseription 
of  the  premises  and  of  the  number  of  inmates  is  filed  in  the  office  of  the 
State  Inspector  of  Health.  This  record  is  referred  to  on  subsequent  inspec- 
tions. In  addition  to  such  records  a  carefully  registered  street  index  is  kept, 
so  that  the  number  of  workrooms  in  any  street  or  in  any  building  in  the 
district  can  be  had  on  reference. 

The  local  boards  of  health  submit  to  the  State  Inspector  of  Health  daily 
reports  of  the  occurrence  of  communicable  diseases  in  their  respective  cities. 
These  lists  are  examined  daily  and  checked  off  from  the  street  index  of  the 
tenement  workrooms,  so  that  the  occurrence  of  communicable  disease  in  a 
workroom  is  immediately  discovered.  If  any  such  disease  is  reported  from 
a  family  holding  a  license  to  work  on  wearing  apparel,  or  from  any  family 
in  the  building  where  a  license  is  held,  the  premises  are  visited  at  onee,  and, 
if  necessary,  the  license  is  revoked.  In  case  it  is  found  that  the  artidea  on 
which  work  is  done  are  exposed  to  infectious  material  the  local  board  of 
health  is  notified  to  take  such  action  as  the  public  safety  may  require. 

There  are  at  present  about  1,600  licensed  tenement  workrooms  in  the  dis- 
trict.  This  number  is  continually  changing.  Many  of  the  holders  of  lieeosei 
move  frequently,  and  new  licenses  have  to  be  issued  for  the  new  premises. 
Since  my  appointment  as  State  Inspector  of  Health  about  4,000  lieerasi 
have  been  issued  and  about  7,000  inspections  made.  Over  200  cases  of  eom- 
municable  diseases  have  been  investigated  and  the  necessary  steps  taken  to 
prevent  the  spread  of  disease  from  these  workrooms. 
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A  great  many  of  the  workrooms  are  located  in  the  congested  tenement 
district.  The  work  is  done  in  the  kitchen,  which  is  also  used  as  a  dining 
room  and  living  room.  In  these  workrooms  one  is  apt  to  find  conditions 
of  overci'owding;  dark,  poorly  ventilated  halls;  midean  water-closets;  bed- 
rooms with  windows  opening  into  narrow,  dirty  alleys,  into  air  shafts  or 
having  no  windows  at  all.  In  the  evening,  when  all  the  inmates  come  together, 
these  kitchen  workrooms  are  overcrowded,  and  the  finished  garments  may  be 
taken  into  the  bedrooms  and  placed  upon  the  beds  which  are  often  unclean. 
To  maintain  sanitary  conditions  in  these  workrooms  compatible  with  public 
health,  frequent  inspection  is  essential.  Subsequent  inspections  may  reveal 
conditions  of  undeanliness  and  overcrowding  which  did  not  exist  at  the  time 
the  license  was  issued. 

During  the  year  special  attention  was  given  to  the  frequent  inspection 
of  premises  in  the  congested  districts  where  licenses  were  held^  and 
efforts  were  directed  to  maintain  higher  sanitary  standards  in  these 
homes.  The  results  have  been  gratifying  in  many  respects.  The  women 
—  mostly  Italians  —  who  hold  the  licenses  in  the  tenement  districts  are 
learning  to  maintain  better  sanitary  conditions  in  the  home.  They  are 
gradually  being  educated  to  the  importance  of  decent  sanitary  standards. 
It  is  only  by  close  personal  contact  and  friendly  visits  to  their  homes 
that  these  people  can  be  reached.  The  general  educational  campaigns 
that  are  being  carried  on  by  means  of  exhibits,  lectures  and  distribution 
of  literature  do  not  reach  them  and  cannot  influence  them.  These  meth- 
ods are  beyond  the  reach  of  the  people  who  need  instruction  the  most. 
The  population  of  our  tenement  districts  cannot  be  educated  '^  en  masse,'' 
while,  on  the  other  hand,  personal,  intimate  and  friendly  contact  with 
a  visitor  to  the  homes  can  and  does  accomplish  a  great  deal.  Our  educa- 
tional campaign  against  tuberculosis,  to  be  effective,  will  have  to  include 
as  a  part  of  its  program  the  work  of  a  well-organized  force  of  visitors  to 
the  homes  of  our  tenement  dwellers,  where  there  is  a  great  field  for  good 
and  effective  work. 

The  direct  personal  instruction  was  supplemented  by  a  circular  printed  in 
Italian  which  was  left  at  the  home  with  each  license.  This  circular,  a  copy 
of  which  was  published  in  the  last  annual  report,  contains  suggestions  rela- 
tive to  the  sanitation  of  the  home.  That  there  is  a  greater  appreciation  on 
the  part  of  the  workers  of  the  purpose  of  inspection  can  be  seen  from  the 
fact  that  licenses  are  now  frequently  returned  to  the  State  Inspector  of 
Health  in  case  of  sickness  occurring  in  families  where  licenses  are  held. 
Twelve  licenses  were  sent  back  during  the  year  from  tenement  workers  be- 
cause of  sickness  in  the  family. 

Four  hundred  and  forty-eight  licenses  were  revoked  during  the  year,  either 
on  account  of  unsanitary  conditions,  such  as  undeanliness  or  overcrowding, 
or  on  account  of  the  occurrence  of  a  contagions  disease  in  the  house  or  in  a 
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member  of  the  family  holding  the  license.  The  most  freqnent  eanse  for 
revoking  licenses  was  the  removal  of  the  holder  of  the  license  without  noti- 
fying the  change  of  address. 

Outside  of  Suilolk  County  the  work  of  crocheting  on  ladies'  knitted 
underwear  comes  mainly  from  one  large  manufacturing  establishment. 
The  knitting  is  done  at  the  factory^  and  the  garments  delivered  to  the 
homes  of  the  persons  who  do  the  work.  Early  in  the  work  there  was 
no  system  in  operation  to  guard  the  health  of  the  public  from  the  pos- 
sibility of  the  spread  of  infection  in  the  homes  of  the  workers.  Persons 
ill  with  contagious  diseases  in  some  towns  were  released  from  quarantine 
when  the  danger  of  contagion  still  existed.  The  kind  of  disinfection 
which  was  carried  out  was  that  of  fumigating  only  the  room  where 
the  patient  slept^  although  the  patient  frequently  had  access  to  all  parts 
of  the  house.  When  a  case  of  contagious  disease  was  reported  from  a 
house^  agents  of  the  mill  frequently  took  any  infected  garments  foond 
in  the  house  to  another  house  to  be  finished^  thereby  making  it  possible 
for  the  infection  to  spread.  At  the  present  time  the  premises  where 
persons  are  ill  with  contagious  diseases  are  visited  by  the  State  Inspector 
of  Healthy  who  allows  no  goods  to  be  taken  from  an  infected  house  until 
such  action  is  taken  as  the  public  safety  may  require.  In  Suffolk 
County  75  licenses  were  revoked  on  account  of  contagious  diseases  as 
follows:  measles^  28;  scarlet  fever^  27;  diphtheria,  17;  tuberculosis,  3. 
Thirty  other  cases  were  investigated,  although  in  no  case  was  a  license 
revoked. 

In  but  few  instances  were  minors  found  at  work.  Six  girls,  fourteen 
years  of  age,  were  found  helping  with  the  sewing  after  school  hours. 
Children,  however,  were  frequently  observed  carrying  bundles  of  trousers 
to  and  from  the  shops,  although  as  a  rule  the  older  children  were  ob- 
served taking  care  of  the  younger  ones  while  the  mother  did  the  sewing. 
Dr.  Linenthal  concludes  as  follows:  — 

From  the  above  brief  outline  of  the  conditions,  methods  of  inspection  and 
licensing  of  tenement  workrooms,  it  is  clear  that  the  problem  is  pre-eminently 
and  exclusively  one  of  public  health.    To  quote  the  statute,  — 

Every  room  or  apartment  in  which  garments  or  articles  of  wearing  apparel 
arc  made,  altered,  repaired  or  finished  shall  be  kept  in  a  cleanly  condition  and 
shall  be  subject  to  the  inspection  and  examination  of  the  state  inspectors  of  health 
for  the  purpose  of  ascertaining  whether  said  room  or  apartment  or  said  gann^nts 
or  articles  of  wearing  apparel  or  any  parts  thereof  are  clean  and  free  from  vermin 
and  from  infectious  or  contagious  matter. 

Unlike  workers  in  factories  and  workshops  the  tenement  workers  cannot  be 
subjected  to  restrictive  legislation  as  to  hours  of  work,   employment    of 
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minors,  etc.  The  employment  of  minors,  in  fact,  is  very  rare  in  the  district; 
in  upwards  of  7,000  inspections  6  minors  were  observed  helping  with  the 
sewing  after  school  hours.  In  general,  the  older  children  take  care  of  the 
younger  ones  while  the  mother  does  the  sewing. 

While  the  primary  object  of  inspection  of  tenement  workrooms  is  to  guard 
the  public  health  from  the  spread  of  contagious  diseases  by  means  of  infected 
wearing  apparel,  it  accomplishes  a  great  deal  more  by  the  maintenance  of 
high  sanitary  standards  in  these  congested  tenement  homes.  The  friendly 
visits  to  these  homes  and  close  personal  contact  with  the  workers  have  beevf 
a  great  educational  force  in  the  development  of  higher  standards  of  hygienic 
living.  This  fact  becomes  evident  by  comparing  the  conditions  in  the  licensed 
flats  with  those  that  prevail  in  other  flats  of  the  same  building,  where  no 
licenses  are  held.  The  difference  in  the  sanitary  conditions  in  these  two 
classes  of  homes  is  often  very  striking. 

To  make  our  present  law  more  effective,  other  industries  carried  on  in  the 
homes,  such  as  the  manufacture  of  paper  boxes,  artificial  flowers,  base  balls, 
cigars  and  cigarettes,  tooth  brushes,  etc.,  should  be  included  in  the  provisions 
of  the  law  regulating  tenement  workrooms.  For  there  is  surely  danger  of 
disseminating  infection  by  means  of  these  articles  as  well  as  by  means  of 
wearing  apparel. 

Numerical  Data  for  all  Districts, 

Total  number  of  visits  to  tenement  workrooms, 3,623 

Number  of  licenses  granted, 2,103 

Number  of  licenses  refused, 59 

Number  of  licenses  revoked, 458 


SANITATION  OF  STATION  HOUSES. 

Following  is  a  brief  statement  as  to  the  sanitary  conditions  of  the 
police  station  houses,  lock-ups  and  houses  of  detention  in  the  Common- 
wealth. The  examination  of  the  buildings  was  made  by  the  State  In- 
spectors of  Health  in  accordance  with  the  provisions  of  Chapter  406 
of  the  Acts  of  1910. 

General  Conditions.  —  The  conditions  varied,  of  course,  in  different 
cities  and  towns,  each  one  presenting  special  problems.  In  the  larger 
cities  the  problem  of  overcrowding  was  prominent  on  account  of  the 
large  number  of  arrests,  particularly  on  Saturday  nights  and  holidays, 
when  two,  three  or  even  four  prisoners  were  put  in  cells  often  large 
enough  for  one  only.  In  the  smaller  towns,  on  the  other  hand,  the  main 
objection  was  to  sanitary  conditions,  particularly  in  those  places  where 
there  were  no  sewer  connections,  and  buckets  had  to  be  used  in  the  cells. 
In  a  number  of  the  smaller  towns  some  cells  were  found  in  cellars,  with 
no  light  and  ventilation,  many  of  them  damp  and  entirely  unfit  for 
use. 
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Location  and  Construction  of  Cells.  —  In  92  of  the  lock-upe  the  cellfl 
were  located  either  wholly  or  partly  below  the  street  level.  One  hundred 
and  fifty-three  had  the  cells  constructed  of  brick^  84  of  steel  or  iron 
and  28  of  wood.  For  the  most  part  they  had  cement  floors,  with  doors 
of  iron  bars. 

Cleanliness  of  Cells,  —  As  a  rule  the  cells  were  kept  fairly  clean.  In 
38  places  either  all  or  a  part  of  the  cells  were  found  dirty.  In  some  of 
them  conditions  were  very  objectionable.  The  piaster  of  the  walls  in 
certain  instances  was  cracked^  permitting  the  breeding  of  vermin,  of 
which  at  times  there  was  sufScient  evidence. 

Bedding.  —  In  a  large  number  of  station  houses  and  lock-ups,  because 
of  the  difficulty  of  keeping  the  bedding  clean,  the  use  of  bedding  was 
discontinued.  In  comparatively  few  places  where  bedding  was  used  were 
the  conditions  such  as  to  be  unobjectionable.  Often  the  mattresses  were 
found  dirty,  stained  with  vomitus  and  excreta,  and  even  had  the  attempt 
been  made  these  mattresses  could  not  have  been  properly  cleaned  or  ster- 
ilized. The  coverings  which  were  observed  in  use  were  in  many  instances 
dirty,  discarded  "comforters'^  and  padded  quilts,  showing  very  little 
effort  to  keep  them  in  a  cleanly  condition. 

Light  and  Ventilation,  —  All  the  cells  located  either  partly  or  wholly 
below  ground  received  their  light  and  ventilation  through  the  barred 
iron  doors  from  the  cell  rooms,  which,  in  the  majority  of  instances,  were 
in  themselves  poorly  lighted,  and  inadequately  ventilated  by  meaiu  of 
a  window  or  a  door  at  the  end  of  the  cell  room.  In  some  instances  grated 
openings  connected  with  a  flue  were  found,  either  near  the  floor  or  near 
the  ceiling  of  the  cells,  but  these,  as  a  rule,  did  not  help  in  the  ventila- 
tion of  the  cell,  as  tests  with  the  anemometer  did  not  disclose  any^  circu- 
lation of  the  air.  In  121  lock-ups  the  light  was  found  poor,  and  in  118 
the  ventilation  inadequate.  In  75  lock-ups  either  all  or  part  of  the 
cells  were  found  damp. 

Heating,  —  In  116  lock-ups  the  cell  rooms  were  heated  by  steam,  and 
in  69  stoves  were  used.  In  90  the  method  of  heating  was  not  given. 
With  the  exception  of  8  places  all  the  lock-ups  were  well  heated. 

Overcrowding,  —  Overcrowding  was  one  of  the  most  objectionable 
features  in  many  of  the  stations  in  the  large  cities.  Three  and  some- 
times four  prisoners  were  put  in  one  cell,  which  was  just  large  enough 
for  one  person.  The  air  space  per  capita  was  often  exceedingly  small, 
being  as  low  as  70  or  80  cubic  feet;  in  several  instances  the  minimum 
was  60,  and  in  one  case  as  low  as  48  cubic  feet  per  capita. 

Disposal  of  Sewage,  —  In  137  lock-ups  there  were  no  sewer  connec- 
tions and  buckets  were  used  in  the  cells.    Where  there  were  sewer  con- 
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nections  the  water-closets  were  flushed  from  the  outside  at  more  or  less 
irregular  intervals  by  the  oflBcer  in  charge  of  the  cell  room. 

Drinking  Cups  and  Dishes  used  for  Food.  —  Drinking  cups  furnished 
to  the  prisoners  were  in  the  great  majority  of  instances  tin  cups,  which 
were  objectionable  because  of  the  diflBculty  of  keeping  them  clean.  In 
many  lock-ups  these  were  found  rusty  and  battered.  In  a  few  lock-ups 
old  mugs  and  old  glasses  were  used.  These  were,  as  a  rule,  never  boiled, 
seldom  rinsed,  and  were  usually  dirty.  On  several  occasions  a  tin  drink- 
ing cup  was  noted  on  the  floor  of  a  cell  where  three  or  four  prisoners 
were  confined.  The  sides  and  rim  of  the  cups  were  soiled  with  expecto- 
ration. 

Food  is  almost  universally  obtained  from  without  the  station  or 
lock-up.  It  is  brought  from  the  home  of  the  keeper  or  janitor,  or  from 
an  adjoining  restaurant,  and  the  dishes  are  returned  afterwards  to  the 
places  whence  they  came,  there  to  be  washed  and  cared  for. 


INSPECTION  OF  SLAUGHTERHOUSES. 

During  the  year  more  than  132  inspections  of  slaughterhouses  were 
made  and  62  visits  to  markets. 

Slaughterhouse  conditions  in  general  showed  noticeable  improvement 
as  compared  with  conditions  found  the  previous  year,  and  there  was 
evident  a  distinctly  greater  effort  to  prevent  violations  of  the  law. 

The  opinion  was  again  expressed  that,  in  order  to  secure  satisfactory 
inspection,  all  slaughtering  should  be  done  in  municipal  slaughterhouses, 
under  the  supervision  of  trained  officials,  instead,  as  at  present,  of  the 
conmion  practice  of  slaughtering  at  many  scattered  establishments, 
often  unfit,  with  inspectors  who  have  had  no  training  and  who  have  no 
special  knowledge  to  fit  them  for  the  work. 

As  illustrating  some  of  the  difficulties  associated  with  the  inspection 
of  slaughtering,  an  instance  was  mentioned  where  a  proprietor  of  a 
slaughterhouse  was  forbidden  to  carry  on  business  in  one  town,  but 
within  three  weeks  the  same  proprietor  was  granted  a  license  to  slaughter 
in  an  adjoining  city,  and  that,  too,  without  any  previous  inspection  of 
the  premises  to  ascertain  whether  they  were  suitable,  and  notwithstand- 
ing the  fact  that  the  licensing  board  knew  of  the  reasons  why  he  had 
been  forbidden  to  carry  on  business  in  the  adjoining  town. 

In  two  instances  meat  not  properly  stamped  was  condemned. 

In  the  town  of  Lynnfield  there  were  two  prosecutions  for  conducting 
a  slaughterhouse  without  a  license.  Conviction  was  secured  in  both 
cases,  one  being  fined  $50  and  the  second  case  being  placed  on  file. 
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Eighteen  conferences  were  held  with  meat  inspectors  and  boards  of 
health  relative  to  the  work  of  inspection. 

Conditions  noted  specifically  in  certain  towns  are  as  follows :  — 

Acushnet,  —  Inspection  is  thorough.    No  violations  of  the  law  known. 

Aihol.  —  The  building  is  much  improved  over  a  year  ago,  but  is  still  un- 
satisfactory. 

Berkley,  —  There  are  no  known  violations  of  the  law. 

Cambridge.  —  At  three  slaughterhouses  in  North  Cambridge  conditions 
were  found  satisfactory,  and  inspectors  were  present  at  the  time  of  slaughter- 
ing. 

Dartmouth,  —  Conditions  are  improved,  but  still  unsatisfactory.  There  is 
probably  more  or  less  slaughtering  without  inspection. 

Dight<m,  —  Inspection  of  slaughtering  is  strict  and  satisfactory. 

Fairhaven,  —  Inspection  is  satisfactory,  and  no  violations  of  the  law  are 
known. 

Fall  River.  —  All  licensed  slaughterers  are  required  to  do  slaughtering  in 
one  slaughterhouse.  Permits  are  issued  daily,  and  no  slaughtering  is  done 
in  the  absence  of  the  inspector. 

Fitchhurg,  —  The  slaughterhouse  is  a  good  building,  with  cement  floor  and 
walls,  with  good  drainage,  light  and  ventilation.  There  is  a  well-arranged 
refrigerator  and  running  water. 

Freetown,  —  There  is  but  little  slaughtering,  and  no  violations  of  the  law 
are  permitted. 

Lunenburg,  —  The  walls  of  the  slaughterhouse  have  been  improved  by  the 
use  of  zinc  plates  4  feet  high.  Drainage  has  been  improved,  and  running 
water  is  about  to  be  installed. 

Marion,  —  No  violations  of  the  law  are  known. 

Mattapoisett,  —  No  violations  of  the  law  are  known. 

MidcUehorough,  —  A  new  inspector  has  been  appointed  and  the  inspectioo 
is  efficient 

New  Bedford,  —  All  slaughtering  must  be  done  in  one  place.  No  carcasses 
are  permitted  to  pass  without  legal  inspection. 

Rehoboth,  —  An  inspector  is  paid  $800  for  the  work  of  inspection,  and 
devotes  most  of  his  time  to  the  work.  There  is  a  suspicion  that  certain  li- 
censees from  without  the  State  evade  the  law,  but  the  authorities  deny  this. 

Rochester.  —  A  large  slaughtering  business  is  done.  The  inspector  is  a 
licensed  slaughterer,  and  a  selectman  is  also  meat  inspector.  There  are  fre- 
quent complaints  that  "  bob  "  veal  from  this  town  finds  its  way  to  the  markets 
of  Fall  River,  New  Bedford  and  Brockton. 

Seekonk,  —  The  inspection  of  slaughtering  is  fairly  carried  out,  but  there 
is  reason  for  thinking  that  many  carcasses  are  brought  in  from  over  the  line 
(Rhode  Island)  without  inspection. 

Sterling,  —  The  slaughterhouse  has  a  cement  fioor  and  cement  walla,  with 
good  drainage,  light  and  ventilation.  There  is  running  water  and  a  good 
refrigerator. 
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Som/irset.  —  Inspection  is  Batisfactoiy;  violations  of  the  law  are  not  sus- 
pccicu* 

Southampton.  —  The  slaughterhouse  is  satisfactory. 

Swansea.  —  Inspection  is  thorough  and  satisfactory. 

Westport.  —  Conditions  are  much  improved.  Inspection  is  probably  thor- 
ough, but  there  is  much  dissatisfaction  with  the  fees  charged. 


SPECIAL  STUDIES  OR  INVESTIGATIONS. 

In  addition  to  the  routine  work  and  the  usual  methods  of  procedure 
of  the  State  Inspectors  of  Health  in  the  enforcement  of  the  statute  pro- 
visions, opportunity  was  given  to  all  of  the  men  to  become  exceptionally 
proficient  in  some  one  or  more  branches  of  public  health  work.  The 
subjects  thus  specifically  dealt  with  during  the  present  year  and  the 
names  of  the  men  who  made  original  investigations  are  as  follows :  — 

I.  On  certain  phases  of  the  tuberculosis  problem :  Doctors  Coon,  Simpson, 
Hitchcock  and  Jones. 

II.  On  the  tenement-house  problem:  Dr.  linenthal. 

m.  On  the  regulation  of  artificial  moisture  and  heat  in  textile  factories: 
Doctors  MacKnight,  Coon,  Simpson  and  Fish. 

lY.  On  the  health  of  persons  employed  in  spinning  and  weave  rooms  in 
textile  mills :  Dr.  Coon. 

y.  On  devising  some  practical  method  for  the  detection  of  injurious 
amounts  of  irritating  or  poisonous  dust  in  the  air  of  factory  workrooms 
(actual  experiments  and  tests  made  in  connection  with  the  occupational  proc- 
esses) :  Dr.  Walcott 

VI.  On  the  health  of  minors  in  factories  in  relation  to  the  kind  of  work 
done  and  the  conditions  to  which  the  minors  are  exposed :  Doctors  Washburn, 
Coon  and  Fish. 

VII.  On  the  protection  of  persons  exposed  to  lead  dust,  fumes  and  vapors : 
Doctors  Linenthal,  Morse  and  Walcott. 

Vin.    On  provisions  for  the  injured  in  different  occupations:  Dr.  Walcott. 

IX.  On  the  protection  of  workers  in  foundries:  Doctors  MacKnight  and 
Linenthal. 

X.  On  the  hygiene  of  occupation  (general  work  covering  many  occupa- 
tions) :  Doctors  Washburn  and  Walcott. 

XI.  On  the  practical  use  of  chemical  disinfectants  (laboratory  and  field 
experiments) :  Dr.  Walcott. 

It  should  be  stated  that  the  presence  of  a  man's  name  under  some 
topics  but  not  under  others,  or  the  absence  of  his  name,  does  not  neces- 
sarily indicate  his  lack  of  special  familiarity  with  any  particular  subject. 

While  it  is  true  that  in  some  instances  the  men  have  traveled  beyond 
their  own  health  district  lines,  in  order  to  get  the  desired  information, 
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It  should  be  said  that  one  health  district  may  afford  opportunities  for 
investigation  along  certain  lines  which  are  nearly  or  entirely  absent  in 
another  district. 

Finally^  the  good  spirit  in  which  such  work  is  conducted  permits  the 
recognition  of  special  qualifications  in  different  individuals,  thereby 
making  district  boundaries  of  minor  importance  in  the  accomplishment 
of  the  desired  results. 


CHEMICAL  DISINFECTION.  —  FUMIGATION  EXPERIMENTS. 

By  Wm.  W.  Walcott.  M.D.,  Sute  Inspector  of  Health. 

The  following  experiments  were  undertaken  to  test  the  value  of  chemical 
disinfection  after  disease.  They  were  carried  out  as  nearly  under  service  ocm* 
ditions  as  possible;  that  is,  ihe  tests  were  made  under  conditions  closely 
simulating  those  found  after  a  case  of  disease,  and  in  the  manner  in  which 
the  average  disinfector  does  his  work. 

Two  rooms  were  used  in  the  diphtheria  building  of  the  Newton  HospitaL 
They  were  alike  in  all  respects,  except  that  room  2,  the  control  room,  had 
a  fireplace,  whereas  room  1,  the  test  room,  had  none.  Each  contained  an 
ordinary  hospital  bed,  a  glass  and  iron  bed  stand  and  a  wooden  chair;  each 
had  a  window,  a  door,  with  a  transom  over  it,  a  register  and  a  ventilating  duct 
The  register  and  ventilator  were  covered  with  paper  gmnmed  to  the  wall,  the 
transom  and  window  were  sealed  with  ordinary  adhesive  paper  strips,  and 
at  each  test  the  keyhole,  knob  socket  and  cracks  around  the  door  were  stuffed 
with  absorbent  cotton. 

Each  room  contained  1,057  cubic  feet  Room  1  faces  W.  N.  W.  and  room  2, 
E.  S.  E. 

The  test  cultures  were  taken  from  patients  in  the  diphtheria  and  scariet 
fever  wards,  and  from  suppurating  wounds,  and  were  "  fresh  cultures  ^  ex- 
cept where  otherwise  noted. 

The  method  of  obtaining  the  cultures  was  as  follows:  swabs  were  taken, 
and  blood  serum  tubes,  inoculated  from  the  swabs,  were  incubated  for  twenty- 
four  hours.  At  the  end  of  that  time,  sterile  cloths  inoculated  tram  the  cul- 
tures were  placed  at  different  levels  in  the  rooms  or  smears  placed  on  the 
walls  or  floor,  and  exposed  to  the  disinfectant  for  twenty-four  hoars.  At 
the  end  of  that  time  the  rooms  were  opened  and  blood  serum  tubes  inoenlated 
from  the  test  cultures. 

The  inoculations  were  made  by  moistening  sterile  swabs  in  sterile  water 
and  rubbing  them  over  the  test  cultures.  The  tubes  were  then  incubated  for 
twenty-four  hours,  at  the  end  of  which  time  slides  were  examined  and  the 
growths  checked  against  those  of  the  original  cultures.  If  no  growth  was 
found  at  the  end  of  twenty-four  hours  the  incubation  was  continued  for  forty- 
eight  hours,  and,  if  necessary,  for  seventy-two  hours.  If  no  growth  was  found 
at  the  end  of  that  time,  the  culture  was  considered  sterile. 
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Formalin  (40  per  cent,  solution)  was  the  disinfectant  used.  Various 
methods  of  generating  the  gas  were  tried;  viz.,  the  Sanitary  Construction 
Company's  regenerator,  the  permanganate  method;  aluminum  sulphate, 
chloride  of  calcium  and  certain  proprietary  forms  of  so-called  "  solid  formalde- 
hyde." These  latter  were  used  strictly  according  to  the  printed  directions, 
except  that  double  the  required  amount  of  the  preparation  was  sometimes 
used. 

Experiment  No,  1.  —  Six  test  cultures  on  cloth.  Cultures  placed  on  bed,  mantel 
and  floor;  2  cultures  on  each  level;  1  staphylococcus  aureus;  1  streptococcus. 
Amount  of  formalin,  ^xv  from  Sanitary  Construction  Company's  regenerator. 
Blood  serum  tubes  inoculated  and  incubated  for  twenty-four  hours. 

Twenty-four  Hour  Incubation. 

Culture.  Room  1.  Room  2. 

Floor:  — 

Staphylococcus  aureus, Positive,  Positive. 

Streptococcus, Positive,  Positive. 

Bed:  — 

Staphylococcus  aureus, Positive,  Positive. 

Streptococcus, Positive,  Positive. 

Mantel :  — 

Staphylococcus  aureus, Positive,  Positive. 

Streptococcus, Positive,  Positive. 

Experiment  No,  IS,  —  Conditions  and  tests  same  as  in  experiment  No.  1,  but 
only  formalin   |xiii  used. 

After  seventy-two  hours'  incubation  both  the  test  cultures  and  controls  remained 
sterile,  there  being  evidently  some  error  in  technique.^ 

Experiment  No.  S.  —  Test  cultures  used:  No.  1,  mixed  culture  from  diphtheria 
patient,  containing  KL  and  streptococci ;  No.  2,  streptococci  (second  remove) ; 
No.  3,  staphylococci  (third  remove) ;  No.  4,  culture  from  nose  of  scarlet  fever 
patient,  containing  KL  and  streptococci ;  No.  5,  culture  from  nose  of  scarlet  fever 
patient,  containing  streptococci  (no  KL). 

Cultures  placed  as  follows:  No.  1,  smeared  on  the  wall  about  5  feet  from  floor; 
wall  not  sterilized.  No.  la,  on  cloth,  placed  on  the  floor.  No.  2,  on  cloth,  placed 
on  the  bed.  No.  3,  on  cloth,  placed  on  the  chair.  No.  4,  on  cloth,  placed  on  bed 
stand.  No.  5,  on  cloth,  placed  on  bed  stand.  Controls  in  corresponding  situations 
in  room  2. 

Disinfectant  used:  formalin  40  per  cent.,  amount  §xvi,  Sanitary  Construction 
Company's  regenerator. 

Inoculations  made  twenty-four  hours  later  on  blood  serum  tubes,  except  No.  2 
and  No.  3,  which  were  made  on  agar. 
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Twenty-four  Hour  Incubation, 

Culture.  Room  I. 

No.  1, Positive, 

No.  la, Positive, 

No.  2 Negative, 

No.  3, Positive, 

No.  4 Positive, 

No.  .5, Positive, 

Forty-eight  Hour  Incubation. 

Culture.  Room  I. 

No.  1, Positive, 

No.  la, Positive, 

No.  2, Negative, 

No.  3, Positive, 

No.  4, Positive, 

No.  5, Positive, 


Room  2. 
Positive. 
Positive. 
Negative. 
Positive. 
Positive. 
Positive. 


Room  2. 
Positive. 
Positive. 
Negati 
Positive. 
Positive. 
Positive. 


Seventy-two  Hour  Incubation. 
Same  as  forty-eight  hour  incubation. 


Experiment  No,  4.  —  Cultures  used:  No.  1,  streptococci;  No.  2,  mixed  enltnre; 
No.  3,  staphylococcus  aureus  (transplant) ;  No.  4  and  No.  5,  same  as  in  experiment 
No.  3;  No.  6  and  No.  6a,  KL. 

Culture  No.  1,  on  cloth  placed  on  foot  of  bed;  No.  2,  on  cloth,  middle  of  bed; 
No.  3,  on  cloth,  head  of  bed;  No.  4,  on  pillow;  No.  5,  on  cloth  on  chair;  No.  6, 
on  wall;  No.  6a,  on  cloth  on  floor.    Controls  the  same. 

Amount  of  formalin,    ^xxviii,  Sanitary  Construction  Company's  regenerator. 

Twenty-four  hours  later,  inoculations  were  made  on  blood  serum  tubes  and  plaeed 
in  incubator. 

Twenty- four  Hour  Incubation. 

Culture.  Room  1.  RoomS. 

No.  1, Positive,  Positive. 

No.  2, Positive,  Posittm. 

No.  3 Negative,  Negative. 

No.  4, Negative,  Positive. 

No.  5, Positive,  Pomtire. 

No.  6, Negative,  Positive. 

No.  6a, Negative,  PoaitiTe. 

Forty-eight  Hour  Incubation, 

Culture.  Room  I.  Room  2. 

No.  1, Positive,  PoshiTB. 

No.  2, Positive,  •-    ... 

No.  3 Negative, 

No.  4 Negative, 

No.  5, Positive, 

No.  6, Positive,  Positive. 

No.  6a, Negative,  PontiveL 
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Seventy-two  Hour  Incubation. 
Same  as  forty-eight  hour  incubation. 

Experiment  No.  5.  —  Cultures  used:  No.  1,  streptococci;  No.  2,  staphylococci 
aurei;  No.  3,  same  as  No.  5  in  experiment  No.  4. 

Culture  No.  1,  oil  cloth  on  bed;  No.  2,  on  cloth  on  bed;  No.  3,  on  pillow.  Con- 
trols the  same. 

Amount  of  formalin  used,  ^xviii.  Sanitary  Construction  Company's  regenerator. 

Twenty-four  hours  later,  inoculations  were  made  on  blood  serum  tubes. 


Twenty-four  Hour  Incubation, 

Culture.  Room  1. 

No.   1, Positive, 

No.   2, Positive, 

No,   3, Positive, 


Room  2. 
Positive. 
Positive. 
Positive. 


Experiment  No.  6.  —  Cultures  used :  No.  1,  mixed  culture,  KL  and  streptococci ; 
No.  2,  staphylococci  aurei  and  streptococci;  No.  6,  pure  culture  staphylococci  aurei. 

No.  1  placed  on  pillow;  No.  2,  middle  of  bed;  No.  3,  foot  of  bed.  Controls 
the  same. 

Disinfectant  used:  permanganate  of  potash  |x,  formalin,  40  per  cent,,  5  ^^' 
Experiment  a  failure.    All  tubes  sterile  after  seventy-two  hours*  incubation. 

Experiment  No,  7.  —  Cultures  used:  No.  1,  mixed  culture,  containing  strepto- 
cocci; No.  2,  pure  culture  staphylococci  aurei.  Inoculated  on  cloths  and  placed 
on  floor,  bed  and  mantel.    Controls  the  same. 

Disinfectant  used:  1%  pounds  quick  lime,  12  ounces  formalin  and  aluminum 
sulphate,  4  ounces  water. 

Inoculations  made  at  end  of  twenty- four  hours  on  blood  serum  tubes. 


Twenty-four  Hour  Incubation. 

Culture.  Room  1. 

No.  1,  floor, Negative, 

No.  2,  floor, Negative, 

No.  1,  bed, Positive, 

No.  2,  bed, Positive, 

No.  1,  mantel, Negative, 

No.  2,  mantel, Positive, 

Forty-eight  Hour  iTumbation. 

Culture.  Room  1. 

No.  1,  floor,  .         .         .  ■ Positive, 

No.  2,  floor, Positive, 

No.  1,  bed, Positive, 

No.  2,  bed, Positive, 

No.  1,  mantel, Negative, 

No.  2,  mantel, Positive, 


Room  2. 

Negative. 

Positive. 

Positive. 

Negative. 

Negative. 

Positive. 


Room  2. 
Positive. 
Positive. 
Positive. 
Positive. 
Positive. 
Positive. 
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Seventy-two  Hour  Incubation, 
Same  as  forty-eight  hour  incubation. 

Experiment  No,  8,  —  Cultures  used:  same  as  in  experiment  No.  7,  and  placed 
similarlj. 

Disinfectant  used:  permanganate  of  potash,  ^viiiy  formaUn,  40  per  eent., 
|xvi. 

Inoculations  made  on  blood  serum  at  the  end  of  twenty-four  hours. 


Twenty-four  Hour  Incuhatum, 

Culture.  Room  1. 

No.  1,  floor, Negative, 

No.  2,  floor, Positive. 

No.  1,  bed, Negative, 

No.  2,  bed, Positive, 

No.  1,  mantel, Positive, 

No.  2,  mantel, Positive, 

Forty-eight  Hour  Incubation, 

Culture.  Room  1. 

No.  1,  floor, Negative, 

No.  2,  floor, Positive, 

No.  1,  bed, Positive, 

No.  2,  bed, Positive, 

No.  1,  mantel, Positive, 

No.  2,  mantel, Positive, 


Room  2. 

Positive. 

Positive. 

Negative. 

Positive. 

Positive. 

Positive. 


Rooml. 


Positive. 
Positive. 


Positive. 
Positive. 


8eventy-two  Hour  Incubation, 
Same  as  forty-eight  hour  incubation. 

Experiment  No.  9.  —  Cultures  used:  same  as  in  experiments  No.  7  and  No.  S, 
and  placed  at  same  level.  These  cultures  were  four  removed  from  the  original 
source. 

Disinfectant  used:  permanganate  of  potash,   ^ix,  formalin,  40  per  cent.,   SxriiL 

Inoculations  made  on  blood  serum. 


Twenty-four  Hour  Incubation. 

Culture.  Room  1. 

No.  1,  floor, Negative, 

No.  2,  floor, Negative, 

No.  1,  bed, Negative, 

No.  2,  bed, Negative, 

No.  1,  mantel, Negative, 

No.  2,  mantel, Negative, 


RooaX. 

Positive. 

Positive. 

Positive. 

NcgatinL 

Positive. 
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Forty-eight  Hour  Incubation. 

Culture.  Room  1. 

No.  1,  floor, Negative, 

No.  2,  floor, Positive, 

No.  1,  bed, Negative, 

No.  2,  bed, Negative, 

No.  1,  xnantel, Negative, 

No.  2,  mantel, Positive, 

Seventy-two  Hour  Incuhation, 
Same  as  forty-eight  hour  incubation. 


Room  2. 
Positive. 
Positive. 
Positive. 
Negative. 
Positive. 
Positive. 


Experiment  No.  10.  —  Cultures  used:  No.  1,  mixed  culture  (second  remove),  KL 
and  streptococci;  No.  2  and  No.  3,  same  as  in  experiments  Nos.  7,  8  and  9.  No.  1, 
on  pillow,  No.  2  and  No.  3,  on  floor  and  mantel. 

Disinfectant  nsed:  permanganate  of  potash,    ^x,  formalin,  | 

Inoculations  made  on  blood  serum  after  twenty-four  hours. 


Twenty-four  Hour  Incubation. 
Culture.  Room  1. 

No.  1,  pillow, Negative, 

No.  2,  floor,  . Negative, 

No.  3,  floor, Positive, 

No.  2,  mantel, Negative, 

No.  3,  mantel, Positive, 

Forty-eight  Hour  Incubation. 
Same  as  twenty-four  hours. 

Seventy-two  Hour  Incubation. 
Same  as  forty-eight  hour  incubation. 


Room  2. 
Negative. 
Positive. 
Positive. 
Positive. 
Positive. 


Experiment  No.  11.  —  Cultures  used:  No.  1,  from  patient  in  diphtheria  ward, 
containing  KL  and  streptococci;  No.  2,  from  patient  in  diphtheria  ward,  containing 
Kli  and  streptococci;  No.  3,  KL  (third  remove).    Cultures  all  placed  on  the  bed. 

Disinfectant  used:  disinfecting  candle,  said  to  be  enough  for  2,000  cubic  feet. 


Twenty-four  Hour  Incubation. 

Culture.                                                                                                     Room  1.  Room  2. 

No.  1, Positive,  Positive. 

No.  2, Positive,  Positive. 

No.  3, Positive,  Positive. 

Experiment  No.  IfS.  —  Cultures  used:  No.  1,  mixed  culture  from  diphtheria  pa- 
tient, mainly  KL;  No.  2,  streptococci;  No.  3,  staphylococci  aurei. 

Disinfectant  used:    permanganate  of  potash,  ?    xviii,  formalin,  40  per  cent., 
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Twenty-four  Hour  Incubation, 
Culture.  Room  1. 

No.  1, Negative, 

No.  2, Positive, 

No.  3, Positive, 

Forty-eight  Hour  Incubation, 
Culture.  Room  1. 

No.  1, Positive, 


Room  2. 
Positive. 
Positive. 
Positive. 


Room  S. 
Positive. 


Experiment  No,  IS,  —  Cultures  used:  No.  1,  from  nose  of  scarlet  fever  patient, 
mixed  culture,  with  streptococci  predominating;  No.  2,  from  nose  of  scarlet  fever 
patient,  mixed  fungus  and  staphylococci ;  No.  3,  from  nose  of  scarlet  fever  patient, 
mixed,  with  streptococci  predominating;  No.  4,  from  diphtheria  patient,  mixed, 
with  KL  predominating;  No.  4a,  same.  Cultures  placed:  No.  1,  No.  2  and  No.  3. 
on  bed;  No.  4,  on  cloth  on  floor;  No.  4a,  smeared  on  wall. 

Disinfectant  used:  International  Grerm  Destroyer,  using  solid  formaldehyde,  said 
to  be  sufficient  for  2,000  cubic  feet. 

Inoculations  were  made  on  blood  serum. 


Twenty-four  Hour  Incubation, 

Culture.  Room  1. 

No.  1, Positive, 

No.  2, Positive, 

No.  3, Positive, 

No.  4, Negative, 

No.  4a, Negative, 


Room  2. 

Positive. 

Positive. 

Positive. 

Positive. 

Positive. 


Forty-eight  Hour  Incubation, 


Culture. 
No.  4, 
No.  4a, 


Room  1. 

Positive, 

Positive, 


Room  2. 

Positive. 
Positive. 


Experiment  No.  14.  —  Each  of  three  scarlet  fever  patients  blew  his  nose  into 
two  bits  of  sterile  gauze,  and  the  gauze  was  placed  at  different  levels  in  each  room. 

Disinfectant  used  was  International  Germ  Destroyer,  using  solid  formaldehyde, 
said  to  be  sufficient  for  2,000  cubic  feet  of  air  space.  The  cultures  were  mixed, 
with  streptococci  predominating. 

Inoculations  were  made  on  blood  serum. 


Twenty-four  Hour  Incubation, 

Culture.  Rooml. 

No.  1, Positive, 

No.  2, Positive, 

No.  3, Positive, 


Room  3. 
Positivf. 
Positive. 
Positive. 


Experiment  No,  15.  —  Cultures  used:  No.  1,  from  nose  of  scarlet  fever  patieat, 
mixed  culture,  streptococci;  No.  2,  from  nose  of  scarlet  fever  patient,  mixed  cul- 
ture, streptococci  and  few  KL.    Cultures  placed  on  floor  close  to  generator. 
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Disinfectant  used:    two  Depree  candles,  using  a  form  of  solid  formaldehyde, 
each  candle  said  to  be  good  for  1,000  cubic  feet  of  air  space. 
Inoculations  were  made  on  blood  serum. 


Twenty-four  Hour  Incubation. 
Culture.  Room  1. 

No.  1, Negative, 

No.  2, Positive, 

Forty-eight  Hour  Incubation. 
Culture.  Room  1. 

No.  1, Positive, 

No.  2, Positive, 

Seventy-two  Hour  Incubation. 
Same  as  forty-eight  hour  incubation. 


Room  2. 
Positive. 
Positive. 


Room  2. 

Positive. 
Positive. 


Experiment  No.  16.  —  Cultures  used:  No.  1,  KL;  No.  2,  KL;  No.  3,  KL,  from 
three  different  sources. 

Disinfectant  used:  four  Depree  candles,  same  as  in  experiment  No.  15.         . 
Inoculations  were  made  on  blood  serum. 


Twenty-four  Hour  Incubation. 

Culture.  Room  I.  Room  2. 

No.  1, Positive,  Positive. 

No.  2, Positive,  Positive. 

No.  3, Negative,  Positive. 

Forty-eight  and  Seventy-two  Hour  Incubations. 
Same  as  twenty-four  hour  incubation. 

Experiment  No.  17.  —  Two  cloths,  inoculated  with  cultures  from  patients  in 
diphtheria  ward,  were  placed  on  the  floo»  within  8  inches  of  the  generator.  Culture 
No.  1  was  mixed,  but  B.  diphtheria  predominated;  almost  pure  culture.  Culture 
No.  2,  mixed  streptococci  and  KL. 

Disinfectant  used:  International  Germ  Destroyer,  using  a  form  of  solid  formal- 
dehyde designed  to  disinfect  2,000  feet  of  air  space. 

Inoculations  were  made  on  blood  serum. 

The  disinfector  worked  imperfectly,  about  one- third  by  weight  of  the  substance 
being  left. 

Twenty-four  Hour  Incubation. 

Culture.  Room  1.  Room  2. 

No.  1, Positive,  Positive. 

No.  2, Positive,  Positive. 

Experiment  No.  18.  —  Two  sterile  cloths  were  inoculated  directly  from  a  swab 
taken  from  the  throat  of  a  diphtheria  patient.  Two  sterile  cloths  were  inoculated 
with  a  bit  of  membrane  which  came  away  on  the  swab.  A  blood  serum  tube  was 
also  inoculated  from  the  swab  and  put  in  incubator.    One  cloth  (No.  1)  inoculated 
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from  swab  and  one  cloth  (No.  2)  inoculated  with  membrane  put  on  floor  in  each 
room.    In  room  1  both  cloths  laid  between  the  disinfectors. 

Disinfectant  used:  two  Formacone  Company's  fumigators,  each  marked  '* suffi- 
cient to  disinfect  a  room  containing  1,000  cubic  feet  of  air  space.^ 

Inoculations  were  made  on  blood  serum.  No  twenty-four  hour  examination  wu 
made,  but  both  tubes  showed  a  growth. 

Forty-eight  Hour  Incubation. 

Culture.  Room  1.  Room  1 

No.  1, PoBitiye,  Positire. 

No.  2, Positive,  Positive. 

Examination  of  control  tube,  inoculated  from  swab,  showed  KL  and  some  strep- 
tococci. 

Experiment  No.  19,  —  Two  test  cloths,  inoculated  with  swab  from  patient  in 
diphtheria  ward,  patient  having  positive  culture  (No.  1  and  No.  2) ;  No.  3  inocu- 
lated with  nearly  pure  culture  of  B,  diphtheria.    Controls  the  same. 

Tests  laid  on  floor  between  two  Johnson  &  Johnson  candles,  each  candle  said  to 
be  sufficient  for  1,000  cubic  feet  of  air  space.  On  opening  the  room  it  waa  found 
that  No.  1  and  No.  2  had  been  burned.    Inoculation  was  made  from  No.  3. 

Twenty-four  hour  incubation  showed  nearly  pure  culture  of  KL. 

Experiment  No.  ISO.  —  A  practical  repetition  of  No.  19.  Culture  No.  1,  nearlj 
pure  B.  diphtheria;  No.  2,  mixed,  streptococci  and  B.  diphtheria.  Tests  placed  on 
floor  between  the  f umigators,  with  precautions  against  destruction  by  Are  from  the 
candles. 

Disinfectant  used:  two  Johnson  &  Johnson  candles,  as  above. 

Inoculations  were  made  on  agar  tubes. 

No  twenty-four  hour  examination. 

Forty-eight  Hour  Incubation. 

Culture.  Room  1.  Room  2. 

No.  1, Positive,  Positive. 

No.  2, Positive,  Positive. 

Experim€7it  No.  21.  —  Cultures  used:  No.  1,  from  patient  in  diphtheria  ward, 
containing  KL  and  cocci;  No.  2,  streptococci. 

Disinfectant  used:  1  ounce  of  International  solid  formaldehyde,  furnished  by 
agent  and  said  by  him  to  be  amply  sufficient  for  thoroughly  disinfecting  1,000 
cubic  feet  of  air  space. 

Inoculations  were  made  on  blood  serum. 

Twenty-four  Hour  Incubation. 

Culture.                                                                                                             Room  1.  Room  1 

No.  1, Positive,  Positive. 

No.  2, Positive,  Positive. 

Experiment  No.  22.  —  Cultures  used:  same  as  in  experiment  No.  21. 
Disinfectant  used:  same  as  in  experiment  No.  21. 
Inoculations  were  made  on  agar. 
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Twenty-four  Hour  Incubation, 
Culture.  Room  1. 

No.  1, Positive, 

No.  2, Positive, 


Room  2. 
Positive. 
Positive. 


Experiment  No,  SS,  —  Cultures  used:  No.  1,  same  as  No.  1  in  experiments  No. 
21  and  No.  22;  No.  2,  culture  from  suppurating  wound  containing  streptococcii 
B,  pyoeyaneovs,  B,  coU  communis;  No,  3,  culture  from  nose  of  scarlet  fever  patient, 
containing  streptococci  and  staphylococci;  No.  4,  culture  containing  KL  and  strep- 
tococci from  diphtheria  patient. 

Disinfectant  used:  2  ounces  of  International  solid  formaldehyde  (as  in  experi- 
ments No.  21  and  No.  22)  sufficient  to  disinfect  2,000  cubic  feet  of  air  space. 

Inoculations  made:  No.  1  and  No.  3  on  agar;  No.  2  and  No.  4  on  blood  serum. 

No  twenty-four  hour  examination  made. 

Forty-eight  Hour  Incubation, 

Culture.  Room  1.  Room  2. 

No.  1,    .        .      * Negative,  Positive. 

No.  2, Positive,  Positive. 

No.  3, Negative,  Positive. 

No.  4, Positive,  Positive. 

Seventy-two  Hour  Incubation. 
Same  as  forty-eight  hour  incubation. 

Experiment  No,  24,  —  Cultures  used :  No.  1,  from  throat  of  scarlet  fever  patient, 
forty-eight  hour  growth;  No.  2,  from  nose  of  scarlet  fever  patient,  forty-eight 
hour  growth;  No.  3,  from  nose  of  same  patient  as  No.  2,  a  transplant  from  culture 
No.  2,  after  twenty-four  hours'  incubation.  Location:  No,  1,  on  pillow;  No.  2,  on 
cloth  on  foot  of  bed;  No.  3,  on  cloth  placed  on  table. 

Disinfectant  used:  formalin,  ^xzxii,  potash  permanganate,  ^xvi. 

Inoculation  was  made  on  blood  serum. 


Twenty-four  Hour  Incubation, 
Culture.  Room  1. 

No.  1, Negative, 

No.  2, Negative, 

No.  3 Negative, 

Forty-eight  Hour  Incubation, 
Culture.  Room  1. 

No.  1, Positive, 

No.  2, Positive, 

No.  3, Positive, 


Room  2. 
Positive. 
Positive. 
Positive. 


Room  2. 
Positive. 
Positive. 
Positive. 


Examination  of  original  cultures  showed  No.  1,  mixed  culture,  chiefly  strepto- 
cocci; No.  2,  mixed  culture,  fungi  and  streptococci. 
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In  looking  over  the  results  of  these  experiments,  it  appears  that  82  separate 
test  enltures  were  examined,  and  that  17  of  these  were  negative.  Of  these- 
17,  there  were  5  In  which  both  test  and  control  were  negative,  showing  that 
the  cultures  died  from  some  cause  other  than  the  disinfectant  used.  This 
leaves  12  instances  in  which  the  test  culture  was  negative  when  the  corre- 
sponding control  was  positive.  Going  still  further,  it  appears  that  in  8  out 
of  these  12  negative  results  the  cultures  were  several  removes  from  the  orig- 
inal source,  leaving  only  4  times  that  fresh  cultures  in  the  test  room  showed 
a  negative  result  against  positive  controls.  In  the  5  instances  where  both 
test  and  control  were  negative  it  appears  that  there  were  4  where  the  cultures 
were  several  times  removed  from  the  original  source. 

As  regards  the  amount  of  disinfectant  used,  it  seems  evident  that  amounts, 
of  formalin  ranging  from  12  to  32  ounces  to  1,057  cubic  feet  of  air  space 
have  no  consistent  effect  upon  organisms  exposed  to  its  influence  for  twenty- 
four  hours,  and  that  the  results  are  as  varying  when  the  two  chief  methods 
of  releasing  the  gas  are  compared.  The  results  obtained  by  using  the  per- 
manganate method  show  slightly  more  negative  findings,  but  in  experiment 
No.  9,  which  shows  the  best  results,  the  cultures  were  all  old.  When  fresh 
cultures  were  used  the  results  were  no  more  consistent  than  by  the  other 
method. 

The  proprietary  preparations,  when  used  in  the  amounts  specified  in  the 
directions,  for  the  contained  air  space,  persistently  and  consistently  refused 
to  give  results.  In  two  instances,  where  double  the  advertised  amounts  were 
used,  there  was  50  per  cent,  of  success,  but  in  other  instances  the  same  failure 
resulted. 

Before  the  experiments  were  undertaken  letters  were  sent  to  every  town 
and  city  in  the  district,  as  well  as  the  following  cities,  to  determine  the  meth- 
ods of  disinfection  in  use:  Rochester,  N.  Y.,  Washington,  D.  C,  Detroit* 
Mich.,  Winnepeg,  Man,,  Hamilton,  Ont.,  Richmond,  Va.,  Chicago,  IlL,  New 
Haven,  Conn.,  Milwaukee,  Wis.,  Minneapolis,  Minn.,  Indianapolis,  Ind.,  and 
Pittsburg,  Pa. 

The  methods  used  included  the  various  proprietary  candles  used  in  tlie 
experiments,  as  well  as  40  per  cent,  formaldehyde  in  amounts  varying  from 
8  ounces  to  16  ounces  per  1,000  cubic  feet,  and,  with  the  permanganate  and 
formaldehyde  method,  amounts  not  over  16  ounces  and  8  ounces,  respectively. 

As  to  apparatus,  it  was  found  that  the  one  commonly  used  for  generating 
formaldehyde  gas  was  the  generator  of  the  Sanitary  Construction  Company, 
which  consists  of  a  reservoir  drained  by  coils  of  pipes  heated  by  a  kerosene 
lamp  which  delivers  the  gas  through  a  3-foot  tube  V^-inch  in  diameter  thioogh 
the  keyhole. 

Much  time  was  spent  upon  this  generator  trying  to  determine  bow  moeh 
formaldehyde  could  be  vaporized  in  one  hour,  as  this  was  the  time  genaallr 
used  in  running  this  generator. 

It  was  found  under  the  same  atmospheric  conditions  that  the  amoant  used 
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in  one  hour  varied  from  2  to  8  ounces,  and  that  under  varied  atmospheric 
conditions  the  results  were  much  more  unsatisfactory. 

Another  machine  of  the  same  type  was  used,  but  the  variations  were  prac- 
tically the  same,  owing,  perhaps,  to  idiosyncracies  of  this  type  of  machine. 

There  were  noted,  however,  two  important  sources  of  error :  — 

1.  If  an  attempt  were  made  to  force  the  machine  by  using  a  gas  flame 
instead  of  the  kerosene  lamp,  it  was  found  that  instead  of  vapor  raw  formal- 
dehyde would  be  discharged. 

2.  That  40  per  cent,  formaldehyde,  unless  tightly  corked  and  properly 
handled,  soon  became  35  per  cent,  or  even  25  per  cent. 

In  regard  to  the  way  fumigation  was  practically  carried  out,  replies  to  the 
letters,  as  well  as  visits  and  conferences  with  local  boards,  brought  out  the 
following  customs :  — 

If  the  above-named  generator,  or  one  of  similar  type,  were  used,  the  tube 
was  placed  through  the  keyhole  and  the  machine  run  for  a  given  time,  prac- 
tically always  one  hour,  but  no  attempt  was  made  to  determine  how  much 
formaldehyde  was  vaporized. 

When  proprietary  candles  were  used  the  directions  on  the  box  were  fol- 
lowed.    The  testimonials  apparently  were  accepted  without  question. 

Both  formaldehyde  and  candles  were  stored  indefinitely  and  later  used. 

Except  in  the  cities,  rooms  were  rarely  sealed. 

Many  things  were  fumigated  that  could  have  been  boiled  or  scrubbed  or 
should  have  been  destroyed. 

Fumigation  was  often  carried  out  by  unskilled  laymen,  or  left  in  charge 
of  some  busy  physician  who,  in  turn,  gave  the  candles  to  the  family  with 
directions  as  to  how  they  should  be  used. 

Conclusions. 

Since  the  results  of  experiments  in  dealing  with  known  quantities  in  a 
room  of  known  size  under  actual  service  conditions  lead  us  to  doubt  the  value 
of  fumigation  as  it  is  carried  out  to-day,  it  seems  only  fair,  when  we  con- 
sider also  how  the  work  is  done  in  the  local  communities,  to  conclude  that 
fumigation  as  actually  practiced  is  a  waste  of  time  and  money,  and,  further- 
more, that  it  gives  to  the  public  a  false  sense  of  security. 

While  it  is  true  that  fumigation  is  the  indirect  means  of  causing  a  sick 
room  to  be  thoroughly  aired,  it  seems  that  even  good  ventilation  of  a  room 
cannot  justify  the  general  practice  of  '' fumigating  "  suspected  bedding  and 
such  articles  of  the  infected  as  could,  and  should,  be  boiled. 

The  laity  also  has  such  strong  faith  in  the  efficiency  of  the  present  methods 
of  fumigation  that  scrubbing  and  subsequent  cleansing  of  the  room  and  its 
contents  are  considered  by  them  unnecessary,  and  so  frequently  not  done. 

It  would  seem  best,  therefore,  to  substitute  for  the  present  day  "  fumiga- 
tion "  such  precautions  as  thorough  airing  of  the  room,  cleansing  by  scrub- 
bing, and  possibly  renovating,  and  the  destruction  by  fire  of  such  articles  as 
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might  act  as  media  of  infection,  —  articles  that  cannot  be  properly  cleansed, 
aired  or  exposed  to  sunlight. 

Note.  —  The  foregoing  experiments  were  carried  out  with  the  assistance  of  Dr. 
Francis  Oeorge  Curtis,  chairman  of  the  Newton  board  of  health,  through  whose 
influence  Dr.  William  W.  Walcott  was  enabled  to  have  the  use  of  two  rooms  in  the 
diphtheria  ward  of  the  Newton  Hospital  and  the  use  of  the  laboratory,  as  well  as 
assistance  from  the  nurses  in  obtaining  the  necessary  material. 


This  report  is  based  upon  the  records  of  the  proceedings  and  observa- 
tions of  the  State  Inspectors  of  Health  during  the  period  Nov.  1, 1909,  to 
Nov.  1,  1910,  in  accordance  with  the  provisions  of  section  4,  chapter  537 
of  the  Acts  of  1907. 
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A  General  Keview  of  the  Vital  Statistics  of 

THE  State. 

1910. 


The  number  of  deaths  in  the  State  in  1910  was  54,407,  which  was 
•equivalent  to  a  death-rate  of  16.16  per  1,000  upon  the  census  population 
of  3,366,416. 

The  mean  death-rate  of  the  five  years  1906,  1907,  1908,  1909,  and 
1910  was  16.60,  as  compared  with  16.37  for  the  previous  five  years. 

The  following  figures  are  presented  for  the  ten  years  ended  with 
1910:  — 

Masstichtisetts. 


Years. 

Population.' 

Deaths. 

Death- 
ratea. 

Ykars. 

Population.  1 

Deaths. 

Death* 
rates. 

1001. 

2,870,710 

48.275 

10.82 

1906.       . 

3,044.998 

50.624 

16.63 

1902. 

2,937.000 

47.491 

10.17 

1907.       . 

3,086.885 

54.234 

17.57 

1903. 

3,006.040 

49.054 

10.32 

1908.       . 

3.129.348 

51.788 

16.55 

1901. 

3.070,063 

48.482 

15.70 

1909,       . 

3,172.395 

51.236 

16.16 

1905, 

3.003,080 

50.486 

16.81 

1910,       . 

3.366,416 

54.407 

16.16 

^  Population  estimated  for  intercensal  years. 


Infective  Diseases. 

The  death-rate  from  the  principal  infective  diseases  in  1910  did  not 
Tary  greatly  from  that  of  1909.  There  was  a  decrease  in  the  number  of 
deaths  from  diphtheria,  scarlet  fever,  dysentery  and  whooping  cough; 
and  an  increase  in  the  deaths  from  typhoid  fever,  measles,  cholera  in- 
fantum, consumption,  pneumonia,  cancer  and  cerebro-spinal  meningitis. 
There  were  no  deaths  from  smallpox. 

The  deaths  and  death-rates  from  each  of  the  foregoing  diseases  in  the 
past  five  3'ears  are  shown  in  the  following  table :  — 
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Deaths  and  Deaihrraiea  from  Certain  Diaeaaes  in  MasaackuaeUa,  1906-1910, 

1M6. 

1907. 

lioo. 

liio. 

VM. 

1 

II 

1 

11 

1 

Death-rates 
per  10,000. 

• 

1 

Death-rates 
per  10,000. 

i 

II 

Smallpox, 

- 

- 

6 

.019 

3 

.01 

1 

.003 

- 

- 

Diphtheria, 

743 

2.44 

752 

2.44 

747 

2.38 

094 

2.19 

879 

2.0S 

Scarlet  fever,      . 

» 

•              • 

136 

.44 

285 

.92 

309 

1.15 

259 

.82 

254 

.7S 

Tsnphoid  fever,  . 

477 

1.57 

889 

1.20 

517 

1.65 

890 

1.23 

411 

i.ts 

Measlee,     . 

208 

.08 

163 

.53 

331 

1.06 

157 

.49 

240 

.71 

Cholera  infantum,     . 

2,525 

8.29 

2,096 

8.73 

2,091 

8.60 

2.855 

9.00 

8.744 

11. IS 

Consumption,    . 

4,e08 

15.14 

4,ni 

15.46 

4,445 

14.20 

4.393 

13.85 

4.503 

13.88 

Dysentery, 

175 

.58 

169 

.55 

225 

.72 

215 

.68 

310 

.C8 

Whooping  cough. 

509 

1.67 

243 

.79 

288 

.02 

250 

.79 

183 

.M 

Pneumonia, 

5,3n 

17.65 

5,709 

18.50 

5,363 

17.14 

5.035 

17.76 

6.078 

19M 

Cancer, 

2,603 

8.55 

2.744 

8.80 

2.814 

8.99 

2,8n 

9.06 

8,088 

8.99 

Cerebro-epinal  meningitis, 

308 

1.21 

434 

1.41 

181 

.58 

124 

.39 

168 

.4S 

In  the  following  table  a  balance  is  presented  between  the  deaths  from 
the  principal  infective  diseases  in  the  two  years  1909  and  1910,  by  which 
it  appears  that  the  sum  of  the  deaths  from  these  twelve  causes  in  1910 
was  higher  by  8,239  than  those  of  1909  from  the  same  causes :  — 


Deaths  from  Certain  Infeclwe  Diseases  in  1909  and  1910. 


Smailpoz, 

Diphtheria  and  croup, 
Scarlet  fever. 
Typhoid  fever.     . 
Measles, 

Cholera  infantum. 
Consumption. 
Dysentery.    . 
Whooping  cough,  . 
Pneumonia,  . 
Cancer, 

Cerebro-spinal  meningitis. 
Totals,    . 


1 

- 

- 

004 

079 

- 

259 

254 

- 

390 

411 

21 

157 

240 

83 

2.855 

3.744 

889 

4.393 

4.503 

110 

215 

210 

- 

250 

183 

• 

5.686 

6,678 

l,Ott 

2.871 

3.028 

187 

124 

153 

29 

17.844 

20,063 

2,882 

1 

IS 

s 


s 
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Infant  Mortality. 

The  rate  of  infant  mortality  during  the  year  1910  was  somewhat 
higher  than  for  the  years  1909  and  1908,  but  lower  than  for  the  years 
1907,  1906  and  1905,  it  being  134.2  for  the  year  1910,  as  compared  with 
126.8  for  1909,  133.2  for  1908,  135.7  for  1907,  144.7  for  1906  and  141.4 
for  1905. 

The  total  number  of  births  which  occurred  during  the  year  ended 
June  30,  1910,  was  85,655,  and  the  total  deaths  under  one  during  the 
year  ended  Dec.  31,  1910,  were  11,499. 

For  the  sake  of  accuracy  the  death-rate  of  infants  under  one  year  old 
is  obtained  by  comparing  the  deaths  of  such  infants  occurring  in  a  year 
with  the  mean  number  of  infants  under  one  living  throughout  a  year, 
and  this  number  must  ^^ie  between  the  annual  number  of  births  and 
that  number  diminished  by  the  deaths  under  one.  It  would  be  nearer 
the  latter  than  the  former  number  on  account  of  the  excess  of  deaths  in 
the  first  months  of  life^'  (Dr.  Farr).  In  the  following  table  the  births 
in  the  first  line  are  those  which  occurred  between  July  1,  1900,  and  June 
30,  1901,  inclusive,  and  so  on  through  the  table,  the  births  in  the  last 
line  being  those  for  the  year  ended  June  30,  1910. 

The  deaths  under  one  in  the  same  table  are  those  of  the  calendar  vears 
ended  Dec.  31,  1901,  1902,  etc.  The  births  during  these  ten  years  were 
784,204,  and  the  deaths  under  one  year  were  107,004,  which  is  equiva- 
lent to  an  infant  mortality-rate  of  136.4  per  1,000  births  for  the  decade. 
The  last  half  of  the  period  shows  a  gain  over  the  first  half,  since  the 
infantile  death-rate  in  the  last  five  years  was  134.7  per  1,000  births,  as 
compared  with  138.4  in  the  first  five  years. 


Infant  Mortality,  Massachusetts,  1901-1910,  Ten  Years. 


YSABS. 

Births 
in  Year 

ending 
June  80. 

Deaths 

under  One 

Year. 

Death-rate 
under  One 

Year 

per  1,000 

Births. 

YXABS. 

Births 
in  Year 

ending 
June  30. 

Deaths 

under  One 

Year. 

Death-rate 
under  One 

Year 

per  1.000 

Births. 

1901.  . 

1902.  . 

1903.  . 

1904.  . 
1906.     . 

73.550 
71,770 
73.618 
74.791 
74.387 

9.953 
10.075 
10.260 

9.992 
10.519 

137.2 
140.4 
139.6 
133.6 
141.4 

1006.  . 

1007,  . 

1908.  . 

1909.  . 

1910.  . 

76.730 
83,230 
87.112 
84.352 
85.655 

11.106 
11.293 
11.606 
10.693 
11.499 

144.7 
135.7 
133.2 
126.8 
134.2 

Total  births  in  ten  years  ended  June  30.  1910.  784.204. 

Total  deaths  under  one  in  ten  years  ended  Dee.  31. 1910. 107.004. 

Mean  infantile  death-rate,  136.4  per  1.000  births. 
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Consumption. 

The  total  number  of  deaths  from  this  cause  registered  in  1910  was 
4,503,  an  increase  of  110  deaths  in  the  number  of  deaths  occurring  from 
this  disease  in  1909.  The  death-rate  from  consumption,  however,  was 
less  in  1910  than  that  of  any  year  of  record. 

The  following  figures  present  the  deaths  and  death-rates,  by  ten-year 
periods,  during  the  half  century  1851-1900,  and  for  the  single  years 
1901,  1902,  1903,  1904,  1905,  1906,  1907,  1908,  1909   and  1910. 


Deaths  and  DeaUirtates  from  Consumption  in 

i  Massachusetts,  1861-1910. 

-             -       -  —      — 

_  ^         — _ 

^  — 

Death- 

Death- 

Periods. 

Deaths. 

rates  per 

PXBIODB. 

Deaths. 

rates  per 

10,000. 

10.000. 

1851-60 

46,252 

89.9 

1904. 

■           •           •           • 

4,874 

15.8 

1861-70. 

45.918 

34.9 

1905. 

4J0S 

15.7 

1871-80, 

54,039 

32.7 

1906. 

4,606 

15.1 

1881-00. 

58.303 

29.2 

1907. 

4.771 

15.1 

1891-1000, . 

54.374 

21.4 

1908. 

4.445 

14.2 

1901. 

5,033 

17.5 

1909. 

4.393 

IS.9 

1902. 

4.685 

15.9 

1910. 

4.503 

13.4 

1903, 

»                •                •                • 

4.531 

15.1 

Typhoid  Fevek. 

The  following  table  presents  the  deaths  and  death-rates  of  these  cities 
from  this  cause  during  the  year  1910:  — 


DeaJths  and  Deaihrrales  from  Typhoid  Fever  in  the  Cities  of  MassaehusettSf  1910. 


Crrm. 

Deaths 

from 

Typhoid 

rever. 

Death- 
rates  per 
10,000. 

Crms. 

Deaths 
from 

Typhoid 
fever. 

fates  jpsr 

icoooT 

Fitehburgf   .... 

11 

2.9 

Fall  River, 

13 

M 

Pittsfield,     . 

8 

2.5 

1  Waltham.  . 

1.1 

New  Bedford. 

21 

2.2 

'  Cambridge. 

10 

1  0 

Lowell. 

23 

2.1 

Quincy.     . 

Taunton. 

7 

2.0 

'  Salem. 

Haverhill.    . 

9 

2.0 

Somerville, 

Newburyport,     . 
North  Adams. 

8 

2.0 

Everett.    . 

4 

1.8 

'  Gloucester. 

Lynn.  . 

15 

1.7 

Newton.   . 

Lawrenoe.    . 

14 

1.6 

Melrose.    . 

Brockton,     . 

9 

1.6 

Beverly.    . 

Worcester,    . 

23 

1.6 

Northampton. . 

Hol/oke, 

9 

1.6 

Chioopee. 

Springfield.  . 
Harlboroufh. 

13 

1.5 

Maiden,    . 

S 

a 

1.4 

1  • 

Medford,  . 

— 

"■ 

Wobum. 

1.9 

Chelsea. 

4 

1.2 

Total,  .... 

307 

- 

Boston. 

»               • 

77 

1.1 

1 

Death-rate  for  the  abova  33  dties.  1910. 1.8. 
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Following  is  a  condensed  summary  from  the  report  of  1900,  from 
which  it  can  be  seen  that  a  decided  and  continuous  improvement  in  the 
death-rate  from  typhoid  fever  is  taking  place:  — 


Deatk-rates  from  Typhoid  Fever  per  10,000, 1871-1910,  MassachiLseUs, 


1871-75, 8.2 

1870-80 4.2 

1881-85 4.1 

1880-00 4.6 

1801-05 8.4 

180^1000 2.6 


1001-05 1.0 

1006. 1.0 

1007 1.3 

1008 1.7 

1000 1.2 

1010 1.2 


For  the  entire  State  the  death-rates  from  this  cause  in  1901,  1902, 
1903,  1904,  1905,  1906,  1907,  1908,  1909  and  1910  were,  respectively, 
1.95,  1.83,  1.76,  1.75,  1.73,  1.57,  1.26,  1.65,  1.23  and  1.22  per  10,000 
inhabitants. 

The  highest  death-rates  from  this  cause  among  the  cities  appear  to 
have  occurred  in  Fitchburg  (2.9),  Pittsfield  (2.5)  and  New  Bedford 
(2.2) ;  and  the  lowest  occurred  in  Maiden  (0.2),  Chicopee  (0.3)  and 
Northampton  (0.5).    There  were  no  cases  of  typhoid  fever  in  Medford. 

Diphtheria. 

The  following  table  shows  the  deaths  and  death-rates  from  diphtheria 
by  five-year  periods  from  1876  to  1905,  and  for  the  years  1906,  1907, 
1908,  1909  and  1910 :  — 


Deaths  and  Death^atee  from  Diphtheria  per  10,000,  1876-1910,  MaseachueeUa, 


Ybab^ 

Deaths. 

Death- 
rates. 

YBiOtB. 

Deaths. 

Death- 
rates. 

1870^ 

1881-85 

1880-00 

1801-05 

1800-1000. 

1001-06 

13.070 
8,044 
8.857 
7.652 
0.331 
4.250 

15.8 
0.5 
8.4 
8.4 
4.7 
2.0 

1006 

1907 

1908 

1000 

1010 

743 
762 
747 
004 
070 

2.4 
2.4 
2.4 
2.2 
2.0 

Further  and  more  definite  information  relative  to  diphtheria  may  be 
found  in  that  portion  of  the  report  which  relates  to  the  production  and 
distribution  of  antitoxin. 
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Otheh  Preventable  Diseases. 

The  following  table  presents  the  deaths  and  death-rates  from  measles, 
scarlet  fever,  dysentery,  cholera  infantum,  and  whooping  cough  for  the 
period  of  forty-five  years,  1866-1910 :  — 


Deaths  and  DeaUirtaUs  in  MaasachuaeUa  per  10,000  Living  from  Certain  InfecHce 
Diseases  by  Five-year  Periods,  1866-1906,  and  for  the  Years  1906,  1907^ 
1908, 1909  and  1910. 


MXASLXS. 

SCABXJR 
FSVSB. 

Dtsbntsbt. 

Cholbiu. 
IsrAMTxm. 

WBOonxo 

COUOB. 

1 

1 

1 

1 

1 

• 

1 

1 

• 

1 

1 

1 

• 

1 

18W-70 

1.061 

1.6 

4.670 

6.8 

3.244 

4.7 

6,043 

10.1 

1.481 

1871-76.     . 

1,133 

1 

6.782 

8.6 

2.101 

2 

8 

12.463 

15.8 

1361 

1876-80.     . 

742 

8.617 

4.1 

2.366 

2 

0.054 

10.5 

1,403 

1881-85.     . 

1.007 

1 

2.604 

2.7 

1.601 

1 

0304 

10.5 

1313 

1888-M.     . 

1.060 

1 

1.810 

1.7 

1.276 

1 

10.004 

10.8 

1.421 

1801-05.     . 

815 

2.857 

2.4 

1.083 

13.426 

11.2 

1.446 

1808-1000. 

048 

1.358 

1.0 

1.434 

,  1 

11365 

8.0 

1.465 

1001-1006.  . 

1.O0O 

1.463 

1.0 

070 

13.245 

0.1 

1.401 

1008. 

2M 

135 

.4 

176 

2.525 

8.3 

600 

1007. 

163 

285 

.0 

160 

2.606 

8.7 

2tt 

1008. 

831 

1 

360 

1.2 

225 

2.601 

8.6 

288 

1000. 

167 

250 

.8 

215 

2356 

0.0 

280 

1010. 

240 

254 

.8 

210 

3,744 

11.1 

183 

The  deaths  from  cerebro-spinal  meningitis  were  153,  a  slight  increase 
over  the  number  of  deaths  recorded  in  1909,  and  represented  a  death- 
rate  of  .46  per  10,000  living.    In  1909  the  death-rate  was  .39. 

There  were  36  deaths  from  tetanus  during  the  year,  3  from  actinomy- 
cosis, 2  each  from  glanders  and  malignant  pustule  or  charbon  (anthrax) 
and  1  from  pellagra. 
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Returns  of  Disease  and  Moetality. 


The  statistical  information  relating  to  disease  and  mortality  which  has 
been  received  by  the  Board  during  each  year,  either  through  the  medium 
of  voluntary  returns  or  in  consequence  of  legal  requirements,  has,  in  the 
recent  reports  of  the  Board,  been  presented  under  four  different  heads  or 
groups.  Since  1902,  this  series  of  statistics  has  been  condensed  as  much 
as  can  be  done  consistently  with  a  clear  and  intelligent  method  of  pres- 
entation. 

These  summaries  are  defined  as  follows :  — 

I.  The  Weekly  Mortality  Returns.  —  These  consist  of  the  reports  of 
deaths,  which  are  made  up  weekly  and  are  sent  to  the  office  of  the  State 
Board  by  the  registration  ofiScials  of  cities  and  towns.  They  serve  prin- 
cipally to  show  the  seasonal  prevalence  of  each  of  the  chief  infective 
diseases,  and  the  mortality  of  children  imder  five  years  old,  in  weekly 
periods.  Beginning  with  the  year  1875,  this  series  of  statistics  has  been 
annually  reported  (see  page  475  of  report  for  that  year),  and  was  first 
published  as  a  summary  in  the  report  of  1883. 

II.  The  Reports  of  Certain  Infective  Diseases,  —  Diphtheria,  Scarlet 
Fever,  Typhoid  Fever  and  Measles,  —  These  are  obtained  from  the  re- 
ports of  local  boards  of  health  forwarded  during  1910  to  the  State  Board 
as  cases  arose.  By  comparing  the  numbers  of  reported  ciases  with  the 
reported  deaths,  the  mean  fatality  of  each  disease  in  the  places  from 
which  the  reports  are  made  is  obtained  with  a  reasonable  degree  of 
accuracy. 

III.  Reports  of  Cities  and  Towns,  made  under  the  Provisions  of 
Chapter  75,  Section  62,  of  the  Revised  Laws.  —  By  this  act  each  local 
board  of  health  is  required  to  report  to  the  State  Board  every  case  of 
"  disease  dangerous  to  the  public  health  *'  which  is  reported  to  the  local 
board.  A  digest  of  these  reports  is  presented  in  Summary  No.  III. 
This  summary  was  first  published  in  the  report  of  1893,  page  639. 

IV.  Annual  Reports  made  under  the  Provisions  of  Chapter  76,  Sec- 
tion 12,  of  the  Revised  Laws.  —  The  full  reports  of  deaths  occurring  in 
each  ciiy  and  town  having  over  5,000  inhabitants  comprise  another  series 
of  returns,  which  are  summarized  in  No.  IV.  The  population  of  these 
cities  and  towns,  according  to  the  census  of  1910,  constituted  about  89 
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per  cent,  of  the  total  population  of  the  State.    These  reports  are  made 
under  the  requirements  of  the  following  statute :  — 

In  each  city  and  town  having  a  population. of  more  than  five  thousand  in- 
habitants, as  detennined  by  the  last  census,  at  least  one  member  of  said  board 
shall  be  a  ph3rsician,  and  the  board  shall  send  an  annual  report  of  the  deaths 
in  such  town  to  the  state  board  of  health.  The  form  of  such  reports  shall  be 
prescribed  and  furnished  by  the  state  board  of  health.  (Revised  Laws,  chap- 
ter 75,  section  12.) 

This  summary  was  first  presented  in  the  report  of  1894. 

NoTB.  —  A  supply  of  the  postal  cards,  necessary  for  the  reporting  of  volun* 
tary  mortality  returns  such  as  are  required  for  the  data  presented  in  Section 
I.  of  the  following  summary,  will  be  forwarded  to  the  registration  officers  of 
any  city  or  town  who  are  willing  to  contribute  the  necessary  information. 

Postal  cards  are  also  sent  to  all  boards  of  health  in  the  State,  for  the  pur- 
pose of  aiding  them  to  comply  with  the  provisions  of  chapter  75,  section  52, 
of  the  Revised  Laws,  relative  to  the  reporting  of  diseases  dangerous  to  the 
public  health  to  the  State  Board  immediately  after  reports  of  the  same  are 
received  by  the  local  board. 

Annual  blank  forms  are  also  sent  to  each  local  board  of  health  in  cities  and 
towns  having  over  5,000  inhabitants,  for  the  return  of  such  information  as 
is  called  for  by  the  provisions  of  chapter  75,  section  12,  of  the  Revised  Laws. 

L 

The  Weekly  Moktalitt  Rbtubns. 

In  the  following  summary^  the  voluntary  reports  of  deaths  received  Mt 
the  close  of  each  week  from  the  city  registrars^  town  clerks  and  boards 
of  health  of  the  cities  and  towns  are  epitomized  for  the  year  ended  Dec 
31,  1910.  The  chief  value  of  this  abstract  consists  in  the  fact  that  it 
presents  a  continuous  history  of  the  mortality  from  certain  specified 
diseases  from  week  to  week  throughout  the  year. 

This  weekly  report  has  been  published  in  the  Boston  Medical  and 
Surgical  Journal  every  week  for  a  period  of  tweniy-five  years  or  more, 
and  also  in  a  publication  of  the  Board,  a  weekly  bulletin,  since  and  in- 
cluding 1883.^ 

These  returns  are  necessarily  incomplete,  since  they  *are  voluntary  and 
consequently  embrace  the  statistics  of  only  a  portion  of  the  population, 
the  reporting  places  being  chiefly  the  cities  and  large  towns. 

The  population  of  the  cities  and  towns  contributing  to  these  returns 
during  the  year  was  2,424,318,  or  72  per  cent  of  the  total  population. 


1  The  bulletin  was  ghftined  from  a  weekly  to  a  monthly  pubUeaUoo  in  Jaaaaty 1 1901. 
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The  following  items  are  embraced  in  this  summary: 


Total  deaths  reported  for  each  week. 
Deaths  of  children  under  five  years. 
Deaths  from  acute  lung  diseases. 
Deaths  from  tuberculosis,  pulmonary. 
Deaths  from  tuberculosis  other  than 

pulmonary. 
Deaths  from  diphtheria. 
Deaths  from  typhoid  fever. 
Deaths  from  measles. 


Deaths  from  cerebro-spinal  meningitis. 
Deaths  from   meningitis   other    than 

cerebro-spinal. 
Deaths  from  whooping  cough. 
Deaths  from  scarlet  fever. 
Deaths  from  erysipelas. 
Deaths  from  influenza. 
Deaths  from  anterior  poliomyelitis. 
Deaths  from  tetanus. 


The  following  table  contains  a  summary  of  the  statistics  compiled 
from  these  weekly  returns  of  mortaliiy :  — 
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Condensed  SUUiHics  embracing  the  Total  Deaths,  Deaths  under  Five  Years,  and 
Deaths  from  Certain  Causes  in  Reporting  Cities  arui  Towns  of  Massachusetts 
for  the  Year  ended  Dec.  SI,  1910. 


Deaths. 


AvMBge 

Number  of 

Deathein 

Eaeh  Week. 


Peroentace 

of  TouJ 

Mortality. 


Death-rate 
per  1.000 

of 

Reporting 

Population. 


Total  deatha 

Deatha  under  fire  yearn, 

Deaths  from  aeute  lung  diseaaea 

Deaths  from  tubereuloeu,  pulmonary,     . 
Deaths  from  tubexeuloais  other  than  pulmonary,   . 

Deaths  from  diphtheria, 

Deaths  from  tjrphoid  fever, 

Deaths  from  measles, 

Deaths  from  oerebro-spinal  meningitis,   . 
Deaths  from  meningitis  other  than  oerebro-spinal. 

Deaths  from  whooping  cough, 

Deaths  from  scarlet  fever 

Deaths  from  erysipelas 

Deaths  from  influenfa, 

Deaths  from  anterior  poliomyelitis. 

Deaths  from  tetanus, 


41,653 

13.6tf 

6.ei9 

8,229 

578 

568 

324 

216 

140 

33 

161 

221 

124 

188 

54 

11 


786 

230 

106 
61 
10.0 
10.6 
6.1 
4.1 
2.6 
0.6 
8.0 
4.2 
2.8 
2.6 
1.0 
0.21 


100.00 
30.36 
18.40 
7.75 
1.30 
1.85 
0.78 
0.62 
0.34 
0.08 
0.39 
0.53 
0.30 
0.83 
0.13 
0.026 


17.18 
6.22 
2.82 
1.83 
0.24 
0.28 
0.13 
0.09 
0.06 
0.01 
0.07 
0.00 
0.05 
0.06 
0.02 
0.005 


II. 

Fatality  of  Cebtaik  Infectivb  Diseases. 

Since  the  year  1891  the  following  statistics  relative  to  the  fatality  of 
certain  diseases  have  been  gathered  from  the  published  reports  of  local 
boards  of  health.  Until  the  passage  of  the  law  in  1893  this  was  the  only 
source  from  which  figures  could  be  obtained  on  which  to  base  the  fatality 
of  diseases  as  compared  with  cases.  When  the  law  (chapter  302,  Acts 
of  1893)  requiring  local  boards  of  health  to  report  all  cases  of  contagious 
diseases  to  the  State  Board  of  Health  first  went  into  effect  very  few 
returns  were  made^  and  it  was  not  until  after  public  notice  had  been 
given  by  the  State  Board  to  every  board  of  health  throughout  the  State 
that  these  returns  came  in  with  any  regularity.  The  practice  by  the 
local  boards  of  health  of  reporting  cases  of  contagious  diseases  is  now  so 
well  established^  and  the  returns  are  so  complete,  it  is  no  longer  deemed 
necessary  to  continue  the  former  method  of  basing  the  fatality  of  certain 
contagious  diseases  on  the  figures  obtained  through  the  annual  reports 
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of  local  boards^  but,  instead^  to  make  use  of  the  more  complete  returns 
as  received  from  day  to  day  at  this  ofBce. 

The  diseases  embraced  in  this  summary  in  1910  are  diphtheria,  scarlet 
fever,  typhoid  fever  and  measles. 

The  tabular  list  of  cities  and  towns  is  omitted  in  this  report.  The 
summary  of  the  figures  for  1910  is  as  follows :  — 


Reported  cases  of  diphtheria  for  the  State, 
Registered  deaths  from  diphtheria,   . 
Fatality  (per  cent.),         .... 

Reported  cases  of  scarlet  fever  for  the  State, 
Registered  deaths  from  scarlet  fever, . 
Fatality  (per  cent.),         .... 

.  Reported  cases  of  typhoid  fever  for  the  State, 
Registered  deaths  from  t3rphoid  fever. 
Fatality  (per  cent.),         .... 

Reported  cases  of  measles  for  the  State,    . 

Registered  deaths  from  measles. 

Fatality  (per  cent.),         .... 


7,390 
679 
9.2 

7,882 
254 
3.2 

3,452 
411 
11.9 

18,794 

240 

1.3 


The  following  table  presents  the  summary  of  these  statistics  for  the 
twenty  years  1891-1910 :  — 


Reported  Cases  of  Infective  Diseases  in  MassachuseUs, 

Diphtheria, 
[Pre-Antitosiii  Period.] 


Hit. 


Reported 
DeAibe,  . 
Ffttality  (percent.), 


676 
23.6 


S.(B3 

891 

29.2 


2.919 


S1.7 


4JM 

UTS 
27.9 


tS,ttl 

S,7« 

n  s 


Diphtheria, 
[Antitoan  Period.] 


StM. 


Total 


Reported 
Deaths,      . 
I^tAlity  (per  cent.). 


7.702 


9.0 


7.290 
979 
9.2 


121.190 

U.SIO 

11  2 
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Reported  Cases  of  Infective  Diseases  in  Massachusetts — Concluded. 

Scarlet  Feoer. 


IMO. 


Total 


Baportfed  CAMS, 
Deaths,      . 
Fatality  (par  cent.), 


7.2W 
269 
3.6 


7382 
264 
3.2 


112,288 

6.460 

4.9 


Typhoid  Fever. 


Raported 
Deaths,      . 
Fatality  (per  cent.). 


62.869 

8.866 

16.8 


MeaeUe. 


Reported 
Deaths.     . 

Fatality  (per  cent.). 


194.869 

2,712 

1.4 


In  the  foregoing  tables  the  statistics  relating  to  diphtheria  have  been 
arranged  in  two  pericMs^  which  may  properly  be  called  the  pre-antitoxin 
and  the  antitoxin  periods^  since  antitoxin  came  into  general  use  in  the 
State  about  the  beginning  of  the  year  1895.  For  the  latter  period  the 
figures  for  1909  and  1,910  are  given  and  the  total  for  the  sixteen  years 
1895  to  1910,  inclusive.  The  mean  fataliiy  in  the  former  period  (1891- 
1894)  was  28.3  per  cent,  (ratio  of  deaths  to  cases),  and  in  the  latter 
period  (1895-1910)  it  was  11.2  per  cent.,  or  less  than  half  as  large. 


III. 

Official  Beturns  of  Notified  Diseases  Dangerous  to  the  Public 

Health  for  the  Year  ended  Dec.  31,  1910. 

The  figures  presented  in  the  following  summary  are  those  of  the  oflS- 
eial  returns  of  diseases  ^^  dangerous  to  the  public  health,^'  made  to  the 
State  Board  of  Health  during  the  year  ended  Dec.  31,  1910,  under  the 
provisions  of  chapter  75  of  the  Bevised  Laws.  In  this  act  no  disease  is 
specified  as  being  '^dangerous  to  the  public  health ''  except  smallpox. 
Hence  the  State  Board  deemed  it  necessary  to  indicate  the  diseases 
which  should  be  included  in  the  meaning  of  the  term  "  dangerous  to  the 
public  health.^*  They  are  the  following:  actinomycosis,  anterior  polio- 
myelitis, Asiatic  cholera,  cerebro-spinal  meningitis,  diphtheria,  glanders, 
leprosy,  malignant  pustule,  measles,   ophthalmia  neonatorum,   scarlet 
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fever,  smallpox,  tetanoB,  trachoma,  trichiiioBiB,  tuberculoBis,  typhoid 
fever,  typhus  fever,  varicella,  whooping  cough,  yellow  fever. 

The  whole  number  of  cases  of  infective  diseasefl  reported  to  the  Board 
in  the  year  ended  Dec.  31,  1910,  under  tbe  provisions  of  this  act,  was 
£0,867,  which  was  divided  chiefly  as  follows :  — 

Reported  cases  of  Bmallpox, 156 

R^KMted  cases  of  scarlet  fever, 7,882 

Reported  cases  of  diphtheria, 7,390 

Reported  cases  of  typhoid  fever, 3,452 

Rflportied  cases  of  measles, 18,794 

Reported  cases  of  cerebro-spinal  meningitis, 153 

Reported  cases  of  anterior  poliomyelitis, S54 

Total, 38,481 

The  summary  for  the  sevent«en  years  and  four  months  1893-1910  ia 
as  follows :  — 
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By  months  these  diseases  were  reported  as  follows :  — 

Cases  of  Infective  Diseaaea  reported  to  the  State  Board  of  Health  by  Months  for  the 

Year  ended  Dee.  SI,  t910. 


MOMTHB. 

flmall- 
poz. 

Scarlet- 
Fever. 

Diph- 
theria. 

Typhoid 
Fever. 

Measlea. 

Cerebio- 

spinal 

Meningitis. 

Anterior 

PoUo- 

myelitifl. 

January, 

101 

881 

818 

Ill 

1,688 

28 

10 

Febmaxy,    . 

27 

698 

685 

101 

2,389 

14 

2 

Mareh. 

6 

738 

594 

150 

3,095 

11 

2 

April.  . 

4 

1,387 

636 

147 

3,380 

11 

4 

May.    . 

10 

1,211 

611 

143 

3,382 

12 

4 

Jttne,    . 

7 

607 

555 

141 

2,218 

10 

22 

July,    . 

2 

344 

434 

209 

849 

8 

159 

Ausust, 

- 

257 

427 

803 

221 

11 

157 

September, 

- 

827 

544 

668 

82 

11 

129 

October, 

- 

447 

685 

522 

213 

17 

97 

Norember, 

- 

4n 

645 

806 

411 

8 

46 

December, 

- 

533 

758 

151 

871 

11 

22 

Totals,  . 

160 

7,882 

7,390 

3,452 

18,794 

153 

1654 

1  This  figure  was  increased  to  845  by  the  special  investigation  of  anterior  poliomyelitis  carried  on 
during  the  year. 


The  following  table  is  introduced  for  the  purpose  of  facilitating  the 
comparison  of  the  seasonal  prevalence  of  the  diseases  named  in  the  table^ 
in  different  years.  By  means  of  the  method  employed,  the  errors  due 
to  the  difference  in  the  length  of  the  months  are  eliminated.  The  figures 
should  be  read  as  follows:  for  example^  the  mean  daily  nimiber  of  re- 
ported cases  of  diphtheria  throughout  the  year,  Jan.  1,  1910,  to  Dec.  31, 
1910,  was  20.2;  of  scarlet  fever,  21.6;  of  typhoid  fever,  9.6;  and  of 
measles,  51.5.  During  the  month  of  January  the  mean  daily  number 
of  reported  cases  of  these  diseases  was :  for  diphtheria,  26.3 ;  scarlet  fever, 
28.4;  typhoid  fever,  3.6;  and  for  measles,  54.3  (see  columns  marked  A). 
Assuming  a  standard  of  10  as  a  daily  mean  throughout  the  year  for  each 
disease,  the  ratios  for  January  were  as  follows :  diphtheria,  13.0 ;  scarlet 
fever,  13.1;  typhoid  fever,  3.7;  and  measles,  10.6  (see  columns  marked 
B).  So  that  for  each  10  cases  of  diphtheria  reported  as  a  daily  mean 
throughout  the  year  ended  Dec.  31,  1910,  there  were  13.0  in  January, 
12.1  in  February,  9.5  in  March,  etc. 

From  this  table  it  appears  that  the  maximum  prevalence  of  diphtheria 
was  in  January  and  the  minimum  in  August.    February,  April,  October, 
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November  and  December  were  also  above  the  mean  in  intensity  of  prev- 
alence. 

The  prevalence  of  scarlet  fever  was  above  the  mean  in  January,  Febrn- 
ary,  March,  April  and  May,  and  below  it  in  the  remaining  months.  The 
maximum  occurred  in  April  and  the  minimum  in  September. 

Typhoid  fever  was  below  the  mean  in  the  intensity  of  its  prevalence  in 
the  months  of  January,  February,  March,  April,  May,  June,  July  and 
December,  the  maximum  occurring  in  August. 

The  prevalence  of  measles  was  above  the  mean  in  the  months  January 
to  Jime,  inclusive,  and  below  it  in  the  remaining  months,  the  maximum 
occurring  in  April  and  the  minimum  in  September. 


Certain  Infective  Diseases.  —  Seasonal  Intensity  of  Prevalence. 


MoMtm. 


January, 
F^ruary, 
March, 
April, 
May, 
June, 
July. 
Auffutt, 
September, 
Oetobw, . 
November, 
December, 
Mean, 


DiPBTBBSIA. 


ItlO. 


20.3 
S4.6 
19.2 
21.2 
19.7 
18.5 
14.0 
13.8 
18.1 
22.1 
21.6 
24.5 
20.2 


13.0 

12.1 

9.5 

10.5 

9.8 

9.2 

0.9 

0.8 

9.0 

10.9 

10.0 

12.1 

10.0 


4 

I 
1 


14.1 

10.0 

10.1 

8.2 

7.9 

8.1 

8.4 

5.9 

8.2 

13.1 

14.0 

13.4 

10.0 


SCABLKT  FbTKB. 


1919. 


28.4 
24.9 
23.0 
45.0 
39.1 
20.2 
11.1 
8.3 
10.9 
14.4 
15.9 
17.2 
21.0 


13.1 

11.5 

10.9 

21.1 

18.1 

9.4 

5.1 

3.8 

5.0 

0.7 

7.4 

8.0 

10.0 


I 
1 


16.7 

12.3 

12.9 

11.3 

10.4 

9.3 

6.7 

5.0 

7.2 

9.5 

9.9 

10.0 

10.0 


Ttfboxd  Fxtbb. 


1919. 


I 


3.0 

3.7 

3.0 

3.7 

4.8 

5.1 

4.9 

5.2 

4.0 

4.8 

4.7 

4.9 

0.7 

7.1 

25.9 

27.3 

22.3 

33.5 

10.8 

17.7 

10.3 

10.7 

4.9 

5.2 

9.5 

10.0 

7.2 

3.3 

3.7 

3.7 

5.1 

0.5 

0.8 

12.5 

24.1 

24.9 

13.5 

8.4 

10.0 


191t. 


ill 
S5C| 

m 

ai 


54.3 
85.3 
99.8 

112.7 

109.1 

73.0 

27.4 

7.1 

3.7 

0.9 

13.7 

28.1 

51.5 


1 


10.0 

10.0 

19.4 

21.9 

21.2 

14.3 

5.3 

1.4 

0.5 

1.3 

2.7 

5.5 

10  0 


8.5 

15.1 

17  3 

17.0 

If  3 

17  7 

t.5 

17 

09 

39 

53 

80 

10  0 
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Cases  of  Infective  Diseases  reported  to  the  State  Board  of  Health  from  314  Cities 

and  Towns  for  the  Year  ended  Dec.  SI,  1910. 


• 

0, 

S 

• 

1 

£ 

1 

• 

1 

•It 
1 

6 

i 

QQ 

• 

1 

> 

Anterior 

Poliomyelitis. 

Abiocton 

3 

6 

10 

2 

1 

- 

- 

- 

- 

2 

Acton, 

1 

51 

- 

1 

- 

- 

- 

- 

- 

AcTuhnet,    . 

2 

28 

1 

- 

- 

- 

- 

1 

- 

AdamB, 

27 

18 

18 

10 

13 

- 

- 

6 

1 

- 

Agawam,     . 

6 

- 

2 

- 

- 

- 

- 

- 

5 

Alfonl. 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Amesburyt  . 

23 

17 

14 

3 

- 

- 

- 

11 

Amhent, 

2 

- 

3 

- 

- 

- 

- 

1 

Andovar,     . 

7 

32 

8 

1 

4 

- 

- 

- 

- 

- 

Ariincton,    . 

17 

37 

40 

1 

9 

- 

- 

- 

2 

2 

Aahbumham, 

8 

21 

1 

- 

2 

- 

- 

- 

- 

- 

Ashby, 

- 

- 

- 

1 

- 

- 

- 

- 

- 

- 

AflhUnd.      . 

- 

- 

- 

1 

1 

- 

- 

- 

- 

1 

Athol.  . 

29 

9 

28 

2 

6 

- 

- 

- 

6 

- 

Attleborouch. 

8 

188 

20 

22 

30 

- 

- 

1 

6 

3 

Auburn, 

m  • 

1 

9 

2 

2 

- 

- 

- 

- 

- 

Avon,  . 

- 

1 

7 

1 

2 

- 

- 

3 

36 

- 

Ayer,   . 

11 

2 

2 

- 

- 

- 

- 

1 

- 

Bamstoble. 

6 

3 

ID 

2 

1 

- 

6 

4 

1 

Bane,  . 

- 

15 

3 

- 

- 

- 

- 

- 

- 

1 

Becket, 

- 

6 

7 

2 

- 

- 

- 

- 

1 

- 

B«lford,      . 

2 

2 

- 

- 

1 

- 

- 

3 

1 

Belebertown, 

2 

22 

2 

- 

- 

- 

- 

- 

- 

- 

BelUnsham. 

3 

6 

- 

- 

- 

- 

- 

- 

- 

- 

Belmont,     . 

- 

1 

24 

- 

- 

- 

- 

- 

- 

2 

Berkley, 

2 

3 

- 

- 

2 

- 

- 

- 

- 

1 

Berlin, 

2 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Beverly, 

21 

3 

16 

10 

6 

- 

- 

25 

19 

1 

BiUerica,      . 

3 

38 

7 

3 

2 

- 

- 

- 

- 

- 

Blaokstone, 

16 

- 

3 

2 

- 

- 

- 

- 

- 

1 

Blandford,  . 

— 

- 

- 

1 

- 

- 

- 

- 

- 

2 

Bolton. 

- 

- 

- 

1 

- 

- 

- 

- 

- 

- 

Boston, 

2.624 

4.196 

3,162 

650 

3.542 

70 

17 

434 

747 

44 

580 


STATE  BOARD  OF  HEALTH. 


[Pub.  Doc, 


Cases  of  Infective  Diseases,  etc.  — 

Continued. 

• 

1 

S 

• 

:4 

• 

1 
1 

1 

• 

i 

« 

> 

•* 
1 

e 
< 

Qranby 

1 

7 

- 

- 

- 

- 

- 

•. 

- 

- 

Graft!  Bftmnfton. 

- 

2 

15 

3 

8 

- 

- 

- 

- 

- 

Qraenfield.  . 

H 

4 

39 

2 

- 

- 

- 

- 

- 

I 

Qraenwioh. 

- 

4 

- 

1 

- 

- 

- 

- 

- 

- 

Oxovelandt . 

- 

8 

4 

1 

- 

- 

- 

20 

- 

Hadley, 

- 

1 

A 

- 

2 

- 

- 

- 

- 

I 

Halifftx, 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Hftmiltoii,   . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Hampd«ii» 

- 

1 

- 

- 

- 

_ 

- 

- 

HftaoTV,     . 

1 

- 

- 

- 

- 

- 

- 

1 

- 

Haoaon, 

2 

10 

- 

1 

- 

- 

- 

- 

- 

- 

Hftidwiok,  . 

- 

22 

0 

11 

8 

- 

- 

- 

4 

S 

Hftrvmrd,     . 

8 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Hftrwioh.     . 

8 

81 

- 

1 

2 

- 

- 

- 

- 

- 

Hfttfiald,      . 

2 

7 

28 

- 

- 

- 

- 

2 

- 

- 

HftwhiU.    . 

150 

238 

152 

00 

188 

0 

1 

79 

29 

3 

5 

- 

6 

1 

- 

- 

- 

- 

1 

« 

Holbrooke    . 

2 

0 

5 

1 

3 

1 

- 

- 

8 

- 

Holdon,       . 

- 

8 

2 

1 

2 

- 

- 

12 

- 

- 

Holland.      . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

I 

HoUiston.    . 

5 

7 

2 

1 

- 

- 

- 

- 

- 

- 

Holyoke.      . 

102 

343 

100 

15 

01 

8 

- 

20 

11 

i: 

Hopedftle,    . 

- 

23 

2 

1 

- 

- 

- 

- 

- 

- 

Hopldnton, 

- 

2 

5 

- 

1 

- 

- 

2 

- 

t 

Hubbftrdcton, 

- 

2 

1 

2 

1 

- 

- 

- 

- 

1 

Hudjon, 

8 

2 

4 

1 

- 

- 

- 

- 

^                    * 

HuU.    . 

9 

14 

38 

4 

1 

- 

- 

1 

- 

- 

Huntincton, 

1 

- 

- 

- 

- 

- 

- 

- 

1               ^ 
I 

Hydo  Pftrk. 

84 

100 

48 

85 

24 

1 

- 

9 

19) 

Ipiwioh, 

6 

130 

4 

82 

0 

8 

- 

- 

4 

Kinoton,    . 

1 

I 

3 

- 

2 

- 

- 

- 

- 

1 

lAkeyiUe.    . 

- 

6 

1 

8 

- 

- 

- 

^1 

iMUOUbV,    . 

- 

- 

2 

2 

11 

- 

- 

- 

iMwnaoB,    . 

131 

W3 

103 

70 

115 

1 

2 

8 

«;    * 
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Cases  of  Infective  Diseases 

,  efc.  - 

—  Continued. 

• 

• 

Q 

• 

s 

1 

1 
1 

• 

£ 

1 

• 

• 

■a-S 

■P' 

H 

1    • 
6 

• 

J. 

1 

I 

QQ 

• 

1 

1 

• 

> 

Anterior 

Poliomyelitis. 

Lee» 

- 

- 

18 

- 

- 

- 

- 

- 

1 

- 

Leioeater,     . 

2 

- 

1 

- 

- 

- 

- 

- 

- 

2 

Lenox* 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Leominster. 

60 

132 

19 

7 

18 

- 

- 

0 

42 

2 

Lev€rett» 

- 

0 

1 

- 

- 

- 

- 

- 

- 

4 

Ladncton, 

39 

7 

28 

1 

2 

- 

- 

- 

89 

- 

Littleton,     . 

- 

53 

1 

- 

- 

- 

- 

- 

- 

- 

Loncmeedow, 

- 

1 

- 

- 

- 

- 

- 

3 

- 

Lowell, 

IM 

1,178 

296 

187 

127 

7 

- 

19 

27 

8 

Ludlow, 

13 

7 

6 

- 

- 

- 

- 

- 

- 

2 

Lunenburg. 

- 

1 

1 

- 

- 

- 

- 

- 

- 

1 

Lynn,  . 

105 

714 

273 

116 

166 

1 

4 

81 

17 

7 

Lynnfield.   . 

- 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Maiden, 

74 

230 

248 

41 

63 

2 

1 

6 

48 

2 

Manehester. 

- 

1 

5 

1 

- 

- 

- 

- 

9 

2 

Manefield,    . 

12 

38 

12 

1 

2 

- 

- 

- 

4 

- 

Mnrblehead, 

7 

20 

20 

5 

3 

- 

- 

18 

- 

Marion, 

2 

9 

1 

- 

1 

- 

- 

8 

- 

- 

Marlborough, 

8 

601 

23 

25 

10 

- 

- 

— 

3 

- 

Marahfield,  . 

- 

1 

- 

4 

1 

- 

- 

- 

- 

- 

Mattapoiaett. 

- 

40 

1 

- 

- 

- 

- 

- 

— 

- 

Masmard,    . 

- 

5 

3 

4 

2 

- 

- 

- 

1 

- 

Medfield.     . 

30 

- 

1 

- 

- 

- 

1 

10 

- 

Medford,     . 

42 

180 

65 

14 

16 

_ 

- 

26 

15 

2 

Medway,      . 

6 

1 

7 

- 

1 

- 

- 

2 

1 

Melioee. 

38 

19 

25 

14 

25 

- 

- 

25 

1 

Mendon, 

- 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Memmac,    . 

7 

- 

4 

2 

- 

- 

- 

- 

- 

Meihuen,     . 

8 

88 

21 

7 

7 

- 

- 

16 

2 

- 

Middleborough.  . 

2] 

3 

5 

- 

2 

- 

- 

- 

3 

Middlefieid. 

- 

1 

1 

- 

- 

- 

- 

1 

- 

- 

Middleton,  . 

3 

- 

_ 

- 

- 

- 

- 

- 

- 

Millord, 
Millbury,     . 

11 

4 

15 
56 

7 
9 

5 

4 

2 

- 

6 

- 

4 
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Cases  of  Infective 

Diseases,  etc.  — 

Continued. 

1 

:4 

• 

& 

1 
Typhoid  Fever. 

• 

1 

r 

1 

QQ 

• 

• 

> 

• 

T 

>> 

S 

|2 

c 
< 

MiUii 

- 

3 

1 

- 

- 

- 

- 

- 

- 

MUton. 

10 

45 

23 

1 

6 

- 

- 

8 

13 

- 

Monroe, 

1 

- 

- 

1 

- 

- 

- 

5 

- 

^ 

Monaon, 

4 

1 

10 

13 

2 

- 

- 

- 

1 

1 

Montacue,   . 

- 

- 

2 

- 

1 

- 

- 

- 

- 

- 

Nfthant,       . 

3 

2 

2 

- 

- 

- 

- 

- 

- 

- 

Nantuoket. 

1 

4 

27 

2 

- 

- 

- 

- 

- 

- 

Natlok. 

1 

- 

18 

- 

- 

- 

- 

- 

- 

- 

Needham,   . 

10 

186 

10 

1 

8 

- 

1 

2 

5 

2 

New  Bedford.     . 

M 

873 

242 

185 

218 

6 

2 

18 

42 

38 

New  Braintree,   . 

- 

1 

- 

- 

- 

- 

- 

- 

- 

- 

New  Marlboiough, 

- 

- 

1 

- 

- 

- 

- 

- 

- 

- 

New  Salem, 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Newbury,    . 

2 

6 

- 

- 

- 

- 

- 

- 

- 

- 

Newburyport,     . 

26 

711 

3 

18 

24 

1 

- 

- 

U 

- 

Newton, 

83 

209 

118 

36 

54 

- 

2 

2 

77 

1 

Norfolk,      . 

1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

North  Adama,     . 

13 

77 

38 

10 

38 

- 

- 

U 

3 

} 

North  Andover. . 

6 

122 

12 

8 

- 

- 

- 

3 

- 

- 

North  Attleborough, 

5 

15 

7 

8 

8 

- 

- 

• 

1 

North  Brookfield. 

1 

3 

11 

1 

- 

- 

8 

- 

2 

- 

North  Reading,  . 

6 

4 

- 

- 

- 

- 

- 

Northampton, 

13 

110 

17 

8 

34 

- 

22 

49 

13 

Northborough, 

6 

3 

6 

- 

1 

- 

^ 

- 

- 

Northbridge. 

12 

140 

22 

4 

11 

- 

- 

- 

1 

Northfield,  . 

2 

- 

- 

- 

- 

- 

- 

- 

1 

Norton, 

6 

11 

1 

- 

1 

- 

- 

- 

- 

2 

Norwell, 

3 

1 

1 

3 

- 

- 

- 

1     » 

4 

Norwood,    . 

14 

52 

4 

2 

13 

1 

- 

21 

17 

- 

Oakham.     . 

- 

7 

- 

- 

- 

- 

- 

- 

- 

- 

Orange, 

- 

28 

2 

- 

- 

_ 

_ 

- 

- 

- 

Orleans, 

- 

65 

- 

- 

- 

- 

- 

- 

- 

~ 

Oiford. 

4 

- 

B 

3 

4 

- 

- 

- 

» 

^ 

Palmer, 

43 

4 

25 

7 

3 

1 

1 

- 

9 

- 

11 
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Cases  of  Infective  DiseaseSf  etc.  —  < 

Continued. 

J 
t 

S 

• 

1 

• 

1 

• 

• 

1" 

• 

I 

1 

• 

1 

• 

1 

Anterior 

Poliomyelitis. 

Paxton,        .... 

1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Pwbody.     . 

8 

59 

15 

3 

7 

2 

4 

7 

1 

- 

Pembroke,  . 

- 

- 

3 

1 

- 

- 

- 

- 

- 

- 

Pepperell,    . 

- 

- 

- 

1 

1 

- 

- 

- 

1 

- 

1 

- 

- 

1 

- 

- 

- 

3 

4 

- 

PhiUipston, 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Pittsfield,    . 

46 

393 

63 

46 

36 

2 

- 

29 

51 

4 

PlainviUe.    . 

- 

10 

15 

3 

- 

- 

- 

- 

- 

- 

Plymouth,  . 

37 

2 

7 

2 

7 

1 

- 

- 

8 

5 

Plympton,  . 

1 

- 

- 

- 

- 

- 

- 

- 

- 

1 

Prinoetoo,    . 

- 

- 

- 

1 

- 

- 

- 

- 

- 

- 

Ftorinoetown,     . 

19 

2 

- 

4 

4 

- 

- 

- 

1 

- 

Quinoy, 

61 

289 

69 

25 

31 

2 

- 

11 

12 

5 

Randolph,  . 

1 

- 

4 

2 

4 

- 

- 

3 

- 

Reading.      . 

8 

14 

16 

1 

- 

28 

- 

1 

- 

Rehoboth,  . 

~ 

2 

8 

- 

- 

- 

- 

- 

- 

- 

Revere, 

29 

1 

67 

4 

- 

- 

- 

- 

- 

- 

Richmond,  . 

- 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Rochester,  . 

- 

1 

- 

1 

- 

- 

- 

- 

- 

Rockland,   . 

7 

2 

8 

3 

10 

- 

- 

- 

2 

2 

Rockport,    . 

4 

4 

1 

4 

3 

- 

- 

2 

- 

1 

RowCf . 

7 

- 

- 

- 

mm 

- 

- 

3 

- 

- 

Rcywiey, 

2 

1 

8 

11 

- 

- 

- 

- 

- 

Royaleton,  . 

- 

32 

- 

- 

- 

- 

- 

- 

- 

- 

RueaeU.       . 

6 

- 

- 

8 

- 

- 

~ 

- 

- 

1 

Rutland,     . 

- 

1 

2. 

1 

566 

- 

- 

- 

- 

1 

Salem, 

47 

38 

112 

33 

81 

1 

- 

5 

44 

4 

Sallebury,    . 

1 

23 

1 

- 

— 

- 

- 

- 

- 

Sandiafield. 

1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

SSUSUB, 

19 

127 

28 

8 

5 

- 

- 

2 

2 

- 

Savoy, 

- 

4 

- 

1 

1 

- 

- 

- 

- 

- 

Seituate,      . 

2 

1 

1 

- 

1 

- 

- 

- 

- 

- 

Seekonk, 

2 

- 

1 

1 

- 

- 

— 

- 

- 

- 

Sharon, 

23 

S 

8 

12 

— 

- 

- 

- 
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Cases  of  Infective 

» Diseases,  etc,  — 

Continued. 

i 

•a 

5 

:4 

• 

1 

& 

1 

• 

1 

4 
11 

• 

1 

• 

1 

• 

S 

> 

•3 
|£ 

a 
< 

Sheffield 

8 

- 

12 

- 

2 

- 

- 

- 

- 

- 

Shelbume,  . 

- 

- 

2 

1 

- 

- 

- 

- 

— 

- 

Sberborn,     . 

- 

1 

2 

- 

- 

•« 

- 

- 

- 

• 

Shirley, 

1 

- 

- 

- 

3 

- 

- 

- 

- 

« 

Shrewsbury, 

8 

- 

1 

1 

— 

- 

- 

- 

^ 

- 

Somerset.     . 

0 

- 

8 

2 

- 

- 

- 

- 

3 

SomerviUe,  . 

225 

226 

319 

57 

153 

2 

- 

4 

11 

i 

South  Hadley, 

3 

- 

- 

1 

I 

- 

- 

- 

« 

Southampton, 

- 

- 

- 

- 

1 

- 

- 

- 

- 

1 

Southbridie, 

13 

42 

M 

26 

7 

- 

- 

1 

t 

IS 

Southwick.  . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1 

Spencer, 

4 

4 

1 

3 

3 

- 

- 

- 

- 

- 

Springfield, 

830 

550 

150 

72 

122 

4 

- 

107 

H 

Ul 

Sterling.      . 

- 

9 

2 

4 

- 

- 

- 

- 

- 

- 

Stookbridge, 

1 

- 

6 

1 

1 

- 

- 

- 

- 

- 

Stoneham, 

6 

4 

4 

9 

- 

- 

3 

- 

- 

- 

SUnighton,  . 

15 

7 

11 

1 

14 

- 

- 

- 

5 

- 

Stow,  . 

1 

- 

8 

- 

1 

- 

- 

- 

- 

- 

Sturbridge, 

- 

14 

5 

4 

- 

- 

- 

- 

- 

1 

Sudbury,     . 

- 

- 

1 

- 

- 

- 

- 

1 

1 

- 

Sunderland, 

- 

- 

2 

- 

- 

- 

- 

- 

- 

- 

Sutton. 

8 

2 

2 

2 

1 

- 

- 

- 

1 

Swampeoott. 

4 

30 

20 

26 

2 

1 

- 

4 

16 

1 

Swansea, 

6 

15 

- 

2 

- 

1 

- 

- 

- 

- 

Taunton,     . 

34 

141 

52 

24 

88 

1 

- 

5 

3 

21 

Templeton, 

5 

6 

- 

2 

2 

- 

- 

- 

1          - 

Tewkabury, 

8 

7 

- 

1 

- 

- 

- 

- 

5 

- 

Tisbury, 

- 

16 

8 

1 

1 

- 

- 

- 

14 

1 

Topofield,    . 

- 

- 

2 

1 

- 

- 

- 

- 

1 

Towniend.  . 

- 

101 

- 

1 

- 

- 

- 

- 

■ 

Truro, 

1 

- 

- 

1 

- 

- 

- 

- 

- 

Tyngeborough,    . 

1 

80 

2 

1 

- 

- 

- 

3 

17 

- 

Upton, 

'     «      4 

- 

24 

2 

1 

*" 

- 

- 

- 

2          1 

Uxbridge,    . 

7 

10 

9 

— 

3 

— 

— 

- 

-1        ' 
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CasM  of  Infective  Diseaset,  etc.  —  Continued. 


• 

1 

•a 

• 

:4 

• 

Em 

1 
1 

0 

i 

•• 

1 

1 

CO 

• 

1 

1 

Anterior 

PoUomyeUtU. 

Wakefield 

14 

16 

30 

4 

3 

- 

56 

- 

- 

- 

Welpole. 

12 

154 

2 

- 

3 

- 

- 

17 

8 

- 

Waltham,    . 

89 

38 

79 

37 

41 

- 

- 

10 

42 

3 

Ware,  . 

20 

131 

1 

1 

6 

- 

- 

4 

2 

5 

Waieham,    . 

3 

4 

2 

- 

6 

- 

- 

9 

- 

- 

Warren, 

3 

3 

1 

4 

1 

- 

- 

- 

1 

1 

Waahington, 

- 

9 

- 

- 

- 

- 

- 

- 

- 

Watertown, 

14 

100 

35 

3 

13 

1 

- 

2 

1 

1 

Wayland,     . 

- 

1 

2 

37 

- 

- 

1 

- 

- 

- 

Webeter,      . 

16 

1 

3 

1 

5 

- 

- 

- 

- 

1 

WeUeeley.    . 

8 

230 

16 

2 

8 

1 

- 

6 

5 

1 

- 

- 

9 

- 

1 

- 

- 

- 

2 

- 

West  Boylaton,    . 

- 

12 

3 

1 

- 

- 

- 

18 

- 

- 

West  Bridgewater, 

- 

- 

- 

2 

1 

- 

- 

- 

- 

1 

Weet  Brookfield, 

- 

3 

1 

- 

2 

- 

- 

- 

28 

- 

Weet  Newbury, 

1 

1 

2 

- 

- 

- 

- 

- 

- 

- 

Weat  Springfield, 

44 

- 

10 

1 

3 

- 

- 

- 

- 

7 

Weet  Tiabury,     . 

- 

- 

— 

- 

2 

- 

— 

9 

- 

- 

Weetborough, 

6 

6 

1 

6 

1 

- 

- 

- 

2 

- 

Weetfield,     . 

118 

31 

11 

20 

20 

- 

- 

- 

4 

10 

Weetfbrd, 

3 

6 

4 

1 

2 

- 

- 

- 

- 

- 

Weethampton, 

- 

2 

- 

- 

- 

- 

- 

- 

- 

- 

Weetminater, 

3 

4 

2 

1 

- 

- 

- 

- 

- 

- 

Weeton, 

1 

0 

— 

3 

5 

- 

- 

- 

2 

3 

Weetport, 

4 

94 

20 

2 

- 

- 

- 

7 

6 

8 

Weet  wood,   . 

3 

1 

- 

1 

- 

- 

- 

- 

- 

1 

Weymouth, 

30 

2 

5 

- 

2 

- 

- 

- 

- 

- 

Whately,      . 

2 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Whitman,    . 

10 

16 

6 

4 

12 

1 

- 

- 

1 

- 

Wilbraham, 

8 

- 

5 

- 

3 

2 

- 

- 

- 

- 

WUliamaburg. 

2 

2 

13 

- 

1 

- 

- 

- 

2 

2 

Williamatown, 

1 

2 

6 

2 

1 

- 

- 

- 

1 

3 

Wilmington, 

2 

17 

5 

- 

2 

- 

- 

- 

- 

1 

Winohendon, 

•               • 

6 

424 

1 

1 

1            1 

17 

12 

5 

- 
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Cases  of  Infective  Diseaeeiy  etc,  — 

Concluded. 

1 

S 

• 

1 

• 

£ 

1 

1 

So 
is 

• 

M 

& 

• 

> 

• 

! 

E 

fl 
< 

Winohestor, 

17 

20 

66 

4 

9 

- 

- 

25 

37 

I 

Windjor, 

- 

1 

- 

- 

- 

- 

- 

- 

- 

« 

Winthit>p»    . 

19 

67 

43 

2 

7 

- 

- 

IS 

82 

2 

Woburn, 

34 

143 

69 

8 

13 

- 

- 

2 

6 

- 

WoroMtoTt   . 

646 

665 

156 

286 

367 

3 

- 

104 

38 

m 
1 

Worthington* 

2 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Wrantham,  . 

- 

10 

18 

- 

- 

- 

- 

- 

- 

- 

Yannouth,  . 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

TotiOa,  . 

7.300 

18.7M 

7.882 

8.462 

7.862 

163 

166 

1.436 

2.361 

•61 

ActinomycosiB  occurred  in  the  following  placeB:  — 

Boston, 

Northamptoni      ........ 


2 
1 


Anthrax  occurred  in  the  following  places:  — 

BostoUi       ........ 

Methuen,    ........ 


2 

3 


Erysipelas  occurred  in  the  following  places:  — 

Beverly, 

Brockton, 

Chelsea, 

Dighton, 

Everett, 

Lynn, 

Peabody, 

Salem, 

Somerville, 

Tisbury, 


2 

o 

6 

I 

1 

1 
2 

4 
5 
4 
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Glanders  occurred  in  the  following  places :  — 


Boston, 

Chelsea, 

Medford, 


1 
1 
1 


Leprosy  occurred  in  the  following  place :  — 
North  Adams,      ...... 


1 


Malaria  occurred  in  the  following  place :  — 


Boston, 


14 


Malignant  pustule  occurred  in  the  following  places:  — 


Lynn, 
Salem, 


1 
1 


Meningitis  other  than  cerebro-spinal  occurred  in  the  following  places : 

Acton, 

Athol, 

Brockton, 

Danvers, 

Dedham, 

Everett, 

Fall  River, 

Gardner, 

Haverhill, 

Ipswich, 

Lowell, 

Maiden, 

Pittsfield, 

Shirley, 

Somerset, 

Southbridge, 

Southwick,  . 

Springfield, 

Swampscott, 

Winchester, 

Worcester,  . 


2 


29 
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Cases  of  Infective  Diseases,  etc.  —  Concluded. 


• 

• 

1 

• 

1 

■*» 

a 

1 

a 

a 

«s 

£ 

I 


i 


a 

CO 


I 


e 


Winchester, 
Windsor, 
Winthrop,    . 
Wobum, 
Woroostor,    . 
Worthington, 
Wrsntham,  . 
Ymrmouth,  . 
Totals,  . 


17 

19 

34 

646 

2 


7.300 


20 
1 

67 
143 
666 


10 


18.7M 


66 


43 

69 

166 


13 


7.882 


2 

8 

286 


7 

13 

367 


3.462 


7.862 


3 


163 


166 


26 


13 

2 

104 


37 


32 

6 

39 


1.436 


2,361 


6SI 


Actinomycosis  occurred  in  the  following  places:  — 


Boston, 
Northampton, 


2 
1 


Anthrax  occurred  in  the  following  places:  — 


Boston, 
Methuen, 


2 
3 


Erysipelas  occurred  in  the  following  places:  — 

Beverly, 

Brockton, 

Chelsea, 

Dighton, 

Everett, 

Lynn, 

Peabody, 

Salem, 

Somerville, 

Tisbury, 


2 
2 
6 
1 
1 
1 
2 
4 
5 
4 


28 
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Glanders  occurred  in  the  following  places :  — 


Boston, 

Chelsea, 

Medfordy 


1 
1 
1 


Leprosy  occurred  in  the  following  place :  — 
North  Adams, 


1 


Malaria  occurred  in  the  following  place :  — 


Boston, 


14 


Malignant  pustule  occurred  in  the  following  places: 


Lynn, 
Salem, 


1 


Meningitis  other  than  cerebro-spinal  occurred  in  the  following  places : 

Acton, 

Athol, 

Brockton, 

Danvers, 

Dedham, 

Everett, 

Fall  River, 

Gardner, 

Haverhill, 

Ipswich, 

Lowell, 

Maiden, 

Pittsfield, 

Shirley, 

Somerset, 

Southbridge, 

Southwick,  . 

Springfield, 

Swampscott, 

Winchester, 

Worcester,  . 


2 


29 
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Mumps  occurred  in  the  following  places :  — 

Abington, 

Barre, 

Boston, 

Brockton, 

Chelsea, 

Concord, 

Duxbury, 

Everett, 

Fall  Rver, 

Foxborough, 

Georgetown, 

Hyde  Park, . 

Mansfield,  . 

Methuen, 

Milton, 

Provincetown, 

Salem, 

SomerviUe,  . 

Tisbury, 

Winchendon, 

Worcester,  . 


Ophthalmia  neonatorum  occurred 

Adams, 

Athol, 

Attleborough, 

Beverly, 

Boston, 

Braintree,    . 

Brockton,    . 

Cambridge, 

Charlemont, 

Chelsea, 

Chicopee, 

Concord, 

Danvers, 

Dudley, 

Everett, 

Fall  River, 

Falmouth, 

Fitchburg, 

Foxborough, 

Frammgham, 

Gloucester, 

Hardwick,   . 


in  the  following  places :  — 


1 
2 

85 
1 

10 
2 
1 

36 
2 
1 
6 
2 
4 
4 
1 

m 

0 

m 

d 
3 
1 
1 
__1 

m 

1 
1 
1 
1 

189 
1 
4 

10 
I 
1 
4 
1 
I 

o 

I 

0 

m 

3 
I 
1 
3 
I 
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Haverhill, 

Holyoke, 

HuU,  . 

Hyde  Park, 

Ipewich, 

Lancaster, 

Lawrence, 

Leominster, 

Lowell, 

Lynn, 

Maiden, 

Marlborough, 

Methuen, 

Middleborough, 

New  Bedford, 

Newburyport, 

Newton, 

North  Attleborough, 

North  Reading, 

Northampton, 

Norwood, 

Palmer, 

Pittsfield, 

Quincy, 

Randolph, 

Rockland, 

Rockport, 

Rowley, 

Salem, 

Somerville, 

Springfield, 

Stoughton, 

Stow, 

Swampscott, 

Taxmton, 

Topsfield, 

Waltham, 

Ware, 

Watertown, 

Webster, 

Wellesley, 

Westford, 

Weston, 

Winchester, 

Worcester,  , 

Wrentham. 


9 
6 
1 
1 
1 
1 
4 
1 
7 
6 
3 
1 
1 
1 
2 
3 
4 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
7 
2 

12 
1 
1 
1 
2 
1 
9 
1 
1 
2 
1 
1 
1 
1 

16 
1 

361 
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Babies  occurred  in  the  following  place:  — 
Waltham, 


Tetanus  occurred  in  the  following  places :  — 

Boston, 
Brockton,    . 
Chicopee,    . 
Dartmouth, 
Fairhaven,  . 
Maiden, 
New  Bedford, 
Salem, 
Springfield, 
Townsend,  . 
Waltham.    . 
Westfield,    . 
Worcester,  . 


19 
1 
1 
1 
1 
1 
1 
2 
5 
1 
1 
1 
1 

36 


Trachoma  occurred  in  the  following  places:  — 

Boston,  ...                 .... 

Lawrence, 

Lynn,  ........ 

Plymouth, 


4 
1 
1 
1 


Tuberculosis  other  than  phthisis  occurred  in  the  following  places :  — 


Brookline, 

Cambridge, 

Chelsea, 

Chicopee, 

Dedham, 

Fall  River, 

Fitchburg, 

Gloucester, 

Haverhill, 

Hopedale, 

Lancaster, 

Maiden, 

Needham, 

New  Bedford, 

Northampton, 


1 

15 
2 


3 
1 
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Pittsfield,    . 

Salem, 

Southbridge, 

Springfield, 

Wellealey,    . 

Westminster, 

Worcester,  . 


7 
8 
1 
4 
1 
1 
7 

73 


lAst  of  Cities  and  Towns  from  which  no  Reports  were  received. 

L    Cities. 
None. 

//.     Tovms  having  a  Population  of  More  than  6fl00, 

None. 


///.     Towns  having  a  Population  of  More  than  IfiOO  hut  Less  than  BflOO  in 

Each. 


Buckland, 

Hinsdale, 

Sandwich, 

Gill, 

Lincoln, 

Southborough, 

Groton, 

Raynham, 

West  Stockbridge.  —  9. 

IV.    Town 

s  having  Less  than  IflOO  1 

nhdhiianis. 

Ashfield, 

Heath, 

Plainfield, 

Bemardston, 

Lanesborough, 

Prescott, 

Boxborough, 

Leyden, 

Shutesbury, 

Boxford, 

Mashpee, 

Tolland, 

Dover, 

Monterey, 

Tyringham, 

Dimstable, 

Montgomery, 

Wales, 

Gay  Head, 

Mount  Washington, 

Warwick, 

Gosnold, 

New  Ashford, 

Wellfleet, 

Granville, 

Otis, 

WendeU.  —  31. 

Hancock, 

Pelham, 

Hawley, 

Peru, 

A  supply  of  postal  cards  for  the  purpose  of  reporting  infective  dis- 
eases to  the  State  Board  of  Health,  as  required  by  statute^  will  be  for- 
warded to  any  local  board  of  health  on  application  to  the  secretary  of 
the  State  Board,  Room  145,  State  House,  Boston. 
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IV. 

Official  Returns  of  Deaths  in  Cities  and  Large  Towns  (Revised 

Laws,  Chapter  76,  Section  12). 

1910. 

Li  the  following  Bimunary,  the  statistics  of  deaths  required  by  chapter 
75,  section  12,  of  the  Revised  Laws,  are  presented.  These  statistics  are 
returned  to  the  Board  from  each  city  and  town  which  has,  **  according 
to  the  latest  census,  more  than  five  thousand  inhabitants.^' 

The  cities  and  towns  which  have  contributed  these  returns  for  the  year 
1910  comprise  a  somewhat  longer  list  than  that  of  1909.  This  list  em- 
braces all  of  the  33  cities  and  the  towns  having  more  than  5,000  in- 
habitants in  each. 

The  list  for  the  year  1910  includes  111  cities  and  towns.  The  total 
population  of  this  group  of  cities  and  towns  in  1910  was  2,982,294,  or 
about  89  per  cent,  of  the  total  population  of  the  State. 

The  United  States  census  of  1910  has  added  7  towns  to  the  list  of 
places  having  a  population  of  more  than  5,000  in  each  during  the  five 
years  which  have  elapsed  since  the  taking  of  the  State  census  of  1905, 
viz.,  Belmont,  Chelmsford,  Easton,  Fairhaven,  Mansfield,  Needham  and 
North  Andover. 

Hingham  and  Williamstown  have  again  made  returns,  although  their 
populations  fell  below  5,000  in  1910.  In  addition,  the  following  towns, 
now  near  the  5,000  mark,  have  voluntarily  made  returns,  although  not 
required  by  law  so  to  do:  Lexington,  Ludlow,  Monson  and  Walpole. 
The  gain  by  the  addition  of  new  towns  is  56,067. 

The  whole  number  of  registered  deaths  in  these  cities  and  towns  in 
1910  was  47,846,  and  the  death-rate,  as  calculated  from  the  foregoing 
population,  was  16.04  per  1,000  of  the  living  population,  that  of  the 
previous  year  having  been  15.92  per  1,000,  and  that  of  1908,  16.40  per 
1,000. 

The  death-rate  for  the  year  1910  was  slightly  higher  than  that  of  1909, 
but  lower  than  the  death-rate  of  1908,  and  considerably  lower  than  the 
mean  annual  death-rate  of  the  State  for  the  fifty  years  ended  Dec.  31, 
1900,  which  was  19.22  per  1,000. 

Sexes,  —  The  number  of  deaths  of  males  was  24,669,  or  51.57  per  cent. 
of  the  whole  number  of  deaths  whose  sex  was  known ;  and  the  deaths  of 
females  were  23,167,  or  48.43  per  cent.  There  were  10  in  which  the 
was  not  stated  in  the  returns. 

Ages,  —  The  deaths  by  four  groups  of  ages  were  as  follows :  — 
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Deaths.  1910. 

PaBcsxraAOsa  of  All  Dbaths. 

AasB. 

1910. 

1900. 

Under  1  year 

10,638 

22.05 

21.63 

1  to  80  yeari, 

6,255 

13.00 

12.00 

20  to  M  years 

10.762 

22.62 

23.39 

fiO  and  oyer 

20.234 

42.34 

42.08 

Infant  Mortality,  —  The  deaths  of  infants  under  one  year  old  were 
10,538^  or  22.05  per  cent,  of  the  total  mortality^  as  compared  with  21.63 
per  cent,  in  1909.  In  the  year  1900  the  rate  was  23;  that  of  the  five 
years  1906-10,  respectively,  constituted  22.06,  21.55,  22.92,  21.63  and 
22.05  per  cent,  of  the  total  mortality. 

The  deaths  of  children  under  five  years  old  were  14,258,  or  29.8  per 
cent,  of  the  total  mortality,  as  compared  with  29.1  per  cent,  for  the 
same  age  in  1909. 

All  of  the  percentages  in  the  foregoing  table  were  estimated  upon  the 
number  of  deaths  of  those  whose  ages  were  stated  in  the  returns.  The 
total  number  of  deaths  in  which  the  age  was  not  specified  was  57;  in 
1909  it  was  19. 

Still-births.  —  The  number  of  still-births  was  3,140,  and  when  com- 
pared with  the  total  mortality  (still-births  included),  this  was  6.2  per 
cent,  of  the  total  deaths  and  still-births  combined.  In  1909  the  per- 
centage was  6.4. 

Months  and  Quarters.  —  The  number  of  deaths  in  each  quarter  of 
the  year  is  shown  in  the  following  table :  — 


Deaths,  1910. 


First  quarter, 
Second  quarter. 
Third  quarter, 
Fourth  quarter. 
Total,      . 


12.665 
11.483 
12.345 
11,344 


47,837 


PBBCBMTAaaS. 


IflO. 


26.48 
24.00 
25.81 
23.71 


100.00 


26.22 
24.67 
24.70 
24.32 


100.00 


These  percentages  differ  but  little  from  the  mean  of  several  years. 
As  in  1907,  1908  and  1909,  the  highest  mortality  was  in  the  first 
quarter. 

During  the  forty-year  period  (1856-95)  the  mortality  was  generally 
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above  the  mean  in  the  third  quarters  of  the  years  and  below  it  in  the 
other  three  quarters. 

The  intensity  of  the  seasonal  death-rate  is  more  accurately  shown  in 
the  following  table^  the  method  employed  being  explained  on  page  575 
in  Section  III.  of  these  summaries,  relating  to  disease  notification.  By 
this  method  the  errors  which  are  due  to  differences  in  the  length  of  the 
months  are  eliminated. 


MoMTns. 


Deatbsin 
Eaoh  Month. 


M6aa 

D«ily  Deaths 

per  Month, 

1910. 


Januaxy,  . 

February, 

Haroh, 

April, 

May.         .        , 

June. 

July.         .       . 

Aucuat,     . 

September. 

October.    . 

November, 

December. 

Annual  mean. 


4.236 
3.890 
4.530 
4.1M 
8,783 
3,514 
4,358 
4,132 
3,855 
3,853 
3,585 
4,107 


130.0 
138.9 
140.4 
139.6 
122.0 
117.1 
140.8 
133.8 
128.6 
117.8 
119.6 
132.6 


131.1 


CBNnBmiLL  Ratio. 


ino. 


104.2 

106.9 

111.0 

100.4 

03.1 

80.8 

107.0 

101.7 

98.0 

89.9 

91.2 

101.1 


100.0 


101.8 

104.6 

112.4 

106.6 

90.6 

01.6 

91.0 

100.1 

00.8 

08.0 

08.4 

108.8 


100.0 


The  figures  in  the  foregoing  table  indicate  a  departure  in  excess  of 
the  mean  death-rate  in  January,  February,  March,  April,  July,  August 
and  December,  while  that  of  the  remaining  months  was  below  the  mean. 

The  mean  maximum  departure  from  the  death-rate  for  each  month 
for  the  period  of  twenty  years  1856-75  was  32.9  per  cent,  in  Augasi, 
and  the  twenty-year  period  1876-95  it  was  20  per  cent,  in  August,  while 
that  of  August,  1910,  was  only  1.7  per  cent.,  ^nd  those  of  March  and 
July,  the  two  months  in  which  the  death-rates  were  the  highest,  were, 
respectively,  11.6  and  7.0  per  cent. 

In  the  two  years  having  the  highest  death-rates  in  Massachusetts  in 
the  past  half-century  or  more  (1849  and  1872)  the  maximum  departures 
from  the  yearly  means  were,  respectively,  83.4  per  cent,  in  August,  1849, 
and  40  per  cent,  in  August,  1872.  That  of  January,  1890,  the  month 
in  which  the  epidemic  of  influenza  was  at  its  maximum,  was  43.4  per 
cent,  above  the  mean. 

The  figures  for  1910,  when  compared  with  those  of  earlier  years  in  the 
past  half -century,  show  a  much  greater  uniformity  in  the  seasonal  mor- 
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talily,  since  serious  epidemics  have  not  prevailed  in  the  State  either  in 
the  past  year  or  in  any  of  the  years  of  the  past  decade. 

Death-rates  of  Cities  and  Large  Towns.  —  In  Table  II.,  last  column, 
the  death-rates  of  cities  and  towns  having  over  6,000  inhabitants  are 
given.  These  death-rates  are  obtained  by  comparing  the  deaths  in  each 
city  and  town  with  the  census  population.  They  vary  from  a  Tm'mTnnTn 
of  9.2  in  Bridgewater  to  19.8  per  1,000  in  Lowell. 

The  following  cities  and  towns  had  death-rates  above  19  per  1,000 
in  1910;  Lowell,  19.8;  Taunton,  19.7;  Fairhaven,  19.5;  Milford,  19.5; 
Beading,  19.4;  Grafton,  19.3. 

Of  the  foregoing,  Lowell  and  Grafton  had  a  death-rate  above  19  per 
1,000  in  1909. 

The  following,  cities  and  towns  had  death-rates  less  than  12  per  1,000 
in  1910;  Marlborough,  11.8;  Concord,  11.6;  Quincy,  11.6;  Danvers, 
11.5;  Brookline,  11.5;  Wellesley,  11.4;  Whitman,  11.3;  Watertown,  11.1; 
Everett,  11.0;  Winthrop,  10.5;  Medford,  10.5;  Winchester,  10.5;  West- 
borough,  10.4;  Norwood,  10.2;  Bridgewater,  9.2.  Of  these,  Brookline, 
Concord,  Norwood,  Wellesley,  Westborough  and  Winchester  had  death- 
rates  below  12  per  1,000  in  1909. 


Deathrrales  of  Certain  Cities  hamng  a  Population  of  More  than  BS,000,  Mean 
DeathrTotes  of  the  Seven  Census  Years  1870,  1876,  1880,  1886,  1890, 1896, 
1900,  and  for  1906  and  1910. 


Mean 

Mean 

Death-rates, 
1870, 1876, 
1880,  1885, 
1800.  1896. 

Deatb- 
rate. 
1905. 

Death- 
rate, 
1910. 

Death-rates, 
1870,  1876, 
1880,  1885, 
1890.  1896. 

Death- 
rate, 
1906. 

Death- 
rate, 
1910. 

and  1900. 

and  1900. 

Boston^ 

23.3 

18.6 

17.8* 

HaTsrhiU.  . 

17.2 

16.6 

17.0 

Worcester,    . 

19.6 

17.4 

17.0* 

Salem, 

21.4 

19.6 

16.9 

F^  River,  . 

22.8 

20.2 

18.6 

Newton,     . 

14.3 

13.1 

12.2 

Lowell. 

21.8 

20.0 

19.8 

Fitehburg. 

.     16.4 

13.1 

13.4 

Cainbridice, 

10.0 

16.6 

16.4 

Taunton,    . 

19.7 

21.8 

23.41 

New  Bedford,      . 

20.7 

17.2 

18.8 

Everett, 

16.4 

13.9 

11.0 

Limn,  . 

17.4 

16.2 

13.1 

Quinoy. 
Chelsea,      . 

17.1 

13.1 

11.7 

Springfield, . 

19.0 

16.2 

16.7 

19.7 

18.4 

18.6i 

Lawrenoe, 

21.7 

19.6 

17.7 

Pittsfield.  . 

17.6 

16.6 

17.7 

Somerville, 

17.1 

14.0 

13.6 

Waltham,   . 

15.0 

13.7 

14.0 

Holyoke. 

22.2 

16.3 

17.8 

Chioopee,   . 

20.8 

17.7 

15.4 

Brockton, 

16.3 

12.7 

12.4 

Gloucester, 

20.0 

14.8 

16.0S 

Maiden, 

16.4 

13.3 

13.1 

i  These  figures  for  Boston,  Chdsea,  Worcester  and  Taunton  include  all  deaths.  By  exclusion  of  deaths 
of  non-residents  in  Boeton  and  deaths  in  public  and  private  institutions  in  the  othear  8  cities,  the  death- 
rates  would  be  reduced  to  13.3  in  Chelsea,  15.4  in  Boston,  19.7  in  Taunton  and  15.7  in  Worcester. 

s  Gloucester  has  been  allowed  to  stand  in  this  list,  although  it  has  dropped  below  the  26,000  mark  during 
the  past  five  yeaia. 

CoMses  of  Death.  —  In  Table  III.  the  mortality  of  the  cities  and  towns 
embraced  in  this  summary  is  presented  in  absolute  figures,  classified  ac- 
cording to  the  principal  causes  of  death.  The  same  figures  are  again 
presented  in  relative  terms  in  Table  IV.,  for  the  whole  group  of  cities 
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and  towns  combined.  Two  sets  of  figures  are  given  in  Table  IV.,  in  one 
of  which  the  mortality  from  each  principal  cause  of  death  is  compared 
with  the  census  population  of  the  group  for  1910,  as  well  as  for  each 
of  the  last  five  years,  and  in  the  other  with  the  total  mortality  of  the 
group  of  cities  and  towns. 

By  this  it  appears  that  the  general  death-rate  from  all  causes,  as  shown 
in  the  lower  line  at  the  left  of  the  table,  160.43  per  10,000  living,  or,  as 
usually  stated,  16.04  per  1,000,  was  slightly  higher  than  that  of  1909, 
but  lower  than  in  the  years  1908,  1907  and  1906,  when  it  was  16.40, 
17.46  and  16.61,  respectively.  The  population  comprised  in  these  re- 
turns constitutes  about  89  per  cent,  of  that  of  the  whole  State. 

The  decline  in  the  general  death-rate  during  the  year  1910  is  chiefly 
due  to  a  decrease  in  the  relative  number  of  deaths  from  infective  dis- 
eases, more  especially  to  the  gastro-intestinal  diseases  of  infancy  and 
childhood. 

The  death-rate  from  each  of  the  following  causes  was  less  than  that 
of  1909:  consumption,  scarlet  fever,  diphtheria  and  croup,  whooping 
cough,  typhoid  fever,  cerebro-spinal  meningitis,  puerperal  fever,  malarial 
fever,  dysentery,  diarrhoea  and  cholera  morbus  and  suicide.  That  of 
consumption,  diphtheria  and  croup,  whooping  cough,  cerebro-spinal 
meningitis,  malarial  fever,  diarrhoea  and  cholera  morbus  was  also  less 
than  the  death-rates  from  the  same  causes  in  any  of  the  last  five  years. 

The  following  table,  first  published  in  the  report  of  1899,  presents 
the  combined  death-rate  from  eight  of  the  principal  infective  diseases, 
and  also  shows  that  this  combined  death-rate  in  1910  was  less  than  that 
of  any  of  the  years  embraced  in  this  series  of  reports. 

The  diseases  referred  to  are  consumption,  measles,  scarlet  fever, 
diphtheria,  whooping  cough,  typhoid  fever,  puerperal  fever  and  cholera 
infantum. 

The  combined  death-rate  per  10,000  of  the  population  from  these 
eight  causes  for  the  sixteen  years  (1895-1910)  in  the  cities  and  towns 
included  in  this  report  (about  seven-eighths  of  the  total  population  of 
the  State)  was  as  follows :  — 

Combined  Deathrraie  from  Eight  Principal  Infective 


YSAB. 

Combined 

Death-ntte  per 

10.000. 

Ybab. 

Oomb&aed 

Deaib-imfte  par 

10,000. 

1005 

1800 

1807,       

1806 

1800 

1000 

1001 

1002 

40.4 
46.8 
80.7 
36.3 
36.2 
40.7 
83.5 
80.0 

1003 

1004,     

lOOS. 

1006 

1007 

1008 

1000 

1010, 

80.7 
S7.0 
28.0 
S7.0 

r.s 

28.S 

n.i 
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The  death-rate  from  consumption  was  lower  in  1910  than  in  any 
year  of  record,  being  12.60,  as  against  13.38  in  1909,  13.49  in  1908, 
15.50  in  1907,  and  15.11  in  1906. 

The  seasonal  table  which  appeared  in  the  earlier  reports,  presenting 
the  deaths  by  months  for  each  city  and  town  and  for  the  whole  State,  is 
omitted  in  the  present  report,  since  the  details  presented  in  this  table 
are  not  of  essential  value.  Its  chief  value  consisted  in  the  column  of 
total  figures  for  the  State,  which  is  retained  essentially  in  the  table  on 
page  593. 

The  table  of  percentages  of  total  mortality  shown  in  Table  IV.  acts 
in  a  measure  as  a  check  or  control  in  case  of  erroneous  estimates  of 
population. 

The  changes  in  the  death-rate  from  consumption,  typhoid  fever  and 
puerperal  fever  (see  child-birth  in  report  of  1896,  page  804)  were  quite 
fully  treated  in  the  report  of  1896.  To  these  may  be  added  the  later 
comments  on  the  changes  in  the  death-rate  from  diphtheria,  which  ap- 
pear in  the  figures  of  the  past  sixteen  years. 

The  following  preventable  causes  of  death,  consumption,  measles,  scar- 
let fever,  diphtheria,  whooping  cough,  typhoid  fever,  puerperal  fever 
and  cholera  infantum,  together  constituted  27.2  per  cent,  of  the  total 
mortality  in  1894,  but  had  fallen  off  to  24.2,  24.2,  21.9,  21.1,  20.4,  22.3, 
19.9,  19,  19,  17.5,  16.7,  16.8,  15.9,  17.4,  17.0  and  16.3  in  the  sixteen 
succeeding  years;  while  the  principal  acute  lung  diseases,  diseases  of 
the  heart,  brain,  kidneys,  cancer,  suicide  and  accident  had  increased 
from  35.7  per  cent,  of  the  total  mortality  to  36.9,  36.9,  38.5,  39.2,  40.2, 
38.6,  40.1,  42.7,  43,  45.7,  46.6,  45.6,  46.3,  46.7,  47.5  and  50.3  in  the 
same  years. 

These  all  combined  constituted  the  greater  part  of  the  total  mortality 
in  each  of  the  seventeen  years  1894-1910,  and  of  the  diseases  specified  in 
the  table  entitled  the  "Balance  of  Mortality,"  in  the  annual  report  of 
1896,  page  812. 

Table  I. 

Popidatum  of  Cities  and  Large  Towns,  Census  of  1910, 


RsPORnNO  CXTXSS  AKD  T0WN8. 

Population 
1910. 

REPOBTXKa  Cmss  akd  Towns. 

Population 
1910. 

Abinston 

Adams, 

Amesbury 

Amherst,     ..... 
Andover, 

6.455 
13.026 
9.804 
5.112 
7,301 

Arlington, 

Athol 

Attleborough,     .... 

Belmont, 

Beverly 

11,187 
8,536 

16,216 
5.542 

18,650 
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Table  I.  —  Concluded. 


RXPOBXXNO  CmiB  AND  ToWMB. 

Population 
1910. 

RtfonnMo  Cmas  amd  Towns. 

Population 
1910. 

SomerviUe,          .... 

n,236 

Webster 

11.609 

8oatlibridff0, 

i2jm 

Wellesley,    . 

6.418 

South  Hadley, 

4.894 

Westborough, 

6.446 

Speneer, 

0.740 

Westfield.    . 

16,044 

Spfingfiflld, 

88.926 

West  Springfield. 

9.224 

Stoneham,  . 

7.090 

Wesrmouth. 

12.896 

Btonghton.  . 

6.310 

Whitman 

7.292 

SwamiMOott, 

6.20ft 

3.708 

Taunton.     . 

34.269 

Winchendon. 

6.678 

Wakefield.  . 

11.404 

Winchester. 

9.309 

Walpole.      . 

4.892 

Winthrop.    . 

10.132 

Waltham,    . 

27.834 

Wobum. 

16.308 

Wan.  . 

8.774 
12,876 

Woroester.   . 
Total,    . 

146.986 

Watertown. 

2.962.294 

la 


i  3 
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STATE  BOARD  OF  HEALTH.       [P.  D.  No.  34. 


Table  IV. 

Deaths  from  Specified  Causes,  1910,  in  Cities  and  Towns  required  to  report  to  the 
State  Board  of  Health,  Death-rates  per  10,000  (1906-10)  Deaths  per  1,000 
from  AU  Causes,  1906-10. 


Causes  or  Death. 

Deaths 
1910. 

MOBTALITT  PER  10.000 
THE  POPXTLATIGN. 

OP 

Deaths  phh  1.000  pbou 
All  Causes. 

1910 

1909 

1908 

1907 

1906 

1910 

1908 

1908 

liOT 

1991 

Consumption,  . 

3,757 

12.60 

13.38 

13.49 

15.50 

15.11 

78.52 

84.07 

82.20 

88.75'  91.06 

1 

Smallpox, 

- 

- 

0.0036 

0.02 

0.01 

- 

- 

0.022 

0.13 

0.09      - 

Measles 

255 

0.86 

0.66 

1.22 

0.55 

0.58 

5.33 

4.14 

7.43 

3.13    3.49 

Scarlet  fever,    . 

246 

0.82 

0.88 

1.15 

1.00 

0.43 

5.14 

5.55 

7.02 

5.72I    2.90 

Diphtheria  and  croup,     . 

644 

2.16 

2.37 

2.45 

2.61 

2.50 

13.46 

14.89 

14.95 

14.901  15.08 
4.65   10  35 

Whoopioc  cough, 

227 

0.76 

0.92 

1.01 

0.81 

1.72 

4.74 

5.76 

6.13 

Typhoid  fever. 

875 

1.26 

1.35 

1.76 

1.25 

1.64 

7.84 

8.49 

10.76 

7.14     9  87 

Cerebro-spinal     meningi- 
tis. 
Erysipelas, 

213 

0.71 

0.82 

0.93 

1.98 

1.78 

4.45 

5.12 

5.68 

11.361  10  71 

1 

175 

0.59 

0.55 

0.40 

0.49 

0.43 

3.66 

3.48 

2.45 

281     258 

Puerperal  fever, 

107 

0.36 

0.37 

0.33 

0.39 

0.28 

2.24 

2.34 

2.02 

2.23;    l.n 

Influensa, 

243 

0.81 

0.80 

1.04 

1.56 

0.51 

5.06 

503 

6.33 

8:91     3  06 

Ifialax^l  fever, . 

7 

0.02 

0.05 

0.03 

0.08 

0.06 

0.15 

0.32 

0  16 

0.47    0  36 

Cholera  infantum,    . 

2.166 

7.26 

7.19 

7.08 

5.71 

5.59 

45.27 

1 

45.14 

43  18 

32.67  33  70 

Dysentery, 

172 

0.58 

0.60 

0.53 

0.53 

0.58 

3.59 

3.78 

3.21 

3.04     3  49 

Diarrhoea    and     cholera 

morbus. 
Pneumonia, 

751 
5,761 

2.52 
19.32 

2.53 
16.82 

3.07 
16.88 

4.73 
17.08 

4.10 
17.72 

15.70 
120.42 

15.87 
105.67 

18.70 
102.94 

27.00:  a<n 

10S.96;106.7S 

Bronchitis, 

1.045 

3.50 

3.46 

3.63 

4.31 

4.19 

21.80 

21.74 

23.16 

24.fl8J  29.27 

Diseases  of  the  heart. 

5.687 

19.07 

17.33 

17.36 

18.43 

17.00 

jll8.85  106.88 

105.84 

10S.52 102.40 

1 

Diseases  of  the  brain  and 

spinal  cord. 
Diseases  of  the  kidneys,  . 

4,070 
2,777 

13.68 
9.31 

13.50 
8.96 

14.03 
8.46 

14.10 
9.15 

12.46 
8.95 

,85.28 
'  58.04 

84.79 
56.27 

85.57 

51.58 

80.72  79.03 
52.36  53  90 

Cancer 

2,544 

8.53 

8.33 

8.47 

8.37 

8.13 

'  53.17 

1 

52.33 

51.64|  47. »  4S9S 

Suidde,     .... 

357 

1.20 

1.25 

1.36 

1  3,-) 

1.00 

;    7.46     7.85 

•           1 

8.29     7  74     6  01 

Accident,  .... 

1,835 

6.15 

6.03 

6.37 

7.19 

6.29 

38.35  37.66 

38  82   41  16  37  67 

Unknown    or    ill-defined 

741 

2.48 

1.51 

2.79 

2.15 

1.98 

15.49 

9.47 

17.02'  12.30  11  16 

causes. 

1 

1 

1 

All  causes, . 

47,846 

160.43 

159.17 

164.00 

174.65 

166.10 

1 
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Abington,  examination  of  dairies  in         .......         .  379 

Milk  supply  of       ..........         .  330 

Water  supply  of    ... 171 

Accord  Pond,  analysis  of  water  of           ........  173 

Actinomycosis,  deaths  from  .         .                   .......  564 

Reported  cases  of,  by  towns    .........  686 

Acton,  advice  concerning  well  in  South  Acton  123 

Advice  concerning  well  in  West  Acton      .......  123 

Acute  lung  diseases,  weekly  returns  of  death  from   ......  567 

Adams,  milk  supply  of           ..........  330 

Water  supply  of 171, 176 

Agawam,  advice  concerning  water  supply  of    ......         .  55 

Ale,  examination  of      ..........         .  361 

Alford,  examination  of  dairies  in    ........         .  379 

Alkalinity,  effect  of  amount  and  kind  of,  on  corrosion  by  mechanically  filtered 

waters 289 

American  Felt  Company  (Norfolk),  advice  concerning  wells  of           ...  123 

Amesbury,  advice  concerning  water  supply  of           .....         .  57 

Examination  of  dairies  in        ........         .  379 

Milk  supply  of 330 

Amethyst  Brook  Reservoir,  analysis  of  water  of       .....         .  171 

Amherst,  advice  concerning  sewerage  of  ......    129, 130, 131 

Advice  concerning  water  supply  of  .......         .  60 

Water  supply  of 171 

Andover.  examination  of  dairies  in 379 

Milk  supply  of 330 

Water  supply  of    .         .         .                   .......  171 

Anterior  poliomyelitis,  the  occurrence  of,  in  Massachusetts  in  1910    .         .         .  423,  488 

Reported  cases  of, 574 

By  towns 577 

Seasonal  prevalence  of   .........         .  575 

Weekly  returns  of  death  from          ........  567 

Anthrax,  deaths  from   ...........  564 

Reported  cases  of,  by  towns   .........  586 

Antitoxin,  diphtheria,  report  upon  the  production  and  distribution  of  395 

Appropriations 42 

Army  and  Navy  Cotton  Duck  Company  (Sutton),  advice  concerning  well  of      .  124 

Asbuiy  Grove  (Hamilton),  advice  concerning  well  at        .....  123 

Ashbumham,  advice  concerning  ice  supply      .......  124 

Examination  of  dairies  in        ........         .  379 

Ashfield.  water  supply  of       .........         .  171 

Ashland,  advice  concerning  water  supply  of    .                                                         .  60,  61 

Advice  concerning  well  at  schoolhouse      .......  61 

Examination  of  dairies  in        ........         .  379 

Milk  supply  of 330 

Ashland  Reservoir,  analysis  of  water  of  .  171 

Ashley  Brook,  analysis  of  water  of                    .......  174 

Ashley  Lake,  analysis  of  water  of  ........         .  174 
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Assabet  River,  examination  of        ........  .  189, 190 

Pollution  of  ...........          .  21 

Assawompsett  Pond,  analysis  of  water  of         ......          .  175 

Athol,  examination  of  dairies  in      ........          .  3S0 

Milk  supply  of  .     .                            .                   .                   .                            .  330 

Water  supply  of    ..........          .  172 

Attleborough,  advice  concerning  sewerage  of 133 

Advice  oonoeming  spring  on  town  farm    .......  64 

Advice  concerning  water  supply  of            .                                     .         .         .  62, 64 

Advice  concerning  well  of  J.  M.  Fisher  Company       .                                       .  123 

Advice  concerning  well  of  Frank  Mossberg  Company          ...  123 

Milk  supply  of       .......          .  330 

Water  supply  of 176 

Austin  Brook,  analysis  of  water  of           ........  172 

Avon,  water  supply  of            ..........  176 

Ayer,  water  supply  of  ..........         .  176 

Bacteria,  removal  of,  by  sewage  purification  systems        .....  268 

Bacteriological  laboratory,  report  upon  work  of 405 

Baking  powder,  examination  of      ........          .  361 

Banana  extract,  examination  of     ........         .  361 

Barber  Leather  Company  (North  Adams),  advice  concerning  well  of           .         .  123 

Barre,  water  supply  of           ..........  172 

Basin  Pond  Brook,  analysis  of  water  of            .......  173 

Bassett  Brook,  analysis  of  water  of         .......         .  171 

Bear  Hole  Brook,  analysis  of  filtered  water  of           ......  175 

Bear  Swamp  Brook,  analysis  of  water  of                                      .         .         .  171 

Bedford,  milk  supply  of         ....         .                   ....  330 

Water  supply  of    ..........          .  176 

Beef  steak,  examination  of    .........         .  361 

Beer,  examination  of    ..........         .  361 

Belchertown,  advice  concerning  spring  used  by  Boston  and  Albany  R.  R.  at 

Bondsville  ...........  65 

Berlin,  examination  of  dairies  in     ........          .  3^ 

Beverly,  advice  concerning  wells  of  the  United  Shoe  Machinery  Company    .  123 

Milk  supply  of 328, 330 

Big  Sandy  Pond,  analysis  of  water  of      .......          .  171 

Billerica,  examination  of  dairies  in           ........  384 

Water  supply  of 176 

Milk  supply  of 330 

Birch  Reservoir,  analysis  of  water  of     .......         .  173 

Bird,  F.  W.,  k.  Son  (Walpole),  advice  concerning  well  at  mill  of                   .  124 

Births,  number  of,  in  SUte  during  1901-1910 561 

Blackstone,  milk  supply  of    .........          .  330 

Blackstone  River,  examination  of  ........  .  182-184 

Pollution  of 22 

Blandford,  water  supply  of 172 

Boards  of  health,  dealings  with      .........  489 

Bolton,  advice  concerning  spring  at  State  Industrial  School       ....  123 

Examination  of  dairies  in        ........          «  380 

Bondsville,  advice  concerning  spring  used  by  Boston  and  Albany  R.R.  at  .  65 

Water  supply  of    ..........         .  J77 

Boston,  advice  concerning  treatment  of  sewage        ......  134 

MUk  supply  of 32s 

Boston  and  Northern  St  eet  Railway  Company  (Lowell),  advice  oonoemiag  use 

ofTyng'sPond 69 


INDEX. 


617 


Bottomly  Reaervoir,  analysis  of  water  of 

Bourne,  advice  concerning  water  supply  of  Sagamore 

Boylston,  examination  of  dairies  in 

Brain  and  spinal  cord,  diseases  of,  deaths  and  death-rates  from 

Braintree,  advice  concerning  sewerage 

Advice  concerning  water  supply  of  Rice  and  Hutchins 

Examination  of  dairies  in        .         .         . 

Milk  supply  of       ....         . 

Water  supply  of    . 

Rules  and  regulations  for  protection  of 
Breakfast  cereals,  examination  of  . 
Breed's  Reservoir,  analysis  of  water  of    . 
Bridgewater,  examination  of  dairies  in 

Milk  supply  of       ....         . 

Water  supply  of    . 
Broad  Brook,  analysis  of  water  of 
Brockton,  advice  concerning  sewerage 

Milk  supply  of       ....  . 

Water  supply  of    . 
Bronchitis,  deaths  and  death-rates  from 
Brookfield  (East),  water  supply  of 
Brookline,  milk  supply  of      . 

Water  supply  of    .  .    * 

Brown's  Pond,  analysis  of  water  of 
Buckman  Brook  Reservoir,  analysis  of  water  of 
Buckmaster  Pond,  analysis  of  water  of   . 
Butter,  examination  of  .... 

Buttery  Brook  Reservoir,  analysis  of  water  of 

Cambridge,  advice  concerning  well  of  Y.  M.  C.  A. 

Milk  supply  of       .         .         . 

Water  supply  of    . 
Cancer,  deaths  and  death-rates  from 
Canned  fish,  examination  of  . 
Canned  fruits  and  vegetables,  examination  of 
Canned  meats,  examination  of 
Canton,  advice  concerning  disposal  of 
pany 

Examination  of  dairies  in 

Milk  supply  of       .         .         . 

Water  supply  of    . 
Cape  Pond,  analysis  of  water  of 
Carver,  examination  of  dairies  in    . 
Cerebro-spinal  meningitis 

Deaths  and  death-rates  from  . 

Reported  cases  of  . 
By  towns  .... 

Seasonal  prevalence  of    . 

Weekly  returns  of  death  from 
Charles  River,  analysis  of  filtered  water  of 

Examination  of      . 
Cheese,  examination  of 
Chelmsford  (North),  water  supply  q^ 
Chelsea,  milk  supply  of 

Chemical  disinfection;  fumigatton  Jtrp:^'''^^ 

Cheshire,  water  supply  of  Ap^ 
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Chester,  water  supply  of        .........         .  172 

Chestnut  Hill  Reservoir,  analjrsis  of  water  of  .                   .         .  171 

Chicken  pox, 4g8 

Chioopee,  milk  supply  of       . 328 

Water  supply  of 172 

Water  supply  of  Fairview        .........  176 

Chicopee  River,  examination  of      ........         .  187, 188 

Cholera  infantum,  deaths  and  death-rates  from        .....    560,  564,  612 

Cider,  examination  of  .... 354,  361 

Cinnamon  extract,  examination  of           . 361 

Cities  and  large  towns,  population  of,  census  of  1910        .....  607 

Cities  and  towns  alphabetically  arranged 441 

Cities  and  towns  included  in  each  health  district      ......  439 

Clam  bouillon,  examination  of 361 

Clams,  examination  of 361 

Clarification  by  upward  filtration  through  a  roughing  filter  of  coarse  material  283 

Clarification  of  sewage,  preliminary  treatments  for 240 

Clinton,  milk  supply  of 330 

Cocaine,  an  act  relative  to  sale  of 1 

Cocoa,  examination  of *     361 

Codding  Brook  reservoirs,  analyses  of  water  of 173 

Co£fee,  examination  of           ..........  361 

Co£fee  extract,  examination  of       . 355,361 

Cohasset,  water  supply  of 176 

Cold  Brook  Reservoir,  analysis  of  water  of      ......         .  173 

CoUinsville  (Draout),  water  supply  of    .....         .  176 

Common  drinking  cup  in  schools   .........  602 

Concord,  advice  oonoeming  ice  supply 125 

Milk  supply  of 330 

Water  supply  of 172 

Rules  and  regulations  for  protection  of          .....         .  67 

Concord  River,  examination  of 188-101 

Condensed  milk,  examination  of 361 

Confectionery,  examination  of       .         . 861 

Connecticut  River,  examination  of 191, 192 

Pollution  of 22 

Consumption.    (See  Tuberculosis,  pulmonary.) 

Contact  and  tricklings  filter,  stability  of  effluents  from     .....  260 

Contact  filtration 249 

Cook  Allen  Reservoir,  analjrsis  of  water  of      ......         .  174 

Cooley  Brook  (Chicopee),  analysis  of  water  of         .....         .  172 

Cooley  Brook  (Longmeadow),  analysis  of  water  of 173 

Cornstarch,  examination  of  .........         .  861 

Corrosion:  — 

Effect  of  amount  and  kind  of  alkalinity  on,  by  mechanically  filtered  waters  289 

Effect  of  amount  of  dissolved  oxygen  in  water  upon 292 

Factors  in 308 

Prevention  of         ..........         .  305 

Relative,  by  hot  and  cold  water 291 

Relative,  of  iron  pipes  by  Merrimack  River  water  before  and  after  filtration 
through  slow  sand  and  mechanical  filters,  and  by  a  pond  and  a  driven 

well  supply           ..........  288 

Review  of  literature  on  .........         .  295 

References          ...........  306 

Theories  of 299 

Corrosion  and  red  water        ..........  298 


INDEX.  619 

PAOB 

Corrosion  and  the  public  health     .........  296 

Corrosion  of  metal  pipes  by  waters,  especially  before  and  after  purification, 

studies  of  the  relative  .........  287 

Crane  River  (Danvers),  advice  concerning  condition  of    .         .         .         .  165 

Cream,  examination  of 356,  361 

Cream  of  tartar,  examination  of     ........         .  356,  361 

Creese  and  Cook  Company  (Danvers),  advice  concerning  disposal  of  wastes  from  140 

Creighton  Bros.  (Lynn),  advice  concerning  water  supply  of       ...         .  87 

Crystal  Lake  (Gardner),  analysis  of  water  of  .                   .                            .  172 

Crystal  Lake  (Haverhill),  analysis  of  water  of          ......  173 

Crystal  Lake  (Wakefield),  analysis  of  water  of         .....         .  175 

Cummington,  advice  concerning  water  supply  of     .....         .  67 

Dailies,  inspection  of    ..........         .  377 

Dalton,  advice  concerning  water  supply  of  Dalton  Fire  District        ...  68 

Milk  supply  of 330 

Water  supply  of    ..........         .  172 

Danvers,  advice  concerning  disposal  of  wastes  from  Creese  and  Cook  Company  140 

Advice  concerning  condition  of  Crane  River      ......  165 

Advice  concerning  water  of  spring  in        ......         .  123 

Milk  supply  of 330 

Water  supply  of «         .         .         .         .  172 

Darby  Brook  Reservoir,  analysis  of  water  of  .  175 

Dartmouth,  advice  concerning  wells  at  Lincoln  Park  123 

Davis  and  Furber  Company  (North  Andover),  advice  concerning  water  supply  of  123 

Dealings  with  local  boards  of  health 489 

Death-rate  of  Massachusetts          .........  592 

Death-rates  of  cities  and  large  towns                597 

Ftom  certain  specified  causes 560,  564,  612 

Intensity  of  the  seasonal          .........  594 

Deaths,  by  age  periods  and  sex      .........  600 

Causes  of 595 

From  certain  infective  diseases         ........  559 

From  certain  specified  causes           ........  606 

Infant  mortality    ...........  593 

Returns  of,  in  cities  and  large  towns         .......  592 

Total,  from  certain  causes        .........  612 

Under  five  years  of  age            .........  567 

Dedham,  examination  of  dairies  in          ........  380 

Milk  supply  of 331 

Water  supply  of 176 

Deerfield,  water  supply  of     ...         .                   .....  172 

Deerfield  River,  examination  of      ........         .  192,  193 

Diarrhoea  and  cholera  morbus,  deaths  and  death-rates  from      ....  612 

Dighton,  milk  supply  of 331 

Dike's  Brook  Reservoir,  analysis  of  water  of   .  172 

Diphtheria 480 

Deaths  and  death-rates  from 560,  563.  612 

Fatality  of  cases  of 572 

Outbreak  of,  in  Westfield 481 

Registered  deaths  from  ..........  572 

Reported  cases  of 572,  574 

By  towns  ............  577 

Seasonal  prevalence  of    .........         .  575,  576 

Weekly  returns  of  death  from          ........  567 

Diphtheria  and  croup,  deaths  and  death-rates  from  612 
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Gates  Pond,  analysis  of  water  of    ........         .  173 

General  report     ............  1 

Georgetown,  examination  of  dairies  in    .......          .  380 

GilbertviUe  (Hardwick),  advice  concerning  water  supply  of      ...         .  74 

Ginger  extract,  examination  of       ........         .  361 

Glanders,  deaths  from  ...........  564 

Reported  cases  of,  by  towns    .........  587 

Glen  Brook  reservoirs,  analyses  of  water  of     .                   .                   .  172 

Gloucester,  advice  concerning  well  in  West  Gloucester               .  123 

Milk  supply  of 328 

Water  supply  of    ..........         .  172 

Gluten  flour,  examination  of           .........  361 

Grafton,  examination  of  dairies  in           ........  380 

Water  supply  of 176 

Granville,  advice  concerning  water  supply  of  ......         .  71 

Grape  juice,  examination  of  .                   .  361 

Gravel  Pond,  analysis  of  water  of 173 

Gray,  S.,  Company  (Walpole),  advice  concerning  disposal  of  wastes  from  .  162 

Great  Barrington,  examination  of  dairies  in     ......         .  380 

Milk  supply  of 331 

Water  supply  of 172 

Great  Pond  (North  Andover),  analysis  of  water  of  .          .  174 

Great  Pond  (Randolph),  analysis  of  water  of  .         .  174 

Great  Pond  (Wejrmouth),  analysis  of  water  of          ......  175 

Great  Quittaoas  Pond,  analysis  of  water  of      ......         .  174 

Great  South  Pond,  analysis  of  water  of  .  174 

Green  River,  analysis  of  water  of 172 

Examination  of 193 

Pollution  of 23 

Greenfield,  advioe  concerning  sewerage  of  .141,  144 

Milk  supply  of 331 

Water  supply  of    ..........         .  172 

Greenfield  Fire  District  No.  1,  advice  concerning  taking  of  land  for  construction 

of  reservoir          ..........  72 

Groton,  water  supply  of         .........         .  176 

Groveland,  examination  of  dairies  in       .......         .  384 

Hadley,  water  supply  of 172 

Hadley  Water  Supply  District  (Hadley),  advice  concerning  water  supply  of  73 

Haggett's  Pond,  analysis  of  water  of       .......         .  171 

Halifax,  examination  of  dairies  in  .  380 

Milk  supply  of       ..........         .  331 

Hamburg  steak,  examination  of     .                                      .  361 

Hamilton,  advioe  concerning  well  at  Asbury  Grove           .....  123 

Hanover,  examination  of  dairies  in          ........  380 

Hanson,  examination  of  dairies  in  .  380 

Hardwick,  advice  concerning  water  supply  of  GilbertviUe           ....  74 

Examination  of  dairies  in        ........         .  384 

Hart's  Brook  Reservoir,  analysis  of  water  of   .  172 

Harvard,  advice  concerning  water  supply  of  Hildreth  Bros.       ....  123 

Advice  concerning  well  at  grammar  school  123 

Examination  of  dairies  in        ........          .  384 

Haskell  Brook  Reservoir,  analysis  of  water  of           ......  172 

Hatchet  Brook  reservoirs,  analyses  of  water  of          .         .         .         .  175 

Hatfield,  water  supply  of       .........          .  173 

Hathaway  Brook,  analysis  of  water  of    .......          .  174 
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Haverhill,  examination  of  dairies  in         .......         .  380 

Milk  supply  of       ..........          .  328 

Water  supply  of 173 

Hawkes  Reservoir,  analysis  of  water  of  .  173 

Haynes  Reservoir,  analysis  of  water  of   .  173 

Head  cheese,  examination  of           .........  361 

Health  districts,  cities  and  towns  included  in  each:  — 

No.  1 .         .  439 

No.  2 '439 
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No.  4 439 

No.  5 439 

No.  6 ' .          .                   .          .  439 

No.  7 440 

No.  8 440 

No.  9  ...          .                             440 

No.  10                     ...........  440 

No.  U 440 

No.  12 440 

No.  13 440 

No.  14 440 

Health  of  minors  in  factories          .........  531 

Elxolusion  of  minors  from  occupations  deemed  to  be  injurious  to       .  532 

Heart,  diseases  of,  deaths  and  death-rates  from        ......  612 

Hickey-Riedeman  Company  (Westborough),  advice  concerning  disposal  of  wastes 

from 163 

Hndreth  Bros.  (Harvard),  advice  concerning  water  supply  of    .  123 

•RinghATn,  examination  of  dairies  in         .......         .  380 

Milk  supply  of 331 

Water  supply  of 173,  176 

Hinsdale,  advice  concerning  sewerage  of           .......  145 

Holbrook,  examination  of  dairies  in         .......         .  381 

Water  supply  of.    (See  Randolph  and  Holbrook,  pp.  110,  174.) 

Holden,  advice  concerning  disposal  of  sewage  from  school  building  146 

Water  supply  of 173 

Holliston,  examination  of  dairies  in         .......          .  381 

Holyoke,  advice  concerning  sanitary  conditions  in  Fomer  watershed  ...  75 

Advice  concerning  water  supply  of  .......         .  75 

Milk  supply  of 328.  331 

Water  supply  of 173 

Honey,  examination  of           ..........  361 

Hook  and  Hastings  Company  (Weston),  advice  concerning  well  of     .  124 

Hoosick  River,  examination  of       ........         .  194 

Pollution  of ....  23 

Hopkinton,  examination  of  dairies  in      .....         ^         .         .  381 

Milk  supply  of 331 

Water  supply  of 176 

Hopkinton  Reservoir,  analysis  of  water  of       ......         .  171 

Horseradish,  examination  of            .........  361 

Housatonic  River,  examination  of  ........  194,  195 

Pollution  of 24 

Hudson,  examination  of  dairies  in           ........  384 

Milk  supply  of 331 

Water  supply  of 173 

Rules  and  regulations  for  protection  of          .....         .  77 

Hull,  milk  supply  of     ..........          .  331 
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